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Foreword 


NE of the most striking phenomena of World War II was the speed, 
efficiency, and completeness with which the scientific resources of the 
United States were mobilized for the national defense. Without detracting 
in the slightest degree from the magnificent accomplishments of the armed 
services and of the country’s industrial organizations, it is reasonable to 
believe that the technical superiority of the Allied nations may well have 
been the determining element in their victory. 

Typical of the response of America’s scientists and engineers to the na- 
tion’s need was the work done in Bell Telephone Laboratories—the develop- 
ment organization of the Bell Telephone System and one of the nation’s 
leading industrial laboratories. During the war years and in the period of 
preparedness immediately before Pearl Harbor, eighty per cent of the Bell 
Laboratories’ manpower and equipment was assigned to the projects of the 
armed services. During that time the organization was approximately 
doubled in size, a growth which would have been exceeded had it not been 
for the danger of sacrificing quality in technological output. 

Some 2,000 separate projects for the Army, Navy, and National Defense 
Research Committee were handled by the Laboratories at an expenditure 
of approximately $170,000,000. These projects were principally in the areas 
of communication, radar, sonar, the atomic bomb, battle announcing systems, 
mines, torpedoes, rockets, proximity fuses, and electrica] gun directors. 
About one-half of the Laboratories’ total effort was devoted to radar. Bell 
Laboratories shared with the Radiation Laboratory at Massachusetts In- 
stitute of Technology the responsibility for the bulk of research and develop- 
ment in this field in the United States. 

At the war’s end it was felt that the striking scientific advances achieved, 
particularly in the field of radar, should be recorded in detail so far as security 
considerations would permit and the pressure of other urgent business would 
allow. The papers appearing in this volume were therefore prepared and 
originally published in the Bell System Technical Journal. While the work 
d2scribed was directed towards radar development as its immediate objec- 
tive, it has a broad application to the important new field of microwave 
transmission, and it is hoped that this book will be a useful tool for 
scientists and engineers working in that area. 

M. J. KELLy 
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Introduction 
By MERVIN J. KELLY 


ADAR—RAdio Detection And Ranging—in the importance of its con- 

tribution to victory ranks high among the new weapons of World War II. 
It employs radio waves for the detection and accurate location of objects, 
fixed or moving. It can see farther than the eye, even under conditions 
most favorable to vision. It sees equally well by night and by day. Nei- 
ther smoke, fog, clouds, nor rain diminishes its range or its resolution of 
objects. It can do more than see, however; it can also measure distance 
and angles. It continuously measures the distance to a fixed or moving 
object and the angles defining the direction of the object with such exact- 
ness that the information can be used to control the firing of guns, the direct- 
ing of torpedoes, or the dropping of bombs. 

Radar refers to no single instrument: it is a synthetic word which describes 
a function. Indeed, an individual] radar set may weigh only a hundred 
pounds, have the size and shape of a small bomb, and be suited to installa- 
tion in a fast airplane; or it may be a vast assemblage of equipment mounted 
in a truck and several trailers, have a giant antenna structure, and require 
a whole company of soldiers to operate it. It may be a three-ton equipment 
disposed above and below the deck of a battleship, or it may be two or 
three water-tight boxes on the deck and a small antenna on the mast of a 
landing barge. Although radars assume this great variety of form and size, 
they are all governed by the same basic principles and employ the same 
electronic and communication techniques. Their functioning elements have 
electron tubes in large number and great variety, interconnected by most 
complex communication-like circuits. 

All radars embody a transmitter, an antenna, a receiver, and a video 
system. The transmitter generates the radio energy as pulses of suitable 
form and power. These are of the order of one microsecond in length, and 
are spaced uniformly in time, recurring at rates of several hundred a second. 
A single antenna usually serves both as a radiator of transmitted power and 
a receiver of energy returned, or “echoed,” from the objects viewed. The 
pulses of power from the transmitter are fed to the antenna by a suitably 
terminated conductor, and the configuration of the antenna determines the 
form of the beam radiated. It assumes a pencil or vertical fan shape, for 
example, depending on the function of the particular system. The receiver 
accepts from the antenna the returning pulses, and amplifies and reshapes 
them in such a way that the video system can display the echo information 
in a variety of visible patterns, and supply it in electrical form for the direc- 
tion of missiles. : 
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In consequence of its ability to see, radar played a great and increasingly 
important role in the conduct of the war on land, at sea, and in the air. It 
brought about profound changes in the pattern of warfare. Surprise has 
always been one of the most important elements in attack. In the past, it 
has been achieved by the deployment of forces in the darkness of night or 
under a covering of fog, cloud, or smoke. The early warning of enemy ap- 
proach afforded by our ever-improving radar equipments and the increas- 
ingly effective techniques for their use deprived the enemy of the advantage 
of surprise attacks. 

A new instrument of war, when properly applied by the combatants, 
changes the style of war but is not likely to become a decisive element in 
victory for either side. When one of the combatants moves more rapidly 
in developing the new instrument, however, and makes broader and more 
rapid use of it in his strategy of war, he then can make it an important and 
perhaps determining element in his victory. This is the pattern of radar’s 
application in World War II. 

In the years immediately before the war, radar was conceived and had 
its pioneering development in the military laboratories of England, Ger- 
many, our own country, and perhaps Japan. At the war’s beginning, the 
radar technologies of Germany, England, and our country were at about 
the same level of development, while Japan’s was decidedly inferior. As 
the war progressed, we advanced radar science with much greater speed 
than did our enemies. We applied radar to almost all sectors of warfare, 
and supplied our armed forces with a tremendous volume of specialized 
equipments suited to a wide variety of applications. Our armed forces 
made immediate and broad application of this equipment, and modified 
their strategy of war to great advantage as they increased their facility in 
the use of this new weapon. 

Our enemies, advancing the technology at a slower pace, made available 
to their armed forces a substantially smaller volume of equipments, which 
were more limited in variety and of a lower level of effectiveness. As the 
war progressed, therefore, radar became an instrument of increasing advan- 
tage tous. It shortened the war, and made our victory possible at a lower 
cost in lives and material. 

This great importance to victory was attained by radar because our 
country concentrated on it gigantic efforts in research, development, design, 
and production. In 1940 less than $25,000,000 was expended on technical 
and production effort for radar. Radar effort in all its phases expanded 
rapidly through out the war, however, and in 1945 reached the level or more 
than $1,000,000,000 annually. 

There have been many technical workers in this field both in England 
and in this country. They have enjoyed full interchange of technical in- 
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formation, so that each could use the information of the other as well as 
his own. In particular, Bell Laboratories worked very closely first with 
Army and Navy laboratories and later also with the Radiation Laboratory 
at Massachusetts Institute of Technology. In all cases there was freest 
interchange of technical material. 

The laboratories of the Services were working in radar through the 1930’s. 
When, in 1940, the national defense program was materially stepped up, 
the National Defense Research Committee set up the Radiation Labora- 
tory at Massachusetts Institute of Technology to undertake a broader prog- 
ram of Government-sponsored research than had been possible with the 
limited facilities of the Services’ laboratories. This organization built up 
its research staff and facilities and carried out a most important program of 
research and development work, particularly in the microwave field. 

The Bell System played a larger part in the radar program, from research 
through production, than any other industrial organization. Through its 
manufacturing company—the Western Electric—it produced about half of 
all the radar made in the United States; and through its research organiza- 
tion—Bell Telephone Laboratories—it carried out a comparable portion of 
the research and development programs. As an outgrowth of this work of 
the Laboratories, some 900 million dollars worth of radar equipment was 
produced by the Western Electric Company, and at least 100 million dol- 
lars worth by other companies.* 

Although Bell Telephone Laboratories carried on the development of 
some one hundred radar systems of which more than sixty were standard- 
ized and produced, its only publication concerned with complete radar 
systems is that of W. C. Tinus and W. H. C. Higgins, ‘Early Fire Control 
Radars for Navy Vessels.” Here are described the first four fire-control 
radars developed in this country, Marks 1-4. The Laboratories initiated 
the research and development work leading directly to these equipments in 
1938. This paper also recounts the fine work in progress under Dr. A. 
Hoyt Taylor at the Naval Research Laboratory on search radars operating 
in the 200-megacycle range. A full consideration of the outlook for radar 
development led Bell Telephone Laboratories to study systems for deter- 
mining the exact position of a ship or plane in terms of the distance and 
angle from the radar, so that accurate gun fire might follow location by 
search radar at night. Its studies centered in the frequency range from 
500 to 700 megacycles, which was adequately high for the purpose, and as 
high as electronic research had succeeded in providing even the minimum 
needs in electronic devices. 

*For a more complete statement of early radar history and radar principles of operation 


and military applications, see ““Radar—A Report of Science at War’’ released by the 
Joint Board on Scientific Information Policy 1946. 
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The first of the standardized equipments were installed aboard a battle- 
ship in July, 1941, and quantity production was in progress by Pearl Har- 
bor. The Marks 3 and 4 played most important parts in the night victories 
of our Navy in the Pacific in 1942 and 1943. Almost 1,000 of these equip- 
ments were manufactured and installed in our fleet, and were continuously 
modernized as the art advanced. They proved to be so sound basically and 
to have such high tactical value that almost 400 were still in the fleet at V-J 
Day, even though one advanced design of fire-control radar followed an- 
other in rapid succession throughout the war as our knowledge grew. Many 
of the features that continued to be essential in radar systems made their 
first appearance in these pioneer fire-control radars: the gas discharge ““T-R”’ 
tube employed in duplexing, the resonant-cavity magnetron, and the close 
spaced power tetrode for pulsing are typical. 

These pioneer systems so pleased the Navy that they placed their entire 
ship radar fire-control program with Bell Telephone Laboratories, and this 
responsibility continued throughout the war. A rapid advance in the art 
and science of radar fire control for ships was brought about by the co-opera- 
tive programs of the Bureau of Ordance and Bell Telephone Laboratories. 

As the capabilities of the early radars became known, large numbers of 
tactical applications of greatest variety developed. Each new tactical sit- 
uation presented a new group of requirements: functional and physical. 
If the needs of this continuously expanding variety of systems with their 
more exacting requirements were to be met, there must be available an 
ever-increasing reservoir of fundamental knowledge of the electronics, the 
apparatus elements, and the circuits upon which radar systems depend for 
the prompt development of the particular device or system best suited to 
the special needs of each situation. New physical, as well as new functional, 
requirements frequently required new electronics, apparatus, and circuits. 
The maximum of freedom of choice was essential to success in meeting mil- 
itary needs when required. 

Long experience in telephone systems development gave Bell Telephone 
Laboratories an early appreciation of the best procedures to adopt in the 
development of radar. Basic programs of broad coverage were under way 
in 1940, and they were continuously expanded. The leadership of Bell 
Laboratories in magnetrons, reflex oscillators, pulsing systems and their 
components, crystal rectifiers, intermediate-frequency amplifers, “T-R” 
boxes, waveguide circuit elements, and antennas owes much to foresight in 
programming and to emphasis. Most of the papers of this volume are con- 
cerned with contributions in these areas. 

In “The Magnetron as a Generator of Centimeter Waves,” Fisk, Hag- 
strom, and Hartman deal with the most important single device in the large 
family of radar systems. Without the resonant-cavity magnetron, radar 
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would not have attainei technical maturity during the war and become per- 
haps the war’s most important single contribution to victory. It is still 
the only source of pulsed power with peak values of tens or hundreds of kil- 
owatts in the frequency range from 1,000 to 30,000 megacycles. Denied 
these power levels in this frequency range, radar would have had limited 
application. 

Although resonant cavities in association with a magnetron diode were 
already in the patent literature in 1940, their application to centimeter-wave 
pulsed-power generation was a British development. Their early embodi- 
ment of the generator was in a form whose basic features were continued 
throughout the extensive elaboration of types brought about through the 
war developments. The Tizard Mission brought one of the first of their 
operating units to America in September, 1940; it operated at 3,000 mega- 
cycles. Professor R. H. Fowler, Professor J. D. Cockcroft (both later 
knighted in recognition of their war contributions), and Dr. E. G. Bowen 
made a full disclosure of this important development to members of Bell 
Laboratories in early October. Within a few days after their disclosure, it 
was operated at our Whippany radar laboratories with a peak power output 
of the order of 10 kilowatts. On the day of these tests it was recognized 
that the resonant-cavity magnetron was a complete answer to the power 
needs of our fire-control radars. Marks 1 and 2 had power outputs from 
special triodes limited to a few kilowatts. Development of 700-mega ycle 
magnetrons of this type was at once undertaken. Samples with outputs of 
tens of kilowatts were made available for systems tests by December, 1940, 
and production was available by mid 1941. War speeds were the order of 
the day, even in the year before Pearl Harbor. 

An extensive and ever-expanding integrated program of research, develop- 
ment, and design under Dr. Fisk’s able leadership began immediately fol- 
lowing the tests at Whippany in October. Our country’s whole centimeter 
wave radar program relied chiefly on Dr. Fisk’s group for magnetron devel- 
opment for more than a year—until the N.D.R.C. group at the Radiation 
Laboratory was organized and became effective. From that time, the 
research and development programs were shared by these groups in a co- 
ordinated program. The Fisk, Hagstrom, and Hartman paper is a splendid 
presentation of the major elements of the developments of Bell Laboratories. 

Many methods of generating the pulses for driving the magnetron were 
proposed, and developments were carried out on most of them. Bell Lab- 
orator-es developed three general types, and in each of the radar systems of 
its development selected for use that type best suited to the engineering 
requirements. In the type first developed, the pulse was generated at a 
low power level by a non-linear coil, and then amplified to the required 
level by vacuum tubes. To meet the requirements of pulse amplification, 
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special vacuum tubes were made available. Our Laboratories developed 
the principal ones that were standardized by the Services for general radar 
use, but they were produced by several manufacturers. Mr. C. E. Fay 
describes these tubes and their uses in ““High-Vacuum Oxide Cathode Pulse 
Modulator Tubes.” 

Another approach is to employ non-linear coils of sufficient power capac- 
ity to deliver directly to the magnetron the power required for its operation. 
Bell Laboratories developed such coils for peak powers in the range from 100 
to 1,000 kilowatts, and for pulse widths from two tenths to one microsecond, 
and pulsing rates from 400 to 3,600 per second. This type of pulser was 
best suited to the requirements of the precision radars for fire control and, 
except for the early systems, was generally used. Mr. E. Peterson des- 
cribes these power pulse coils and their applications in “Coil Pulsers for 
Radar.” 

Another interesting means of generating these high-energy pulses of ex- 
tremely short duration is the spark gap. The Laboratories first studied 
gaps operating in air, and developed a rotary gap in which the time of break- 
down was controlled mechanically. Such gaps were successfully adapted 
to a variety of radar systems. Demands for light weight and small volume 
led to the development of fixed gaps of the sealed-unit type. To make these 
sealed gaps reliable and uniform in operation throughout a long life, a 
number of interesting physical problems had to be solved. Success was 
achieved, and several sealed-gap units were developed by the Laboratories 
and standardized by the Services for general use. These developments 
are described by F. S. Goucher, J. R. Haynes, W. A. Depp, and E. J. 
Ryder in “Spark Gap Switches for Radar.” 

The successful employment of a single antenna in a radar system was 
realized by using a gas-discharge tube to perform the function of a switch; 
the antenna becoming available for transmission during one portion of the 
time “‘cycle’”’ and for reception during the other. In our country, Bell 
Laboratories initiated the development of gas-discharge tubes for this 
function. A similar solution to the single antenna was developed independ- 
ently in England. A number of the tubes developed by our Laboratories 
were standardized for general use by the Services, and produced by a num- 
ber of manufacturers. A. L. Samuel, J. W. Clark, and W. W. Mumford 
describe these tubes and their uses in “The Gas-Discharge Transmit-Re- 
ceive Switch.” 

Although the receivers of all radar systems have many characteristics in 
common, the performance requirements of each system place demands on 
its receiver that make its development difficult. Mr. L. W. Morrison in 
“The Radar Receiver” discusses the general problems of receiver design, 
and considers many of those individual to particular systems. 
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The development of three of the apparatus elements of the radar receiver 
is described in three separate papers. Reflex oscillators are treated in a 
paper by J. R. Pierce and W. G. Shepherd. The beat oscillator of substan- 
tially all radar receivers for frequencies of 1,000 megacycles and higher was 
the single-cavity reflex oscillator tube; for lower frequencies of the micro- 
wave range, a special triode known as the lighthouse tube was generally 
used. The paper gives a broad exposition of the theory of the reflex oscil- 
lator and describes a number of typical tubes developed by Bell Laborator- 
ies. These tubes were standardized for general radar use by the services, 
and were produced in large quantities by the Western Electric Company. 

The silicon-crystal point-contact rectifier was universally used in the 
frequency converter or first detector in superheterodyne radar receivers op- 
erating at frequencies of 1,000 megacycles and higher. Bell Laboratories 
began research on these units in about 1935. Research studies on wave- 
guide transmission at that time developed a need for frequency converters 
in the centimeter-wave-length range, and the silicon-crystal point-contact 
rectifier was the best answer to the need. With this work as a background, 
the Laboratories rapidly expanded its efforts on all phases of the crystal 
converter in 1940, when its application to radar became evident. The 
history of the development is told in a paper by J. H. Scaff and R. S. Ohl, 
“Development of Silicon Crystal Rectifiers for Microwave Radar Receivers,”’ 
which gives the characteristics and uses of a number of units developed 
by the Laboratories. These units were standardized for general use by the 
Services and were produced in very large volume by Western Electric 
Company and other manufacturers. 

Vacuum tubes for intermediate-frequency amplifiers of the radar receiver 
are described in a paper by G. T. Ford. The amplification of the received 
radar signals was done at frequencies from 30 to 60 megacycles. Vacuum 
tubes of highest transconductance, low capacitances, high input resistance 
and good noise figure are necessary. Mr. Ford tells of the development and 
standardization of vacuum tubes to meet this need. Our final develop- 
ment, the 6AK5, was the most generally used intermediate-frequency 
amplifying tube. Many millions of them were employed. It was made 
by the Western Electric Company and several other manufacturers. 

H. T. Friis and W. D. Lewis tell the story of radar antenna research and 
development in Bell Laboratories. The difference in functions of radar 
systems makes the antenna development of each a different problem. The 
solution frequently proved to be one of the most difficult as well as most 
interesting tasks in the development of the complete systems. Recourse 
to mathematical analysis was specially helpful here, and our mathematicians 
were an integral part of many of the research teams. 

A radar system is a most complex equipment. Typical systems have from 
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50 to 250 vacuum tubes associated with many times that number of elec- 
trical and electro-mechanical components of great variety. Nothwithstand- 
ing most careful design and high quality manufacture, it is easy for radar 
performance to become impaired under operating conditions. The range 
of coverage may fall to a fraction of the normal, or the accuracy of measure- 
ment may decrease by a large amount with nothing in the radar’s perform- 
ance to indicate it. There must be test facilities at the battlefronts which 
make testing and adjusting possible if the radar system is to operate with 
its normal coverage and accuracies. 

E. I. Green, H. J. Fisher, and J. G. Ferguson in their paper ‘Techniques 
and Facilities for Microwave Radar Testing” tell a most interesting story. 
The variety and complexity of test sets approach that of the radar systems 
themselves. It was a challenge to the developer and designer to implement 
the many precision measurements that had to be made in the battle areas 
with sufficiently portable and rugged equipments, each having the facilities 
for making the largest number possible of different kinds of tests. Bell 
Laboratories and the Radiation Laboratory of the N.D.R.C. in a well 
co-ordinated program undertook substantially all of the development of test 
facilities for the Services. 

In three separate papers, I. G. Wilson, J. P. Kinzer, and C. W. Schramm 
treat different phases of the problems of high-Q resonant cavities in micro- 
wave testing. These papers give a detailed picture of the complexity of a 
limited sector of the radar test problem, and afford some insight into the 
general complexity of the test equipment. 

In this introduction I have attempted to supply historical perspective 
and to place the papers assembled in the volume into their proper relation- 
ship to the whole program of radar research and development. Each paper 
attempts to give full recognition of the assistance received from and the 
co-operation with other organizations. Since there was almost daily in- 
formal interchange of information between members of Bell Laboratories 
and those of other organizations, full acknowledgement cannot be made. 
Radar development, like substantially all of the war developments, was a 
most co-operative program. Scientists and engineers from all organizations 
involved in a program in our country and frequently those involved in Eng- 
land, Canada, and on occasion Australia and New Zealand, worked as a 
single unit; information flowed rapidly through informal as well as formal 
channels. We are pleased to express our debt generally to all engaged in 
the radar developments of the war period. 
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Early Fire-Control Radars for Naval Vessels 
By W. C. TINUS and W. H. C. HIGGINS 


INTRODUCTION 


OR a number of years before the war a very intensive development 

effort was under way in the Army and Navy laboratories, and in sev- 
eral commercial laboratories, on the application of radio methods to the 
location of objects at a distance. The equipment which resulted was 
eventually called “Radar” equipment by the Navy and this term is now 
almost universally used. The urgent needs of the war have resulted in the 
very rapid development and extensive application of this new science 
during the last few years. 

Radar equipments of many different types have been designed to perform 
specific functions on land and sea, and in the air. These equipments 
have had an important part in the winning of the war and the recent re- 
laxation in secrecy regulations now permits publishing some of the story. 
In this present article a description of the Mark 3 and 4 Fire-Control 
Radars for Naval Vessels will be given, together with a little of the history 
that preceded their development. 


HISTORICAL BACKGROUND 


When the Bell Telephone Laboratories began active radar development 
work early in 1938 an effort was made to set technical objectives for this 
work that would avoid duplication of the intensive work then under way in 
the Army and Navy laboratories, and that would advance the art toward 
the solution of some of the recognized basic problems. The general ob- 
jectives were to increase the accuracy of radar measurement of location and 
to increase as much as possible the operating carrier frequency. The 
reasons for these objectives are discussed in the following paragraphs. 

The state of the art at the time under discussion has been partially de- 
scribed in a recent paper by Maj. Gen. R. B. Colton.’ The work he de- 
scribed and directed was carried out at the Signal Corps Laboratories at 
Fort Monmouth, New Jersey and was directed principally toward solving 

1 “Radar in the U. S. Army” by Maj. Gen. Roger B. Colton, published in the Proceedings 
of - I. R. E., November, 1945. 
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the ground forces’ problems of aircraft warning and searchlight control. 
At the same time intensive work was being pursued at the Naval Research 
Laboratory at Anacostia, D. C. under the direction of Dr. A. H. Taylor, 
Dr. R. M. Page and Mr. L. C. Young. Their work was directed primarily 
toward developing radar equipment that would be useful aboard ship, and 
it was from them and from the engineers of the Navy Department that the 
principal inspiration and guidance for the work described in this paper were 
obtained. 

The first military application in which radar equipment proved its use- 
fulness was in the detection of approaching aircraft. For this kind of 
application the radar is not required to locate the approaching planes with 
very great accuracy and the experimental radars of 1938 and 1939 per- 
formed this function in quite a useful way. The fact that the first appli- 
cation of radar was a strictly defensive one may account in part for the 
great interest and support given radar work in England and in this country, 
while apparently much less radar work was done before the war by the 
scientists of Germany and Japan. Thus, when radar later became a power- 
ful and versatile aid to offense, the enemy nations found themselves years 
behind in development. 

Very early in their work the men of the Naval Research Laboratory 
recognized the potential ability of radar to help solve the fire-control prob- 
lem. Since this problem determined the design of the radar systems to be 
described later in this paper a brief general discussion of fire control is given 
here. The term fire control refers broadly to the means by which a gun or 
other weapon is aimed and fused so that, when fired, the projectile will hit 
or burst near the intended target. A fire-control system includes two 
major parts: first, a locating device for determining the present position of 
the target; and second, a computing device which analyzes the present 
position data, computes the target’s course and speed, and the position the 
target will occupy at the future time when the projectile arrives at that 
point, and finally furnishes the correct aiming and fusing information to 
the guns. A modern fire-control system does these things in a continuous 
manner so the guns remain correctly aimed and can be fired at any time 
during the engagement. 

Before the war the present position of the target was ordinarily de- 
termined by optical instruments. Operators tracked the target by con- 
trolling their telescopes in such a way that the target remained on the 
crosshairs in their eyepieces. Thus the azimuth and elevation angles 
were found. Another operator measured the range to the target with an 
optical range finder, or indirectly estimated range from the angular extent 
of the target and its estimated size. 

The accuracy of this optical system in determining azimuth and elevation 
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angles is very good provided the target can be seen clearly. This proviso is 
a serious limitation under many typical operating conditions. It is fre- 
quently difficult to see a target at a range of several miles on account of 
haze even on a relatively clear day, and at night or in fog or smoke screen 
the usefulness of a telescope is almost nil. The optical range finder is 
subject to the same limitations as the telescope and in addition leaves 
much to be desired in the matter of accuracy and continuity of data even 
under the best visibility conditions. This is due to the fact that optical 
range finders are triangulation devices which inherently have accuracy 
limitations. The need for a long and very stable base line between the 
prisms of an optical range finder is difficult to meet aboard ship, and the 
principle of operation makes inevitable a rapidly decreasing accuracy with 
increasing range. Thus, as the effective range of guns increased, the need 
for more accurate means for measuring range became more acute. 

In its earliest forms radar offered at once a potential means for measuring 
range with much better accuracy than that of the optical range finder. 
This was due to the different principle on which radar works. A pulse of 
radio frequency energy is sent out to the target and the echo signal is re- 
ceived back at the source. The velocity of the waves en route is the 
same as that of light, and is one of the basic physical constants. To measure 
range accurately with radar required only the development of techniques 
for producing short transmitted pulses and for measuring accurately the 
short intervals of time between the transmitted pulse and the returning 
echo pulse. Both of these were the kind of problems which yield readily 
to electronic solutions. The early work in Bell Telephone Laboratories 
thus included the production of shorter transmitted pulses than were 
being commonly used, and the development of improved range measuring 
means. 

The second important general objective for the early work at Bell 
Telephone Laboratories was to devise equipment which would operate at 
frequencies much higher than had been previously used. The need for 
higher-frequency operation arose from the fact that for a given size of 
antenna the beam width decreases with increasing frequency while the 
gain increases. Narrow beams are required to obtain accurate angular 
data while increased gain is desirable since it obviously provides increased 
range for a given transmitter power and receiver noise figure. These factors 
are illustrated by the curves of Figs. 1A and 1B which show the relationship 
between beam width, antenna gain and antenna size expressed in wave- 
lengths. The curve labeled “uniform illumination” yields maximum gain 
and minimum beam width for a given antenna size but produces unwanted 
side lobes of undesirable amplitude. For this reason the illumination is 
usually graded over the antenna aperture to reduce minor lobes. The gain 
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was apparent to all of the early experimenters since physical limitations 
restricted the size of antenna which could be installed conveniently aboard 
ship. However, development effort along these lines had previously been 
hampered by lack of suitable vacuum tubes. 

In spite of the vacuum tube difficulties the Laboratories work was started 
in the range from 500 to 700 mcs, a region several times that then in use at 
the Army and Navy laboratories. The best tubes available were those of 
the doorknob type which have been described in the literature by A. L. 
Samuel? and are illustrated in Fig. 2. The smallest of these was used in 
the receiver input circuits and two of the middle sized ones were used in 
the tramsmitter oscillator. These triodes operated at quite high frequencies 
by virtue of the very small spacing between their electrodes, a feature which 
made them fragile and demanded the development of plate modulation. 
Earlier radars had generally used grid keyed oscillators, 1.e., the plate 
voltage was applied to the oscillator continuously together with a high grid 
bias voltage. The bias was removed momentarily by the keyer to emit a 
pulse. In order to obtain a useful pulse output from the doorknob oscillator 
tubes it was found essential to remove all stress from them except during 
the pulse. This was accomplished by using a direct coupled pulse am- 
plifier or modulator, effectively in series with the oscillator and the power 
supply. Here again in 1938 no really suitable tubes were available for 
the modulator service since it also demanded a highly intermittent duty. 
However, since the modulator duty did not require the tubes to operate at 
very high frequency it was possible to use rugged high-voltage triodes which 
had been designed for continuous service, and to obtain the required pulse ~ 
current capacity by paralleling a number of tubes. The earliest radar 
modulators used in the Laboratories employed a group of Eimac 100-TH 
tubes. Later, in the CXAS and Mark 1 Radars, six tubes similar to the 
W. E. 356A were used in parallel. | 

After a great deal of laboratory work an experimental equipment was 
assembled and demonstrated to the Army and Navy in July 1939. This 
early radar was notable in that it operated at what was then considered a 
very high frequency and also in that it employed a single antenna only 
about 6 ft. square. The transmitter and receiver were connected to the 
common antenna by a duplexing technique to be described later, which had 
been applied at lower frequencies by engineers at the Naval Research 
Laboratory. The results of these first field tests were encouraging and 
both the Army and the Navy ordered one prototype model equipment to 
be known as the CXAS. This radar was to operate at 500 or 700 mcs and 
was to incorporate a number of new features which were designed to make it 


? Proceedings of I. R. E., Vol. 25, page 1243, 1937—“‘Negative Grid Triode Oscillator 
and Amplifier for Ultra High Frequencies.” Digest in Oct. 1937 B.S. T. J. 
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convenient to operate aid to: pravide a range accuracy that would be usefil 
in fire control. Since this early radar is of ‘cosiderable “historical -im<- — 
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"This equipment was divided into three major assemblies and the circuits” 
‘Were arranged go the three could he justalled at some distance from each 
pier. ‘The antenna (see Fig. 3) consisted of a eylindsical patabolic re 
_ Mlector about 6 tt. square with an army of eight half-wavelength dipoles | 

along the focal line. ;With ‘shipboard use in mind the ‘reflector yas per 
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system ras. sade srekshesprool, wht was s aeeciapiuhel t by making the 


line system ‘pressure-tight and fling it with dry pas. The gas-line system: 
was extended to include the: vadiating elements by covering the latter with ~ 
pyrex test tubes sealed: to the- support. ‘with a. packing yland. as ‘shown in 
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transformers was. tied to connect the aeicieal ifigate assembiés and pedvide. 

eo AY schematic dia~. | 
gram af this arrangement is shown in Pig.’ $i! “The: pontemplated use of 
this radar was for surface targets or’ low-fijang planes and) rolation was 
“provided only in azimuth, A. gas-tight rotary, joan. v8 Mleveloped ‘to any i 


a matched load to the single transmitter-receiy er. 





the ¥” coaxial line through the. azimuth axis (Fig. 6). 
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"honed heal 6 on: the desk could be connected to the antenna. turntable by ae ~ 
oC RE 
* padar signals by. what i i$ DOW. known as a Class A Sweep. with, a foll scale bo 
100, 000 yards, A. pioneering feature of this indicator was. the provision: abe 

4 series of electronic range marks to increase. the: accuracy svithh, which tergef 


|  ghaft.- ‘The indicator eniployed a7” cathode ray tibe and displays 





range could be read, Eatlier indicators bad used a. ruled mask for the 
range scale and had. suffered in accuracy dae to parallax, sweep. nron-tin: “aioe 
earity, drift ‘of Sweep ‘position, ete, The CXAS. provided: sharp pulses tas 0° 
mark the 10,000-yard intervals along the sweep line, and smaller pulses-ta 0° 
mark the intervening 2,000-yard intervals. “This Syste, ‘was. free. frome 





the ertors of the ruled’ mask. and. permitted range : 


eadiegs gocurate fo 5 


+200 yards thooughout the 100, Dod-yard scale, ‘Provision Was: also made Re : 


tor expand. any desired. 20,000-yard segment i the: acale Aa. aE ‘the eatire < { 


tobe: screen sa that, signals. could be examined. tort: elosely. | “The. ranges : 





someon. to a the: 10 Neat Tintesvals were desi, 





: 3 ae ake 

ry aii > ; rs : He A : - 

ae es se! Lisa: 
ake Sa 2. “a pari . ints 


RANGE “THOUSANDS OF. YARDS 


ated by ilominated 


"RANGE THOUSANDS a, TaROS Ss 


Be 80%: AS-fhane anak as st Hea obs ee see. 





\ Saavonbirael ABeatad’ dikaly ielax’ the, electtoaie’ scales Nhe ‘ieesentaion 


_ onbtained with this arrangement is indicated in. Fig. ¢ ‘which ‘shows ie AY 


— dectronic calibration marks, transmitted Pulse, ahd AB: eeha at. Eis 00: es 


yards on buth the full and expanded scales, ey 
Tbe third part-af the CXUAS. aquipmedt was an, “Susie aie 3 as the Rt? 
T 2. designed to bé anatiended in ‘ 
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CXAS having regularly out-performed much higher powered equipment 
operating at 100 or 200 megacycles for this service. The reason for this 
can best be uuderstood by reference to Fig. 15 which illustrates what happens 
when a radio beam is directed horizontally over water. The beam breaks 
up into an interference pattern of several rays due to reflection from the 
surface; the position of the lowest ray depending only upon the height of 
the antenna measured in wavelengths above the water. Since the mount- 


RADIATION PATTERN IN PRESENCE OF PERFECT REFLECTING SURFACE 
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WHERE H = ANTENNA HEIGHT 
A= WAVE LENGTH IN SAME UNITS AS H 
© =ELEVATION ANGLE IN DEGREES 


@ = RELATIVE FIELD STRENGTH 
Fig. 15—Effect of surface reflection on elevation beam 





TABLE [ 
Operating Frequency.......... Tunable 680-720 mcs. 
Antenna...................0. Dipole array of 8 half-wave radiators, reflector 6’ x 6’, 
beam width 12 degrees, gain 22 db. 
Transmitter Pulse Power...... Approximately 2 kw. 
Pulse Repetition Rate......... 1640 PPS 
Pulse Duration............... Variable in 5 steps from 1 to 5 microseconds. 
Receiver-Superheterodyne...... 1 mc bandwidth, 30 mc IF frequency. 
Receiver Noise Figure......... aia pena 24 db. 
Range Calibration............ Electronic marks at 10,000 and 2,000 yard intervals. 





ing height available aboard ship is fixed, the use of shorter wavelengths 
made it possible to keep the lowest ray more nearly horizontal where it 
could intercept a target’s superstructure at greater distance. 

The principal characteristics of the CXAS Radar as set up for operation 
at 700 megacycles are given in Table I. 

This equipment gave useful results on surface targets at ranges of 10 
miles or more (depending on the size of the target) and the range accuracy 


Google 
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of about +200 yards was then considered very usable in surface target 
fire control. The target azimuth could also be determined to a precision 
of one or two degrees by rapidly swinging the antenna back and forth and 
observing the point which gave a maximum echo signal. This angular 
information was hardly good enough for fire control use. The equipment 
was also of some use against low flying aircraft as a means of getting better’ 
range data for fire control. Minor equipment difficulties were not entirely 
solved; in particular the doorknob triodes in the transmitter had a very 
short life under the high voltage pulse operating conditions. They had, of 
course, been designed originally for CW communication use and strenuous 
development effort to make them more suitable for the intermittent high 
power radar use had not been very successful. 


THE Mark 1 RaApaR 


In spite of the obvious unsolved development problems the Navy im- 
mediately ordered 10 equipments, similar to the CXAS, for use in the 
Fleet. These were first called the FA Radio Ranging Equipment but the 
designation was later changed to Radar Mark 1. Several changes were 
made to better adapt the equipment for installation aboard ship, the princi- 
pal one being a servo driven antenna pedestal of the amplidyne type which 
was furnished by the General Electric Company. The servo system elim- 
inated the antenna drive shaft problem while retaining control from a 
handwheel on the control desk. The desk was also modified to provide 
dials reading both relative and true azimuth bearing, the latter being ob- 
tained by interconnection with the ships gyro compass system. 

The first Mark 1 Radar was shipped by the Western Electric Company 
in June 1941 and installation on the USS Wichita was completed at the 
Brooklyn Navy Yard early in July 1941. This was the first fire control 
radar in our Fleet and the first of many thousands of radars of all types 
which the Western Electric Company was destined to build for the Navy 
in the following four years. 


THE Marx 2 RADAR 


While the ten Mark 1 radars were being built, development work was 
proceeding at top speed on major improvements designed to increase per- 
formance, eliminate operating troubles, and to make this new device fit 
better into the existing fire control situation aboard ship. The older opti- 
cal devices were neatly integrated into a system, many features of which 
were automatic. For example, the gyro stabilized telescopes and optical 
range finder were assembled into a compact rotating armored box called a 
director, located high on the ship. Target data from the director was sent 
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automatically by synchro data transmitters to the computer below decks, 
which solved the fire control problem and likewise transmitted automatically 
the correct information to the guns. For the new radar target locating 
device to fit into the existing system it was necessary to make its angle 
finding function operate more in the manner of the telescopes. Not only 
was it desired to determine target angles more accurately but it was nec- 
essary to track target position continuously and smoothly. Finally, to 
take care of the anticipated need for rapidly changing back and forth during 
an engagement from optical to radar data it became apparent that the 
same operators should handle both jobs. Thus it was decided that the 
system should provide the existing operators with oscilloscopes to sup- 
plement their telescopes, and to arrange them so either could be used as 
desired. Further to coordinate the data it became obvious that the radar 
antenna should be connected with the optics in such a way that the two 
were always pointed in the same direction. This would make it possible 
to leave the existing data transmission system alone and would avoid any 
break in data when changing from optics to radar or vice versa. For 
example, if a visible target disappeared behind a fog bank the telescope 
operator would simply move his head to look at his oscilloscope and data 
would continue to flow smoothly to the computer and to the guns. 

Thus the engineers of the Navy decided the new radar device could be 
fitted into the existing fire control system. Any other decision would 
likely have required modification of many parts of the system, and would 
have delayed the extensive use of fire contro! radar by a matter of years. 
The Bell Telephone Laboratories were accordingly asked to modify and 
improve the radar design to make possible the coordination of optics and 
radar as Just discussed. The new radar was to be called Mark 2 and was 
to be similar to the Mark 1 but modified to provide continuous tracking in 
azimuth with an accuracy of +15 minutes of arc, and continuous tracking 
in range with an accuracy of +50 yards. Further, the operator’s oscil- 
loscopes and controls were to be put into small units that could be mounted 
alongside of the telescopes in the director, and the antenna was to mount 
on the director. These requirements demanded some important forward 
steps in radar development which will be described in some detail. Before 
Radar Mark 2 got into production a much higher powered transmitter was 
developed and with this change the equipment was re-named Radar 
Mark 3. 


THE Mark 3 RADAR 


The general arrangement of apparatus for this radar differed from the 
Mark 1 principally in the indicators, which were designed to mount in the 
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that the beam position depends upon the relative phase of the excitation 
applied to the radiating elements of the array. If all elements are excited 
in phase, as in Radar Mark 1, the beam will be normal to the line of the 
array, while gradually increasing phase difference across the array will 
result in displacement of the beam. For small angles of beam shift, en- 
tirely satisfactory results may be obtained by shifting the phase of excitation 
applied to one-half of the array with respect to the other, and this expedient 
results in a much simpler phase shifting mechanism than would be required 
to obtain uniform phase change. This system was used in Radar Mark 
3 and its application is illustrated schematically in Fig. 26. It will be 
seen that this array is identical to that used for Radar Mark 1 except for 
the central section of transmission line in which a lobe switching unit has 
been added. In this unit the phase of excitation to one-half of the array 
is retarded with respect to the other half by connecting a capacitive re- 
actance alternately across one feed line or the other to obtain the two beam 
positions. Switching is accomplished by the use of a motor driven rotary 
capacitor shown in Section A-A. The rotor is a semicircular aluminum 
casting which is maintained at substantially ground potential by very close 
spacing to the grounded metal housing. The two stators are small metal 
plates which interleave with the rotor during approximately one-half 
revolution and are connected through half-wavelength coaxial lines to the 
antenna transmission lines. The purpose of the half-wavelength stub lines 
is to avoid physical limitations which would otherwise be encountered in 
connecting the rotary capacitor to the lines. Allowance is made in these 
stubs for end-loading caused by stray capacitance of the stator plates and 
supporting insulators. It will be seen that during nearly one-half revo- 
lution of the rotor one of the stators is engaged to shift the antenna beam in 
one direction while during the other half revolution the other stator is 
engaged to produce the other lobe position. The switching occurs during 
the small interval in which both stators are engaged by the rotor. Signals 
received during this interval are blanked out in the indicator. The rotor of 
the lobe switcher is driven at about 30 RPS by an induction motor mounted 
within a weatherproof housing. The motor shaft also carries cam operated 
contacts to produce image spacing on the indicators, control signals for the 
Train Meter, and blanking during the lobe switch interval. The entire unit 
is gas tight and is filled with dry gas through the transmission line. 

The value of the lobe switching capacitor and its position along the feed 
line must satisfy two conditions: first, the phase shift must be such that the 
antenna beam will be displaced by the desired amount; and second, the 
impedance at the feed point must be such that equal division of power will 
be obtained in the two halves of the array. In the first Radar Mark 3 
antenna (6 ft. by 6 ft. parabolic array) a beam displacement of about 3.0 
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degrees was chosen as a suitable compromise between target angle sen- 
sitivity (steepness of beam) and reduction of signal amplitude ‘‘on target”. 
This displacement required a phase shift of approximately 53 degrees 
between the two halves of the array. From transmission line theory it can 
be shown that this phase difference will be obtained with a capacitive 
reactance equal to the characteristic impedance of the feed line when con- 
nected at a point 0.176 wavelength from the feed point. It can also be 
shown that this condition satisfies the requirement for equal power division 
to the two halves of the array. A capacitor of the required value (about 
3 micromicrofarads) can readily be built to withstand the peak transmitted 
power by proper condenser plate separation. A frequency variation of 
about 40 megacycles can be tolerated without materially affecting the 
antenna performance. 


TABLE II.—Antenna Characteristics 





Radar Mark 3 Radar Mark 4 
Dimensions baeed Aeraistedieat neve arte ertadere eho 3’ x 12’ 6’ x 6’ 6’ x 7’ 
peers in Wavelengths 
WAMU 6 os hii a See 8.§ 4.25 4.25 
Ble vation! 5660s bce wes oe ee 2.1 4.25 4.95 
Beam Width in Degrees (between half power 
points in one way pattern) 
AvimUU. ig Cleese ee bee Rae wek 6 12 12 
Elevation..................0c cee eeeeees 30 14 12 
Antenna Gain in db....................... 22.0 22.0 22.5 
Beam Shift in Degrees 
Azimuth ic o6o5 obi heats bow ie Aa +1.5° +3.0° +3.0° 
Elevation............-..0. cece eee eeeee — — +3.0° 


A lobe switching unit similar to that described above was also applied to 
tte 3 ft. by 12 ft. antenna. Pertinent information regarding beam widths 
and lobing angles for both antennas (together with information on the 
antenna for Radar Mark 4 to be described later) is given in Table II. 

The effective beam widths as used in these radars were somewhat narrower 
than the values given above due to the square law characteristic of the 
second detector in the receiver, and the deflection sensitivity was such that 
the specified tracking accuracy of +15 minutes of arc could readily be 
achieved. The “on target” position or axis of the antenna (lobe crossover) 
was carefully aligned with the optical telescopes at the time of installation 
so that either optics or radar angles could be used. The symmetrical design 
of the antenna made this alignment substantially independent of small 
changes in operating frequency. 

To minimize target confusion the signals presented on the Train or 
Elevation Indicator (azimuth operator’s oscilloscope) consisted only of 
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those received from the target being tracked by the range operator, all 
others being blanked out in the indicator circuits. 7 


Accurate Range Measurement 


The second major problem which required solution to adapt radar to the 
fire control problem was the provision of means for accurate and continuous 
range tracking. It was obvious that what was required was some sort of 
electronic range mark on the indicator sweeps, the position of which could 
be varied by a rotary device whose motion could be used to transmit range 
information to a remote point over a synchro system. The range mark 
could then be aligned with the target ‘“‘pip” on the oscilloscope. For 
accurate data transmission it was necessary to obtain a linear relationship 
between angular rotation of the range handwheel and corresponding range 
to the marker on the radar indicator screen. 

One method which was first employed by the Signal Corps made use of 
the fact that the transmitted pulses were generated at a periodic rate from a 
sine wave oscillator of fixed frequency; the pulse being produced at a fixed 
point in each cycle. By transmitting this same sine wave through a linear 
phase shifter a new pulse could be generated whose position in time, rel- 
ative to the transmitted pulse, could be varied by rotation of the phase 
shifter. In the Signal Corps equipment a special goniometer was used to 
produce the phase shift and the accuracy obtained was considered adequate 
for the intended purpose. However, non-linearity of the phase shifting 
device, though small, was much greater than could be tolerated in the 
Navy fire control system. A study indicated that large scale manufacture 
of special phase shifters, hand adjusted to meet the stringent accuracy re- 
quirements was out of the question. It was therefore decided that a two 
speed system be used, in which the phase shifter errors would be divided by 
the gear ratio to the high-speed unit in much the same way that accurate 
synchro information is transmitted by a “coarse” and a “fine’’ synchro. 
The manner in which this was worked out by Bell Telephone Laboratories 
and applied to Radars Mark 3 and 4 is described below. 

The method of range measurement can perhaps best be understood by 
first examining the method of presentation used on the cathode ray tube 
indicator for the range operator. This presentation is shown in Fig. 27 
in which it will be noted that a Class A sweep is used to display the trans- 
mitted pulse and received echoes. This horizontal sweep, however, differs 
from the simple sweep of earlier radars in several respects. First, the 
central portion of the sweep is expanded to permit more accurate viewing 
of signals appearing within this region; second, a downward deflection 
called the range “‘notch’’ is produced in the approximate center of the ex- 
pended section; and third, the circuits are so arranged that the notch 
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remains centered as the range ‘wae phase shivers are = rotated ‘thus causing SaaS 
all of the signals (rather than: the notch) to move acTOss. the screen. Range st #5 
measurement is made by. rotating the range unit handcrank to place the oes 
desired signal in the center of the range notch | on the indicator. This 
type of presentation has several advantages. Tt permits the full 100,000-yard 
range to be. viewed at. all. times so that new targets: may be immediately 
Hntected, and oon accumite veering, oft the desired. caret 3 in his a scoee ae 





Fig 27—Mark 3.& 4—Range presentation | a 


center of the sweep Where best. fof is Shiained Pos shuncth : range track» s x 
ing it is only necessary for the operator to rotate the mange unit hand crank “3 ! 


to keep the desired signal centered j in the range notch. 


A block diagram of the range measuring system, together with thes pecs x | x 


ised to obtain the cathode ray indicator presentation described above, is 


shown in. Fig. 28. A base or reference oscillator generates a sine wave of 
1,639 ke, one cycle of which corresponds: to a radar range of 100,000 yards. 
This wave, after amplification, is applied to a non-linear coil pulse gene- 
> rator® which generates short. pulses: (one, positive and one negative pale x 


> “Magnetic Generation of a group of Harmonics,” EB. Petersen de M. Manie E.R. 
oe 1937, B.S. 7. J » October 1987 : ys 
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per cycle); the positive pulses being used for keying the transmitter. These 
pulses are rich in odd harmonics of the base oscillator frequency. By 
rectifying these pulses to reverse the negative pulses, even harmonics of 
the base frequency are obtained and the 18th harmonic (29.5 kc) is se- 
lected by means of a filter. This harmonic frequency and the original 
base frequency are applied to two phase shifters whose shafts are geared 
together in the ratio of 18 to 1. Since one revolution of the one speed 
phase shifter corresponds to 100,000 yards, one revolution of the 18-speed 
unit corresponds to only 5550 yards with the result that range errors caused 
by non-linearity of this phase shifter are reduced by a factor of 18. The 
phase shifters employed are similar to those designed by Bell Telephone 
Laboratories for use in a phase measuring bridge‘ and are linear to within 
+1.5 degrees or about 0.4 per cent. The possible range error introduced 
by imperfections in the 18-speed phase shifter was therefore only 23 yards, 
well within the design requirements. It remains to be shown how this 
accurate range information was applied to the indicator. 

The output of the 18-speed phase shifter in the range unit is connected 
to the Control and Indicator where the phase shifted sine wave is used to 
generate short, rectangular pulses of about 600 yards duration. One pulse 
is produced for each cycle of the 29.5 kc wave so that 18 of them occur during 
the 100,000-yard sweep interval. It is desired that only one of these pulses 
appear as a range notch on the indicator screen and this pulse is selected 
from the others by a pedestal pulse generated from the output of the one 
speed phase shifter. It will be noted that as the phase shifters are rotated 
by means of the range unit hand crank, the desired pulse from the 18-speed 
phase shifter will remain substantially centered on the one-speed pedestal 
pulse. After further shaping, the selected pulse is mixed with the received 
signals in the second video amplifier and is then applied to the vertical 
plates of the cathode ray indicator to form the “range notch”. The range 
notch is also transmitted to the Train Indicator and Train Meter where it 
is used to prevent any signal from affecting those instruments except the 
one being tracked by the range operator. 

Since it is desired to have the range notch appear in the center of the 
100,000-yard sweep on the indicator, the sweep trigger pulse must occur 
50,000 yards in advance of the notch. This trigger is obtained by se- 
lection of another pulse from the accurate phase shifter, this time using a 
one-speed pedestal produced by an input of reversed phase. The pulse 
thus selected is used as a trigger for starting a saw-tooth sweep wave with a 
duration corresponding to 100,000 yards radar range. Expansion of the 
center portion of this sweep is obtained by adding to this wave a second 


‘L. A. Meacham, U. S. Patent 2004613. 
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to the middle electrode. Input and output connections were tapped on 
this half-wave line near the short circuited ends. During reception this 
assembly introduces negligible loss in the receiving line. However, during 
the transmitted pulse a small amount of the transmitted power ionizes the 
gas in the switching tube and effectively short-circuits the receiver line. 
This device, which in later forms came to be called a ‘““T-R Box”, is located 
near the receiver input and the length of line between it and the junction 
with the transmitter line can be adjusted to an odd multiple of quarter 
wavelengths to present the desired high impedance at that point during 
transmission. 
Recetver 

The receiver delivered with early Mark 3 equipments was identical to 
that used in Radar Mark 1. It was of the superheterodyne type em- 
ploying one stage of RF amplification (doorknob tube), 316A oscillator tube, 
and doorknob first detector. The intermediate frequency amplifier had a 
bandwidth of about 1 megacycle at a midband frequency of about 30 mega- 
cycles. The second detector and video stages were located in the indicating 
equipment. A photograph of this receiver is shown in Fig. 11. 

Since in microwave work the controlling noise is that produced in the 
receiver, it is desirable to reduce this noise to the theoretical limit of thermal 
agitation in the input circuit. However, in 1939 tube limitations and 
circuit design techniques at these frequencies resulted in performance far 
short of this goal. The amount by which the receiver noise exceeds the 
theoretical minimum has been termed the receiver “noise figure” and in 
this early receiver the noise figure was about 24 db. It was recognized that 
considerable improvement in maximum range could be obtained by reducing 
this receiver noise. 

Shortly after first deliveries of Radar Mark 3 a new tube (GL-446 or 
“lighthouse” tube) was made available by the General Electric Company 
which showed promise of providing a substantial improvement in the 
receiver noise figure. An amplifier using this tube was accordingly de- 
signed by Bell Laboratories in which coaxial cavities were used for tuning 
elements. Two stages of amplification were used to replace the single 
“doorknob” tube stage previously employed. The new amplifier resulted 
in a reduction of the receiver noise figure to about 9 db and provided a 
marked improvement in maximum range capability of the radar. These 
amplifiers were manufactured and shipped to the Fleet for field installations 
on early equipments and were included in production on equipments 
shipped subsequently to availability of the amplifiers. A photograph of 
the receiver with the two amplifiers installed is shown in Fig. 32. 

Another field modification provided automatic gain control of the signal 
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selected by the range operator. This was supplied in the form of an ex- 
ternal unit which controlled the gain of the receiver IF amplifier to reduce 
signal fluctuations produced by fading. 

The first production Mark 3 Radars were delivered to the Navy in October 
1941, and the first two installations were completed on the main battery 
directors of the U.S.S. Philadelphia at the Brooklyn Navy Yard that month. 


RADAR Mark 4 


During the development work on Radar Mark 3 the Navy pointed out the 
need for a fire control radar for use with the 5-inch Naval guns against 
enemy aircraft. The Bell Telephone Laboratories was therefore requested 
to further modify the radar design to meet this need: The anti-aircraft 
equipment was first designated FD, later becoming known as Radar Mark 
4, 

For antiaircraft fire control a new coordinate had to be added to the 
target-locating system; namely, elevation angle. Again it was desired that 
the additional information be obtained from the single antenna with a 
precision equal to that already obtained in azimuth. This problem was 
approached in a manner similar to that used for the Mark 3 antenna and is 
described below. 


Two Plane Lobe Switching 


In considering two plane lobe switching methods it appeared that the 
desired result could be obtained by mounting two 3 ft. x 6 ft. parabolic 
arrays one above the other. This arrangement was tried and resulted in 
the array shown in Fig. 33. It provided two plane lobe switching with an 
antenna only slightly larger than the 6 ft. x 6 ft. antenna used before and 
had comparable gain and beam width (see Table It). 

A schematic diagram of the array is shown in Fig. 34. Here it will be 
seen that there are two horizontal dipole arrays, each mounted along the 
focal line of a cylindrical parabola. The dipoles are in four groups and the 
interconnecting harness is criss-crossed and joined to the feed line at the 
center. Symmetrically placed around the feed point are four stub lines 
connected to the lobe switcher stators. Here again a semi-circular rotor is 
used for the lobing shifting capacitor. It will be observed that during each 
quarter turn of the rotor two stator plates are engaged, and the sequence is 
such that the beam shifts left, up, mght, and down during one rotation. 
A separate Indicator was provided for the Pointer (elevation operator). To 
avoid signal confusion on the two Indicators it 1s necessary to show only 
left-right signals on the Trainer’s oscilloscope and up-down signals on the 
Pointer’s oscilloscope. This is accomplished by means of cam operated 
contacts in the lobe switcher which blank the indicators during the required 
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part in furnishing accurate range which made 5” gunfire against aircraft, 
for example, deadly at long range. Thus on October 16, 1942, when the 
South Dakota was attacked by planes she shot down an even 38 out of 38 
attacking. 

The rapid and widespread application of this rather complex electronic 
equipment was not accomplished without pain and confusion. It is beyond 
the scope of this paper to discuss the enormous problem of training in 
operation and maintenance that had to be solved, or of the tactical revo- 
lution in Naval warfare that fire-control radar produced. It is sufficient 
here to say that these and other problems were solved by heroic efforts of 
hundreds of officers and civilians in the Navy Department ashore and the 
thousands of officers and men of the fleet. Their problems were made more 
dificult by weaknesses in the equipment which were revealed by battle 
experience as the new science of radar got its baptism of fire. In every 
possible case the Laboratories attempted to remove the causes of recurring 
troubles by redesign and the furnishing of improvement kits of parts for 
installation in the fleet. The many lessons of experience learned from the 
Mark 3’s and 4’s were immediately applied in the design of the many more 
modern radars for the same and other types of service. 

The authors of this paper wish to express their gratitude to the many 
Navy men with whom they have worked in connection with these equip- 
ments, and whose whole-hearted cooperation during difficult times made 
possible the successful development of these fire-control radars. They 
also wish to thank their colleagues in Bell Telephone Laboratories who 
worked as a team to make this important equipment possible, and the men 
of the Western Electric Company for their help on the many engineering 
problems which arose during production and use in the field. It is the hope 
of all who were concerned with this development that accurate radars, like 
other radars, will find peaceful use in a peaceful world, but it is also the 
determination of these engineers that as long as we need a Navy, we will 
try to provide it with radars as much superior to those of any possible 
enemy as they were in the recent war. 
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The Magnetron as a Generator of Centimeter Waves 
By J. B. FISK, H. D. HAGSTRUM, and P. L. HARTMAN 


INTRODUCTION 


17 E in the summer of 1940, a fire control radar operating at 700 mega- 
cycles per second was in an advanced state of development at the Bell 
Telephone Laboratories. The pulse power of this radar was generated by a 
pair df triodes operating near their upper limit of frequency. Even when 
driven to the point where tube life was short, the generator produced peak 
power in each pulse of only two kilowatts, a quantity usable but marginal. 
Although the triodes employed had not been designed for high voltage pulsed 
operation, they were the best available. This is an example of how develop- 
ment of radar in the centimeter wave region was circumscribed by the lack 
of a generator of adequate power and reasonable life expectancy. More- 
over, the prospects of improvement of the triode as a power generator at 
these wavelengths and extension of its use to shorter wavelengths were not 
bright. Solution of the problem by means of power amplification was 
remote. A new source of centimeter wave power was urgently needed. 

For the British, who were at war, the problem was even more urgent. 
They had undertaken a vigorous search for a new type of generator of 
sufficiently high power and frequency to make airborne radar practicable 
in the defense against enemy night bombers. They found a solution in the 
multiresonator magnetron oscillator, admirably suited to pulsed generation 
of centimeter waves of high power. 

In the fall of 1940, an early model of this magnetron operating at ten cen- 
timeters was brought to the United States for examination. The first Ameri- 
can test of its output power capabilities was made on October 6, 1940 in the 
Bell Telephone Laboratories’ radio laboratory at Whippany, N. J. This 
test confirmed British information and demonstrated that a generator now 
existed which could supply several times the power that our triodes delivered 
and at a frequency four times as great. The most important restraint on 
the development of radar in the centimeter wavelength region had now been 
removed. 

A number of pressing questions remained to be answered, however. 
Could the new magnetron be reproduced quickly and in quantity? Was its 
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operating life satisfactory? Could its efficiency and output power be sub- 
stantially increased? Could one construct similar magnetrons at forty 
centimeters, at three centimeters, even at one centimeter? Could the mag- 
netron oscillator be tuned conveniently? One by one, during the war years, 
all of these questions have been answered in the affirmative. In many in- 
stances, but not without detours and delays, results have been better than 
expected or hoped for. 

The British magnetron was first reproduced in America at the Bell 
Telephone Laboratories for use in its radar developments and those at 
the Radiation Laboratory of the National Defense Research Committee 
which was then being formed at the Massachusetts Institute of Technology. 
Since that time, extensive research and development work has been carried 
on in our Laboratories, in other industrial laboratories, and in the laboratories 
of the National Defense Research Committee. Several manufacturers have 
produced the resultant designs. Magnetron research and development were 
also carried on in Great Britain by governmental and industrial laboratories. 
There has been continuous interchange of information among all these 
laboratories through visits and written reports. Magnetron and radar de- 
velopments have been greatly accelerated by this interchange. 

Multicavity magnetron oscillators are now available for use as pulsed and 
continuous wave generators at wavelengths from approximately 0.5 to 50 
centimeters. The upper limit of peak power is now about 100 kilowatts at 
1 centimeter, 3 megawatts at 10 centimeters. Operating voltages may be 
less than 1 kilovolt or more than 40 kilovolts. The magnetic fields essential 
to operation range from 600 to 15,000 gauss. Tunable magnetrons now 
exist for many parts of the centimeter wave region. The tuning range for 
pulsed operation at high voltage is about +5%. It is as much as +20% 
for low voltage magnetrons. Magnetrons may now be tuned electronically, 
making frequency modulation possible. Present magnetron cathodes are 
rugged and have long life. Even for high frequency magnetrons where cur- 
rent density requirements are most severe, research has made available 
rugged cathodes with adequate life. Magnetrons are built to withstand 
shock and vibration without change in characteristics. Designs have been 
compressed and in some cases the magnet has been incorporated in the 
magnetron structure in the interest of light weight for airborne radar equip- 
ments. 

PART I of this paper is a general discussion of presen: knowledge con- 
cerning the magnetron oscillator. As such it is largely a discussion of what 
has come to be common knowledge among those who have carried out 
wartime developments. It brings together in one place results of work 
done by all the magnetron research groups including that at our Labora- 
tories. PART I supplies the background necessary to understanding the 
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discussion in PART IT of the magnetrons developed at the Bell Laboratories 
during the war. More complete presentations of the experimental and theo- 
retical work done on the magnetron during the war are soon to be published 
by other research groups. 

The material written up during the war has appeared as secret or confi- 
dential reports issued by the British Committee on Valve Development 
(CVD Magnetron Reports), by the Radiation Laboratories at the Massa- 
chusetts Institute of Technology and at Columbia University, and by the 
participating industrial laboratories. No attempt has been made in PART I 
to indicate the specific sources of the work done since 1940. To fit the war- 
time development of magnetrons into the sequence of previous developments, 
specific references are made to publications appearing in the literature prior 
to 1940. 

The nature and scope of PART II of the paper are discussed more fully 
in its introductory Section, 11. GENERAL REMARKS. 


PART I 


THE MAGNETRON OSCILLATOR 
1. GENERAL DESCRIPTION 


1.1 Description: The multicavity magnetron oscillator has three principal 
component parts: an electron interaction space, a multiple resonator system, 
and an output circuit. Each of these is illustrated schematically in Fig. 1. 
The electron interaction space is the region of cylindrical symmetry between 
the cathode and the multisegment anode. In this region electrons emitted 
from the cylindrical cathode move under the action of the DC radial electric 
field, the DC axial magnetic field, and the RF field set up by the resonator 
system between the anode segments. These electronic motions result in a 
net transfer of energy from the DC electric field to the RF field. The RF 
interaction field is the fringing electric field appearing between the anode seg- 
ments, built up and maintained by the multicavity resonator in the anode 
block. RF energy fed into the resonator system by the electrons is delivered 
through the output circuit to the useful load. The output circuit shown in 
Fig. 1 consists of a loop, inductively coupled to one of the hole and slot cavi- 
ties, feeding a coaxial line. 

To operate such a magnetron oscillator, one must place it in a magnetic 
field of suitable strength and apply a voltage of proper magnitude to its 
cathode, driving the cathode negative with respect to the anode. This 
voltage may be constant or pulsed. In the latter case, the voltage is applied 
suddenly by a so-called pulser or modulator for short intervals, usually of 
about one microsecond duration at a repetition rate of about 1000 pulses per 
second. With suitable values of the operating parameters, the magnetron 
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is thus the same field as that to which energy is transferred. In this sense the 
magnetron oscillator is perhaps more properly analogous to the reflex type 
of velocity variation oscillator, in which a single cavity is used both as 
“‘buncher” and “catcher”; the electrons, after traversing the gap once, are 
turned back in the proper phase in the drift space so as to pass through the 
gap again in the opposite direction. 

Each type of oscillator has a resonator in which energy is stored and which 
synchronizes the flow of energy from the electrons into it by the means of 
self excitation. In each type, energy is extracted from the resonator by an 
output circuit at a rate which, under steady state conditions, equals that of 
influx from the electron interaction, minus the losses in the resonator itself. 

1.3. Use of Equivalent Circuits: In many instances the understanding of 
electromagnetic oscillators is made easier and analytic trea tment made pos- 
sible by use of an equivalent circuit with lumped constants. Of several 
possible types, one of the simpler and more frequently used for the magne- 
tron oscillator is shown in Fig. 2. This may appear in the case of the multi- 
cavity magnetron to be an oversimplification as it does not account for the 
fact that the resonant frequency of the magnetron resonator system is many 
valued. A magnetron resonator, being made up of a number of coupled 
resonating cavities, is capable of supporting several modes of oscillation. 
These modes of oscillation have different resonant frequencies and corre- 
spond to different configurations of the electromagnetic fields. By means 
to be discussed, however, magnetron resonators can be made to oscillate 
“‘cleanly’’ in one of these modes and may thus be represented for many pur- 
poses by a simple L-C circuit having a single resonance. 

The output circuit of the oscillator is also amenable to treatment by 
equivalent lumped constant circuits which account for its behavior with 
accuracy. More general, four terminal network theory has also been applied 
in the study and design of impedance transformations in this part of the 
oscillator. 

Finally, the electrons, which in a sense are connected to the circuit formed 
by the resonator and the load, may also be treated by circuit concepts. 
The electrons moving in the space between the cathode and anode, by virtue 
f their presence and motion, induce charge fluctuations on the anode seg- 
ments. The time derivative of these fluctuations is equivalent to an RF 
current flowing into the anode from the interaction space. This current and 
the RF voltage on the anode, bearing a definite phase relationship, make 
possible the definition of an admittance called the average electronic admit- 
tance, Y, = G, + 7B,. Since the electrons are being driven against RF 
fields in the interaction space, this admittance looking into the electron 
stream has a negative conductance term. Unlike usual circuit admittances, 
the electronic admittance is nonlinear, being a function of the voltage 
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amplitude of oscillation, Ver, as well as of other parameters governing the 
electronic behavior of the oscillator, such as voltage and magnetic field. 
It is not known a priori but may be deduced from measurements on the op- 
efating oscillator and its circuit. 

A necessary condition for oscillation, applicable to the magnetron as to 
ahy oscillator, is that, on breaking the circuit at any point, the sum of the 
admittances looking in the two directions is zero. Thus, if the circuit is 
broken at the junction of electrons and resonator, as is convenient, the elec- 
tronic admittance, Y,, looking from the circuit into the electron stream, 
must be the negative of the circuit admittance, Y,, looking from the electron 
stream into the circuit. 

With these remarks, of general applicability to all types of electromagnetic 
oscillators, the discussion will be continued for the centimeter wave mag- 
netron oscillator in particular. As far as is possible, the electronic inter- 
action space, resonator system, and output circuit of the device will be taken 
up in that order. The function and operation of each part will be described; 
then the principles of its design, and its relation to previous magnetron 
development will be indicated. 

1.4 Electron Motions in Electric and Magnetic Fields—The DC Magnetron: 
Before beginning the discussion of the electronics of the magnetron oscillator, 
it is well to review briefly electron motions in various types and com- 
binations of electric and magnetic fields, and the operation of the DC 
magnetron.! 

An electron, of charge e and mass m, moving in an electric field of strength 
E, is acted upon by a force, independent of the electron’s velocity, of strength 
eE, directed oppositely to the conventional direction of the field. If the 
field is constant and uniform, the motion of the electron is identical to 
that of a body moving in a uniform gravitational field. 

An electron moving in a magnetic field of strength B, however, is acted 
upon by a force which depends on the magnitude of the electron’s velocity, », 
on the strength of the field, and on how the direction of motion is oriented 
with respect to the direction of the field. The force is directed normally to 
the plane of the velocity and magnetic field vectors and is of magnitude 
proportional to the velocity, the magnetic field, and the sine of the angle, 6, 


— — 
between them. Thus the force is the cross or vector product of v and B, 


——b — —— 
F=eévX Bj, F = Bevsin 0. 


An electron moving parallel to a magnetic field (sin 6 = 0) feels no force. 
One moving perpendicular to a uniform magnetic field (sin @ = 1) is con- 


‘igs a cylindrical DC magnetron was reported by A. W. Hull. Phys. Rev. 18, 31 
21). 
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strained to move in a circle by the magnetic force at right angles to its path. 
Since this force is balanced by the centrifugal force, the radius, p, of the 
circular path depends on the electron’s momentum and the strength of the 
field; that is, 





mv? 
Bev = —, 
p 
ee mv 
yielding p= 3° (1) 
y 
xX 





CATHODE 


Fig. 3.—The cycloidal path of an electron which started from rest at the cathode in 
crossed electric and magnetic fields for the case of parallel plane electrodes. The mecha- 
nism of generation of the orbit by a point on the periphery of a rolling circle is depicted. 


The time, 7., required to traverse the circle is independent of the radius 
and hence of the velocity of the electron; T, = 2xp/v = 2xm/eB. Thus, 
the angular frequency of traversing the circular path, the so-called cyclo- 
tron frequency, depends on the magnetic field alone and is given by, 


1 é 
we = Inf, = oar = ae (2) 

In the magnetron, electron motion in crossed electric and magnetic felds 
is involved. Consider first such motion between two parallel plane elec- 
trodes, neglecting space charge. If, as in Fig. 3, the electric field is directed 
in the negative y direction and the magnetic field in the negative s direction, 
the equations of motion of the electron are: 
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@x e¢Bdy 

df —somdt’ 

dy dx 

dt = <(z- 55), (3) 
as _ 0 

a 


The particular case of most interest here is that for which the electron 
starts from rest at the origin. The equations of motion then yield a cycloidal 
orbit given by the parametric equations: 


x= Ut — Pe sInwdt = Pclwet — sin wd),] 


(4) 
y = p.(1 — cos wf), J 
in which: 
E 
Ye = 3 (5) 
mE 
pe = > B?? (6) 
€ 
We = B. (7) 


This motion may be regarded as a combination of rectilinear motion of 
velocity v, in the direction of the x axis, perpendicular to both E and B, 
and of motion in the xy plane about a circular path of radius p,, at an 
angular frequency w-, the cyclotron frequency. Fig. 3 shows the resulting 
cycloidal path and its generation by a point on the periphery of the rolling 
circle. In the case of cylindrical geometry, it is often convenient to think 
in terms of the plane case. 

In the case of cylindrical geometry with radial electric and axial magnetic 
fields, the electron orbit, neglecting space charge, approximates an epicycloid 
generated by rolling a circle around on the cylindrical cathode. The orbit 
is not exactly an epicycloid because the radial motion is not simple harmonic, 
which state of affairs arises from the variation of the DC electric field with 
radius. The approximation of the epicycloid to the actual path is a con- 
venient one, however, because the radius of the rolling circle, its angular 
frequency of rotation, and the velocity of its center, for the epicycloid, 
all approximate those for the cycloid of the plane case. These approxima- 
tions improve with increasing ratio of cathode to anode radii. Several 
electron orbits in a DC cylindrical magnetron are shown in Fig. 4 for several 
magnetic fields. 
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It is clear from this simplified picture of the orbits in a DC cylindrical 
magnetron without space charge, that, at a given electric field, an electron 
orbit for a sufficiently strong magnetic field may miss the anode completely 
and return to the cathode. The critical magnetic field at which this is just 
possible is called the cut-off value, B,. Fora given voltage between cathode 
and anode, as the magnetic field is increased, the current normally passed 
by the device falls rather abruptly at B,. A current versus magnetic field 
curve, together with electron orbits corresponding to four regions of the 





Fig. 4.—Electron paths in a cylindrical DC magnetron at several etic fields ahove 
and below the cut-off value, B,. The electrons are assumed to be emitted from the cathode 
with zero initial velocity. 
curve, is shown in Fig. 5. For the case of parallel plane electrodes, the 
cut-off relation between the critical anode potential, V., and magnetic field, 
B,, and the electrode separation, d, for the parallel plane case, is obtained 
by equating the electrode separation to the diameter of the rolling circle. 


Thus, 
m{V.\ 1 
=e aie 
2 
from which V, = (Bed 
2m 
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For the cylindrical case, the relation may be shown to be 


eB r? Tc =e 
ref (To 


in terms of cathode and anode radii, 7, and 7q. 





2. TYPES OF MAGNETRON OSCILLATORS 


2.1 Definitions: The DC magnetron may be converted into an oscillator, 
suitable for the generation of centimeter waves, by introducing RF fields into 
the anode-cathode region. This may be done by applying between anode 
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Fig. 5.—Variation of current passed by a cylindrical DC magnetron at constant voltage, 
plotted as afunction of magnetic field. The orbits of electrons occurring at four different 
magnetic fields are shown above the corresponding regions of the current characteristic. 


and cathode RF voltage from a resonant circuit, in which case the electrons 
interact with the superposed radial RF field. Or, it may be done by split- 
ting the magnetron anode into two or more segments between which the 
RF voltage is applied. Then the electrons interact with the fringing RF 
fields existing between the segments. The problem of understanding the 
electronics of the multicavity magnetron oscillator is that of understanding 
how an electron, subject to the constraints placed upon its motion by the 
DC axial magnetic and DC radial electric fields, can move so as to interact 
favorably with the RF field; how an electron interacting unfavorably is 
rejected; and why, on the average, the electrons transfer more energy to 
the RF field than they take from it. 
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On the basis of the nature of the electronic mechanism by means of which 
energy is transferred to the RF field, it is now convenient to distinguish 
three types of magnetron oscillators? The megative resistance magnetron 
oscillator depends on the existence of a static negative resistance character- 
istic between the two halves of a split anode.? The cyclotron frequency mag- 
netron oscillator operates by virtue of resonance between the period of RF 
oscillation and the period of the cycloidal motion of the electrons (rolling 
circle or cyclotron frequency). The traveling wave magnetron oscillator de- 
pends upon resonance, that is, approximate equality, between the mean 
translational velocity of the electrons and the velocity of a traveling wave 
component of the RF interaction field.® 

The magnetron oscillator with which this paper is primarily concerned 
is of the traveling wave type. The other magnetron types are discussed 
briefly for the sake of completeness and because an understanding of them 
enhances one’s grasp of the entire subject and places the traveling wave 
magnetron oscillator in its proper historical perspective. 

2.2 The Negative Resistance Magnetron Oscillator—Type I: In the neg- 
ative resistance magnetron oscillator,* the anode is split parallel to the 
axis into two halves, between which the RF circuit is attached. The elec- 
trons emitted by the cathode must move under the combined action of 
the DC radial electric and DC axial magnetic fields together with the RF 
electric field existing between the two semicylinders forming the anode. 
The transit time from cathode to anode is not involved in the mechanism 
except that it must be small relative to the period of the RF oscillation. The 
static negative resistance characteristic arises from the fact that under cer- 
tain conditions the allowable orbits for the majority of electrons terminate 
on the segment of lower potential, irrespective of the segment toward which 
they start. These electrons, being driven against the RF component of 
the field, give energy gained from the DC field to the RF field. 

In Fig. 6 are shown the paths, plotted by Kilgore,’ of two electrons start- 
ing initially toward opposite segments but both striking the segment of 
lower potential. Each path is completely traversed in a time during which 

2 The magnetron oscillator discussed by Hull, in which the magnet winding is coupled 
to the plate circuit, is not considered as it is essentially an audio frequency device. 


Okabe in his book, ‘““Magnetron-Oscillations of Ultra Short Wavelengths” (Shokendo, 
eee five types, but it is not clear just how his types C and E are to be 
identified. 


3 These oscillations have been called Habann, quasi-stationary, or dynatron oscilla- 
tions, and correspond to Okabe’s type D. 
' These oscillations have been called electronic oscillations by Megaw, transit time 
oscillations of the first order by Herriger and Hiilster, and correspond to Okabe’s type A. 
5 These oscillations are the running wave type discussed by Posthumus, the transit 
time oscillations of higher order of Herriger and Hiilster, and correspond to Okabe’s 


B. 
WPS This was disclosed by Habann, Zeit f. Hochfrequenz. 24, 115 and 135 (1924). 
7G. R. Kilgore, Proc. I.R.E. 24, 1140 (1936). 
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the RF field changes little. Thus it is possible by applying DC potential 
differences between the anode segments to measure a negative resistance 
between them. As can be seen from the orbits of Fig. 6, magnetic fields 
considerably above the cut-off value are used. With magnetrons of this 
type, power output up to 100 watts at 600 mc/s at an efficiency of 25% has 
been attained.’ Oscillations of frequency as high as 1000 mc/s, (30 cm.) 
have been produced.® Because a large number of orbital loops are required, 


however, making w < a this type of magnetron oscillator demands the 
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Fig. 6.—Electron paths plotted by Kilgore for the negative resistance magnetron 
oscillator, I. During the time the orbits shown are being executed, the cathode is at 
zero potential and the anode segments at the potentials indicated. Lines of electric force 
on an electron are plotted in this figure. The two orbits are those of electrons which start 
initially toward opposite anode segments. It should be noted that in either case the elec- 
tron is driven to the segment of lower potential against the RF field component. 


use of high magnetic field in the centimeter wave region and is thus less 
desirable than other types. 

2.3 The Cyclotron Frequency Magnetron Oscillator—Type II: Not long 
after the invention of the DC magnetron, oscillations between anode and 
cathode were found to occur near the cut-off value of magnetic field.® 
These were found to be strongest for wavelengths obeying a relation of 
the form: 


y= constant 
— B . (9) 


Ss. one ee Matha Fy Ch 72, a 53, 78 924). A 
. Zacek, . Pro. Pest. a Fys. (Prague) 53, 1 : summary appeared 
in Zeit. f. Hochfrequenz. 32, 172 (1928). : 
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Later, it was shown that the oscillation period is equal to the electron transit 
time from the vicinity of the cathode to the vicinity of the anode and back. 
This made it possible to calculate a value for the constant in the above 
equation in good agreement with experiment.” The oscillation frequency is 
that of the rotational component of the electronic motion, that is, approxi- 
mately the cyclotron frequency of equation (7). 

The mechanism must be explained in terms of electrons moving in the DC 
radial electric and axija] magnetic fields and the superposed RF radial elec- 
tric field. This may be done as follows: An electron leaving the cathode 
in such phase as to gain energy when moving from the cathode toward the 
anode will also gain energy during its return, stnking the cathode with more 
energy than it had when it left. There, such an electron is stopped from 
further motion during which it would continue to absorb energy from the 
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Fig. 7.—An approximate orbit of an electron which gains energy from the RF field in 
a cyclotron frequency or Type II magnetron oscillator, shown for the plane case. The 
orbit is continued as a dashed line indicating how it would be traversed were it not stopped 
by the cathode. The DC electric force on the electron is directed from cathode to anode. 


RF field at the expense of the oscillation. The electron will execute an 
orbit something like that in Fig. 7 for the plane case. An electron leaving 
the cathode in the opposite phase, on the other hand, loses energy when 
moving toward the anode and again on its return toward the cathode. As 
is shown in Fig. 8, it reverses its direction after the first trip without reaching 
the cathode surface and starts over on a second loop of smaller amplitude, 
remaining in the same phase and continuing to lose energy to the field. This 
process continues until all the energy of the rotational component of the 
electron’s motion has been absorbed by the RF field. If the electron is not 
removed at this stage, in its subsequent motion the rotational component 
will build up, extracting energy from the RF oscillation. Means such as 
tilting the magnetic field or placing electrodes at the ends of the tube have 
been used to remove the electrons from the interaction space when all the 


1° K. Okabe, Proc. LR.E. 17, 652 (1929). 
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rotational energy has been absorbed. It is possible to maintain the oscilla- 
tions and extract energy from them because electrons which give energy to 
the field can do so over many cycles, whereas electrons of opposite phase can 
gain energy over only one cycle before they are removed. 

Magnetrons oscillating in this manner have been built with split 
anodes.!1!_ Here the RF field with which the electron interacts is more 
tangential than radial but the criterion for oscillation is the same, namely, 
resonance between the field variations and the rotational component of the 
electron’s motion. Operating efficiencies of 10 to 15% have been obtained. 
It was with a magnetron of this type having an anode diameter of 0.38 mm. 
that radiation of wavelength as low as 0.64 cm. was generated.” 

The cyclotron frequency magnetron oscillator has been almost entirely 
superseded by the traveling wave magnetron oscillator as a generator of 
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Fig. 8.—An approximate orbit of an electron which loses energy to the RF field in a 
clotron frequency or Type II magnetron oscillator, shown for the plane case. If the 
electron after losing all its rotational energy remains in the interaction space, it gains 
energy from the RF field, and its orbit builds up cycloidal scallops in a manner directly 
the reverse of that shown here. The DC electric force on the electron is directed from 
cathode to anode. 


centimeter waves. In the main this is the result of the impossibility of 
removing electrons emitted from an extended cathode area from the inter- 
action region at the proper stage in their orbits. This inherent drawback is 
not shared by the traveling wave magnetron oscillator which may be oper- 
ated at higher efficiency without critical adjustment of orientation in the 
magnetic field or of the potential of auxiliary electrodes. 

2.4 The Traveling Wave Magnetron Oscillator—Type III: Oscillations 
have been found to occur in the magnetron which are independent of any 
static negative resistance characteristic and which can occur at frequen- 
cies widely different from the cyclotron frequency. In 1935!* the elec- 
tronic mechanism of these oscillations was correctly interpreted as an inter- 

ul H. ae Proc. I.R.E. 16, 715 (1928). 

] 


13. C, E. Cleeton and N. H. Williams, Phys. Rev. 50, 1091 (1936). 
14K, Posthumus, Wireless Engineer 12, 126 (1935). 
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action of the electrons with the tangential component of a traveling wave 
whose velocity is approximately equal to the mean translational velocity 
of the electrons. Later the role of the radial component of the rotating 
electric field in keeping the electrons in proper phase was recognized. 
Magnetrons of wavelength as short as 75 cm., operating at better than 50% 
efficiency, were built prior to 1940, but performance such as was later to be 
attained with this type of magnetron at much shorter wavelengths was not 
attained then, perhaps primarily because of the lack of a good resonator. 
It was a magnetron of this type which the British brought to the United 
States in 1940. The British magnetron was a 10 cm. oscillator, intended 
for pulsed operation, having a tank circuit consisting of eight resonators 
built into the anode block as shown in Fig. 1.” 


3. Tae ELecrronic MECHANISM 


3.1 Electronic Interaction at Anode Gaps: The electrons in the interaction 
space of the magnetron oscillator are the agents which transfer energy from 
the DC field to the RF field. As such, they must move subject to the con- 
straints imposed by the DC radial electric and DC axial magnetic fields, 
considering, for the moment, the RF fields to be small. Under these condi- 
tions, as has been seen for the DC cylindrical magnetron (see Fig. 4 for 
B > B.), electrons follow approximately epicycloidal paths which progress 
around the cathode. The mean velocity of this progression, that of the 
center of the rolling circle, depends upon the relative strengths of the electric 
and magnetic fields [see equation (5) for the plane case]. By proper choice 
of DC voltage, V, between cathode and anode and of magnetic field, B, 
the mean angular velocity of the electrons may be set at any desired value. 

The RF electric fields in the interaction space, with which the electrons 
moving as described above must interact, are the electric fields fringing from 
the slots in the anode surface. These fields are provided by the N coupled 
oscillating cavities of which the magnetron resonator system is composed. 
As will be discussed in more detail later, such a system of resonators may 
oscillate in a number of different modes in each of which the oscillations in 
adjacent resonators, and thus the fields appearing across adjacent anode 
slots, bear a definite phase relationship. For a system of N resonators it 
will be seen that the phase difference between adjacent resonators may 
assume the values » 5" radians, m being the integers 0, 1, 2, --- , 5. 

Adopting another point of view, one may consider the potentials placed 
upon the anode segments by the resonators. The variation of the potential 

1s F. Herriger and F. Hilster, Zeit. f. Hochfrequenz, 49, 123 (1937). 

6 The use of such internal resonators is reported in the literature by N. T. Alekseieff 
and D. E. Maliaroff, Journ. of Tech. Phys. (U.S.S.R.) 10, 1297 (1940); republished in 


English, Proc. I.R.E. "32, 136 (1944). A.L. Samuel has obtained U. S. Patent # 2,063,342 
Dec. 8, 1936, for a similar device. 
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from one segment to the next depends upon the mode of oscillation of the 
system as a whole. The restriction on the phase difference stated above 
requires the sequence of anode segment potentials at any instant to contain 
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Fig. 9.—A plot showing the x mode anode potential wave at several instants in an eight 
resonator magnetron and the mean paths of electrons which interact favorably with the 
RF field. The plot is developed from the cylindrical case, the shaded rectangles at the top 
representing the anode segments. The anode potential variation is a standing wave, 
shown here for a sequence of instants one quarter period (7/4) apart. Note that the po- 
tential is constant across the anode surfaces and varies linearly between them. Electrons 
interacting favorably with the RF field cross the anode gaps when the field there is maxi- 
mum retarding as indicated by the filled circles. The lines for | &| = 4, 12, 20, 28, - 


resent mean paths of electrons traveling with mean angular velocities def af ef 

th - + - around in the interaction space. Since the field is a standing wave, it is clear that 

at possessing these velocities in either direction may interact favorably with the RF 
e 


n complete cycles in one traversal of the cylindrical anode, » still denoting 
; - In general, these anode potential waves may 
be standing waves or waves traveling around the anode structure in either 
direction with angular velocity au radians per second, where f is the RF 


the integers 0, 1, 2, --- 
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frequency. For the two modes in which adjacent resonators are in phase 
(» = 0) and x radians out of phase aa. the so-called + mode), however, 
only standing potential waves on the anode are possible. As examples of 
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Fig. 10.—A plot similar to that of Fig. 9 for the standing wave component of anode 
potential of periodicity n = 2 in a magnetron having eight resonators. Electrons which 
interact favorably have mean angular velocities Qaf 2sf def def... in either direction 


in the interaction space. 


standing and traveling anode potential waves in an anode structure having 
eight resonators (VN = 8), the standing wave for 2 = 4 and standing and 
traveling waves for » = 2 are shown in Figs. 9, 10, and 11 respectively. 
From what has been said about the RF field and the electronic motion in 
the interaction space of the magnetron oscillator of Type ITI, it is possible 
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to understand its fundamental electronic mechanism. As in any oscillator, 
the criterion for oscillation is that more energy shall be transferred to the 
RF field by electrons driven against it than is taken from the RF field by 
electrons accelerated by it. This can be accomplished in the traveling wave 
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Fig. 11.—A plot similar to those of Figs. 9 and 10 for the rotating wave of anode potential 
of periodicity # = 2 in a magnetron having eight resonators [see equation (13) in the text}. 
The field at the instant ¢ + 47 is plotted as a dashed line to show that the traveling wave 
does not preserve its ee at allinstants. Whereas the wave travels in one direction with 


the angular velocity a, electrons which travel with velocities a a af - ++ in the 


same direction or with velocities at, af - ++ in the opposite direction interact favorably 
with the RF field. Directions of electron motion must now be distinguished. Electrons 
whose velocity is opposed to that of the rotating field are said to be driving a “reverse” mode. 


magnetron oscillator only if the mean angular velocity of the electrons is 
such as to make them pass successive gaps in the anode at very nearly the 
same phase in the cycle of the RF field across the gaps. Then it is possible 
for an electron which leaves the cathode in such phase as to oppose the 
tangential component of the RF field across one anode gap, to continue to 
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lose energy gained from the DC field to the RF field at successive gaps. 
Electrons which gain energy from the RF field are driven back into the 
cathode after only one orbital loop and are removed from further motion 
detrimental to the oscillation. This process of selection and rejection of 
electrons forms the groups of bunches, shown in Fig. 2(c), which sweep past 
the anode slots in phase to be retarded by the RF field component. The 
criterion that the electron drift velocity shall be such as to keep these 
bunches in proper phase is analogous to the condition that the drift angle 
in a velocity variation oscillator [Fig. 2(b)] be such as to cause the bunches 
to cross the gap of the second or “‘catcher’”’ cavity in phase to lose energy 
to the RF field across the gap. 

The condition placed upon the mean angular velocity of the electrons may 
be discussed more readily by reference to Figs. 9, 10, and 11. Consider 
first, however, only Fig. 9 for the standing potential wave of the n = 4 mode, 
and focus attention on an electron which crosses the gap between anode 
segments 1 and 2 at the instant ¢ when the RF field is maximum retarding, 
that is, the potential on segment 1 is maximum and on segment 2 minimum. 
It is clear that this electron can cross the next gap in the same phase if the 
time required to reach it is (|p| + 4) 7, in which p is any integer and T is 
the period of RF oscillation. In Fig. 9, four lines are drawn representing 
the mean paths of electrons moving with such velocities as to make p = 
0, 1, 2, and 3. Each line crosses a gap when the RF field is maximum 
retarding, that is, when the potential has the maximum negative slope at 
the center of the gap. As will be seen later, a more convenient parameter, 
to be called &, is that whose absolute magnitude, |k|, specifies the number 
of RF cycles required for the electron to move once around the interaction 


[| 


space. > is then the number of cycles between crossings of successive 
anode gaps, which for the x mode of Fig. 9 must take on the values: 


= _ 
= lpl + 5 p = 0, +1, +2,:--, 


or the values given by the more general expression, applicable to any mode: 


[RI 


N =|? pl +x, p = 0, +1, +2,--- 


In this expressi is the phase difference between adjacent resonators, 


on 
, x 
expressed as a fraction of a cycle. & may thus assume the values given by 


k=n-+ PN, 
(10) 
p = 0, +1, 42,-:- 
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The mean angular velocity which the electrons must possess is then given by 


do _ 2x _ xf 
dd kT Ok’ 
in which @ is the azimuthal angle. 


(11) 


For the x mode (” = sf) it is seen that the negative integers, p, give the 


same series of values for | &| as do the positive integers including zero. 
The sequence is |&| = 4, 12, 20, 28, ---. Reference to Fig. 9 indicates 
that electrons may travel in either direction around the interaction space 
and interact favorably with the RF field, provided their mean angular 
velocity is given by equation (11) with values of & specified by equation 
(10). That this should be so is clear from the fact that the anode potential 
wave is a standing wave with respect to which direction has no meaning. 
Fig. 9 also makes clear how an electron moving with velocity different from 
that corresponding to the lines shown, will fall out of step with the field, 
and on the average be accelerated as much as it is retarded, thus effecting 
no net energy transfer. 

In Figs. 10 and 11, diagrams for the n = 2 mode similar to that of Fig. 9 
for the x mode are shown. Fig. 10 is for electronic interaction with a stand- 
ing wave of periodicity *» = 2 and Fig. 11 for a traveling wave of the same 
periodicity. Again, as in the case of the x mode, the values of & for favorable 
electronic interaction are given by equation (10). 

The sequence of positive integral values of p (including zero) and the 
sequence of negative integral values of p do not each give the same sequence 
of values for | &| as was the case for the mode. For p 2 0, |k| = 2, 
10, 18, ---, and for p < 0, |&| = 6,14, 22,---. For the standing po- 
tential wave (Fig. 10) each of these values of | & | does specify the velocity 
of possible electron motion in either direction for favorable interaction with 
the field. For the traveling potential wave (Fig. 11), on the other hand, 
only the positive values of k (p 2 0) correspond to electron motion in the 
same direction as the traveling wave, the negative values of k (p < 0) cor- 
responding to electron motion in the direction opposite to the traveling 
wave. The sign of & has significance. If the electrons are moving with 
velocities specified by equation (11) with the negative values of & from equa- 
tion (10), and are thus moving counter to the traveling RF field wave, the 
electrons are said to be driving a “reverse” mode. 

The actual electron orbits do not correspond to simple translation but, 
as has been discussed, to rotation superposed on translation. The epi- 
cycloid-like scallops in the orbit are of no significance to the fundamental 
electronic mechanism. It is the mean velocity of the electron motion 
around the interaction space, specified by the relative values of V and B, 
that is of importance. The magnetron may operate, for example, at such 
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high magnetic field, provided V has the proper value, that the scallops be- 
came relatively small variations in an otherwise smooth orbit (see Fig. 18). 

In the cylindrical magnetron, the radial variation of the DC electric field, 
resulting in a decrease in the mean angular velocity of the electrons as they 
approach the anode, would make it impossible for an electron to keep step 
with the fields across the anode gaps were not a mechanism of phase focusing 
operative. ‘That such focusing is inherent in the interaction of electrons and 
fields will be seen later. 

3.2 The Interaction Field: The electronic mechanism which has been 
discussed in terms of electron motions through the fields at the gaps in the 
multisegment anode, may also be discussed in terms of the traveling waves 
of which the RF interaction field may be considered to be composed. The 
RF interaction field corresponds to anode potential waves like those plotted 
in Figs. 9, 10, and 11. The interaction fields for the several modes of oscil- 
lation of the resonator system are thus to be distinguished by the number, 
n, of repeats of the field pattern around the interaction space. Since the 
potential at the anode radius is nearly constant across the faces of the anode 
segments and varies primarily across the slots, the azimuthal variation of 
the field cannot be purely sinusoidal but must involve higher order 
harmonics. . 

For a mode of angular frequency w = 2xf, corresponding to a phase differ- 


2 ; : 
ence between adjacent resonators of n cad , the anode potential wave is of 


periodicity around the anode and may be written as a Fourier series of 

component waves traveling in opposite directions around the interaction 

space: 

Ver = (wt—k0-+7) (cot +k0+8) 
= DA + Byles, 

(12) 

k=n- jn, ~=0,+1,+42,--::. 

Note that the summations are taken over all integral values of & given by 

equation (10). 

The interaction field for any mode of periodicity m is thus represented by 
two oppositely traveling waves, whose fundamentals are moving with 
angular velocities - = al and whose component amplitudes, A, and B,, 
in general are not equal. ‘ and 6 are arbitrary phase constants. The ex- 
pression (12) may be reduced to the form: 

Ver = 2, (An — Br) cos (wt — #8 + 7) 
y+ _7vr-8 13 
+ 3 2B, cos( wt + 5 ) cos (40 5 ), (13) 
kaun- Pn, p=0,41,+2,---, 
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which shows that the complete field pattern may be considered to consist of 
a rotating wave superposed on a standing wave, each having a fundamental 
component of periodicity n. 

(12) or (13) are those for which & has the values given by (10) may be de- 
termined from a Fourier analysis of the complete anode potential waves like 
those of Figs. 9, 10, and 11. Only those harmonics which specify the same 
pattern of potentials at the centers of the anode segments as the fundamental 
are admitted in the analysis. 

As has been mentioned before, the complete field patterns for » = 0 
and” = . are standing waves. Thus for these modes of oscillation Ax = B, 
in the expressions (12) and (13). For the other modes, ” = 1, 2, 3, ---, 
7H 1, the electrons may interact with the traveling field component of 
expression (13) or with the standing field components which, in case Ay = 
By, is the only component present (see Figs. 10 and 11 for the case n = 2, 
N = 8). 

The terms in expressions (12) and (13) for which | k | = m are the funda- 
mental components; those for which | k| + m are called the Hartree har- 
monics. ‘The components of field strength corresponding to these harmonics 
in the interaction field pattern fall off in intensity from anode to cathode 
more rapidly the higher the value of k&. The variation with radius is of the 


more like the fundamental sinusoidal pattern it appears. 

For each value of & in expression (12), whether or not A, = By, there 
are two oppositely traveling sinusoidal wave components of periodicity k. 
Since each requires & cycles of the RF oscillation to complete one trip around 


2afr 


the interaction space, the linear velocity at the anode surface is ae cor- 


k 
form (+) . Thus the farther from the anode one samples the field, the 


responding to an angular velocity of oat . Thus, as seen in Fig. 11 for the 


nstant ¢ + 7/8, the change of shape of the total traveling wave indicates 
ihat the components of which it is composed travel with different velocities. 
n Fig. 23 are shown instantaneous RF interaction field patterns for the 
tndamental components (p = 0) of the nm = 1, 2, 3, and 4 modes of an anode 
Tock having eight resonators. 

3.3 The Traveling Wave Picture: It is instructive to discuss the operation 
of the Type III magnetron oscillator in terms of electron interaction with 
the traveling wave components present in the interaction field. This might 
at first appear to be difficult in view of the many components of several 
possible modes. By mode frequency separation, as discussed later, it is 
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generally possible, however, to restrict oscillation to only one mode, usually 
_ the x mode. Further, the fact that the electronic motion in crossed DC 
electric and magnetic fields results in a mean drift of electrons around the 
interaction space, enables one to restrict his attention to a single traveling 
wave corresponding to the fundamental or a single Hartree harmonic of the 
field of this mode; for it is possible, in principle at least, by proper adjust- 
ment of V and B to equate the mean angular velocity of the electrons to 


the angular velocity, sf of any one of the traveling field components. 


When this is true, only the field of this component has an appreciable effect 
upon the electron’s motion. With respect to the fields of the oppositely 
traveling component of the same harmonic (same k), and the components 
of all other harmonics (different &), the electron finds itself drifting rapidly 
through regions of accelerating and decelerating field with no net energy 
transfer. From the point of view of the electron, the fields of the other 
components vary so rapidly as to average out over any appreciable interval 
of time. The only exception to these statements occurs when a harmonic 
of periodicity k’ of another mode of frequency f’ has the same angular veloc- 


7 
ity as the harmonic of periodicity &, that is, when Py = =f The effect 


on magnetron operation of this coincidence of angular velocities will be 
discussed further in a later section. In the calculation of electron motions, 
the restriction to the field of a single traveling wave component has been 
called the rotating field approximation. 

The consideration of the electronic mechanism has thus been reduced to 
that of the motion of electrons under the combined influence of the radial DC 
electric field, the axial DC magnetic field, and a sinusoidal field wave travel- 
ing around the interaction space. From what has been said thus far it is 
clear that for energy to be transferred to the RF field it is necessary that the 
mean electron velocity very nearly equal that of the traveling wave. Then 
an electron leaving the cathode in such phase as to find itself moving in a 
region of decelerating tangential component of the RF field, may continue 
to move with this region and lose energy to the field. In contrast to the 
Type II magnetron oscillator, the energy transferred to the RF field in this 
case is the potential energy of the electron in the radial DC electric field. 
The energy in the rotational component of the motion remains practically 
unaffected and the electron orbit from cathode to anode looks something 
like that plotted in Fig. 12 for the case with plane electrodes. On the other 
hand, an electron which leaves the cathode in such phase as to gain energy 
in a region of accelerating tangential RF field, is removed at the cathode after 
only one cycle of the epicycloid-like motion. If this did not occur, the elec- 
tron would continue to move with the field and absorb energy. An approxi- 
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mate orbit is shown in Fig. 13. It is instructive to compare the orbits of the 
two categories of electrons in the traveling wave magnetron oscillator with 
the orbits of corresponding electrons in the cyclotron frequency type of 
magnetron oscillator (Figs. 7 and 8). In each case, it is the fact that “‘favor- 
able” electrons may interact for a considerably longer time than “unfa- 
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Fig. 12.—An approximate orbit of an electron which is losing energy to the RF field in 
a traveling wave or Type III magnetron oscillator, shown for the plane case. Here the 
energy loss is potential energy of the electron in the DC field. Compare this with the 
orbit in Fig. 8 where the energy loss is rotational energy of the electron. The DC electric 
force on the electron is directed from cathode to anode. 
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Fig. 13.—An approximate orbit of an electron which gains energy from the RF field in 
a traveling wave or Type III magnetron oscillator, shown for the plane case. The orbit 
is extended as a dashed line as though the cathode were not there. The energy gained is 
potential energy of the electron in the DC field. Compare this with the orbit in Fig. 7 
where the energy increase is in the rotaticnal energy of the electron. The DC electric 
force on the electron is directed from cathode to anode. 


vorable”’ electrons which makes possible a net energy transfer between the 
DC and RF fields. 

One may now compare the traveling wave picture of the electronic mecha- 
nism with that presented earlier in which the motion of electrons past the 
gaps in the anode structure is considered. An electron moving so that 
Ld =|p|+ Me cycles of the RF oscillation elapses between its crossing of 
two successive anode gaps, is thus moving around the interaction space in 


synchronism with a traveling component of the kh harmonic of the inter- 
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action field. Both points of view are of value. That involving the motion 
of electrons past the anode gaps is more fundamental physically. That in 
terms of a traveling wave component, on the other hand, is more convenient 
in calculations of electron orbits including space charge effects, where by 
transformation to a coordinate system rotating with the field it is possible 
to treat of motions in static fields. 

3.4 Phase Focusing: It has been seen from two points of view how groups 
of electrons which move around the interaction space of the magnetron 
oscillator are formed by a process of selection and rejection of electrons by 
the tangential component of the RF field. However, space charge de- 
bunching and the discrepancy at all but one radius between the mean veloc- 
ity of translation of the electrons and the velocity of the interaction field 
would tend to disperse these groups and prevent efficient interaction, were 
it not for the phase focusing provided by the radial component of the RF 
field. 

The mechanism of the phase focusing may be discussed either in terms 
of the interaction of electrons with the actual fields existing at the anode gaps 
or in terms of the traveling wave picture of the electronic mechanism. The 
fundamental mechanism involved depends upon the effect of the radial 
component of the RF field in aiding or opposing the radial DC field in de- 
termining the mean drift velocity of the electron around the interaction 
space. If the radial RF field increases the net radial field in which the 
electron finds itself at any instant, the mean velocity of the electron in- 
creases as can be seen from equation (5) for the plane case. Similarly, a 
decrease in the net radial electric field, caused by the RF radial component, 
results in decreased electron translation velocity. These changes in the 
electron’s velocity operate so as to keep the electron near the position in 
which it can interact most favorably with the tangential component of the 
RF field. 

Consider an electron which crosses an anode gap at the instant the RF 
field there is maximum retarding, that is, an electron which is to be found 
on the plane marked M in Fig. 14 at this instant. It experiences about as 
great an increase of velocity by virtue of the radial component aiding the 
DC radial field before crossing the gap as decrease by virtue of the radial 
component opposing the DC radial field after crossing the gap. Another 
electron which is lagging behind the electron just considered is to be found 
opposite a positively charged anode segment, as at P in Fig. 14, when the 
RF field passes through its maximum value. Since the RF field component 
decreases with time after this instant, the effect of the radial component of 
the field on the electron’s velocity after crossing the gap will be less than its 
effect before crossing the gap, the net effect being one of increasing the mean 
velocity of translation, bringing the electron more nearly into the proper 
phase. An electron which leads the electron first considered, on the other 
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space charge. The calculations have been carried out by the so-called self 
consistent field method using the rotating field approximation mentioned 
earlier. In this method, orbits of electrons are calculated in an assumed 
field, and the space charge due to these electrons determined. The field 
calculated on the basis of this space charge distribution may then be com- 
pared with that assumed. This cycle of calculations is repeated, each 
time using the calculated field of the previous cycle as that in which the 
electrons move, until a field is obtained which is consistent with that used in 
calculating the electron orbits. This method will be recognized as that used 
in the calculation of electron orbits about the nucleus in atoms. 

The result of one such calculation is shown in Fig. 15. The orbits of 
four electrons which were emitted from the cathode in different phases are 
plotted in a set of coordinates rotating with the RF field component. One 
electron is returned to the cathode, and the other three reach the anode. 
The boundaries of the space charge cloud are shown as dashed lines. The 
spoke-shaped structure is clear, and its position with respect to the rotating 
anode potential wave is as expected. The number of spokes of the cloud is 
equal to the periodicity of the component of the mode with which the elec- 
trons are interacting. In the case of Fig. 15 there are four spokes, since 
the magnetron is operating in the fundamental of the n = 4 mode (k = 
4,~p = 0). 

3.6 Induction by the Space Charge Cloud: Another view of the mechanism 
by which the electrons drive the resonator system may be obtained by 
considering the effect of the space charge spokes in inducing current flow 
in the anode segments themselves. For example, the oscillation of the 
resonator block in its mode corresponds to the periodic interchange of 
electric charge from each anode segment, around a resonating cavity to the 
next anode segment. This oscillation is maintained, much in the manner of 
a pendulum escapement drive, by the space charge spoke appearing in front 
of an anode segment at that instant in the oscillation cycle when it can aid 
in building up the net positive charge on the segment. At the same instant, 
the adjacent segments, being opposite a “gap” in the space charge wheel, 
may build up a negative charge. 

The RF current, Jer, induced in the anode structure, thus results from 
the motion of the spoke-shaped space charge cloud in the interaction space. 
It is not to be confused with the total circulating RF current in the resonator 
system. Whereas IJgr must be in a phase with the space charge cloud it 
need not be in phase with the RF voltage, Ver, between the anode segments. 
In terms of the electron motions, this means that the spokes of the space 
charge cloud may Jead or lag the maxima in the tangential field. In general, 
the electronic admittance defined by the ratio of Ipr to Ver may thus in- 
clude a susceptance as well as a conductance. The product of Ver and 
the in-phase component of J zz, integrated over a period of one cycle of RF 
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this DC current is directly proportional to anode length, k. If the magne- 
tron is driven at greater DC current, the space charge in the interaction 
space increases but the phase of its structure with respect to the traveling 
anode wave does not change to a first approximation. Thus both the 
in-phase and quadrature components of Jer increase with no change in 
electronic admittance. The second order effects which do arise from small 
shifts in the phase of the rotating space charge structure are discussed in 
Section 10.4 Electronic Effects on Frequency. 


4. CONDITIONS RELATING MEASURABLE PARAMETERS 


4.1 Necessary Conditions for Oscillation: After having discussed the elec- 
tron motions in the interaction space of the Type III magnetron oscillator, 
the viewpoint will now be changed to that looking from the outside in, so to 
speak, and it will be asked what conditions relating measurable parameters 
are imposed by the nature of the electronic mechanism. Beyond the geo- 
metrical parameters of cathode and anode radii, r. and rg, one can determine 
the DC voltage, V, applied between cathode and anode; the magnetic field 
B, in which the magnetron is placed; the DC current, J, drawn by the anode; 
the frequency of oscillation, f; and, from impedance measurements, the RF 
load, Y, = G, + jB., presented to the electrons by the resonator, output, 
and load. 

Perhaps the most fundamental condition for oscillation of the traveling 
wave magnetron is that imposed by the requirement of synchronism between 
the electron drift and the RF field. As has been indicated, the angular 
velocity of a rotating component of a Hartree harmonic of the interaction 

. 2af 
field, of order k, is Tal’ 
velocity of the electrons may be determined by neglecting the variation of 
electric field with radius and calculating the angular velocity midway be- 
tween cathode and anode, thus: 

v E/B Vi (re — 7-)B 2V 


SSS ee ee SS a e,:COa 


(ra + 7c)/2 (tat te)/2 (ratre)/2 (3 — 73)B" 


An approximate expression for the mean angular 


Equating this to the angular velocity 7 one obtains the relation: 


V= a r°B fs 2 (#) | (14) 


2 
In this derivation it should be recognized that the angular velocity 7 


may be considered either to be that of a traveling component of the RF 
field with which the electron interacts or the mean angular velocity which the 
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electron must have to maintain proper phase with the total RF fields existing 
across the anode gaps. 

Posthumus’ derived an expression, assuming negligible cathode diameter, 
which is similar to equation (14). By the same method as that used above, 
Slater has derived an expression differing from (14) by a term which results 
from the use of a more accurate value for the electron’s translational velocity 
at the midpoint between cathode and anode in cylindrical geometry. 
Slater’s expression is: 


rashes -()] 2268 E-@) 


Hartree has derived an expression from a consideration of the conditions 
under which electrons are just able to reach the anode with infinitesimal 
amplitude of RF voltage in the k harmonic. It is: 


r= heal“ (J]-a2()- 


In a sense this sundition represents a cut-off relation for the oscillating 
magnetron analogous to Hull’s cut-off relation for the DC magnetron [equa- 
tion (8)]. 

Plotted on a V-B graph, the expressions (14), (15), and (16) represent 
parallel straight lines. The line of equation (14) passes through the origin; 
the so-called Hartree line of (16) is tangent to the DC cut-off parabola; the 
so-called Slater line of (15) lies above the Hartree line but below the line of 
expression (14). Each of the above expressions indicates that the electrons 
will drive a given harmonic of the RF interaction field in a type III magne- 
tron oscillator only at values of DC voltage and magnetic field which bear 
a definite relation. This relation expresses the fact that V/B is very nearly 
‘constant [equation (14)]. 

In Fig. 16 are plotted as an illustration, the Hartree lines for the funda- 
mentals (p = 0) of the 2 = 1, 2,3, and 4 modes and for the k = —5 harmonic 
(p = —1) of the m = 3 mode of a 10 cm. magnetron with eight resonators."* 


16 This magnetron, used as an illustrative example in Part I, has the following char- 

acteristics: 

Number of resonators, N = 8. 

Cathode radius, rp = 0.3 cm. 

Anode radius, rz = 0.8 cm. 

Anode length, h = 2.0cm. 

Anode to end cover distance = 0.6 cm. 

Frequency (x mode), f = 2800 mc/s. 

Wavelength (x mode), \ = 10.7 cm. 

DC operating voltage, V = 16 kv. 

Operating magnetic field, B = 1600 gauss. 

Typical operating peak current, I = 20 amps. 

Over-all efficiency, y = 42%. 

Peak power output, P, = 135 kw. 

Pulse duration, r = 1 microsecond. 

Pulse repetition frequency = 1000 pps. 
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Since the operating voltage is found to increase with increasing current, 
oscillation at a constant anode current takes place along a line, such as the 
Slater line for example, lying slightly above and parallel to the Hartree 
line (see Fig. 16). The separation of the eperating line from the Hartree 
line increases with increasing DC current. 
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Fig. 16.—A V-B plot for a magnetron having eight resonators (see footnote 16) showing 
the cut-off parabola and Hartree lines for several rotating field components. The ranges 
of DC voltage and magnetic field have been extended considerably beyond values ever 
applied to such a magnetron to show the lines for the fundamentals of all of the modes. 
The typical operating point plotted is that specified in footnote 16 and plotted in Fig. 17. 


The necessary conditions for oscillation discussed above have been of 
great value in the identification of the modes of operating magnetrons and 
as the starting point in the design of new magnetrons for given wavelength, 
magnetic field, and voltage. 

4.2 The Performance Chart: Another fundamental performance char- 
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acteristic of the operating magnetron is the V-Z plot or performance chart. 
In Fig. 17 such a chart is plotted for the same magnetron” used as the ex- 
ample for Fig. 16. In it are plotted contours of constant magnetic field, 
RF power output, and over-all efficiency. The fact that the constant mag- 
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Fig. 17.—A V-I ae or performance chart for a magnetron having eight resonators 
(see footnote 16). Contours of constant magnetic field, power output, and over-all effi- 
ciency areshown. The typical operating point plotted is that specified in footnote 16 and 
plotted in Fig. 16. 


netic field contours are nearly horizontal and spaced as they are is a mani- 
festation of the oscillation conditions of equations (15) and (16). The in- 
crease of voltage with current is an effect, attributable to the space charge, 
quite independent of the condition of synchronism between field and elec- 
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trons. For if the magnetron is to deliver more power at a given magnetic 
field, the induced RF current must increase. This entails increased space 
charge and a greater DC current flow. To maintain the increased space 
charge additional DC voltage is required. 

4.3 The Electronic Efficiency: The performance chart also shows the 
not too surprising fact that more power may be drawn from the magnetron 
as the voltage and current are increased. More interesting are the increase 
of the over-all efficiency with voltage and the maximum through which the 
efhciency passes with increasing current. This variation of over-all eff- 
ciency, 9, 1s to be attributed to changes in the electronic efficiency, 7,, since 
the other factor involved in the over-all efficiency, the circuit efficiency, 7, 
is essentially constant over the diagram (7 = ne). 


Vic vattie ees kate VOLTAGE — — —- —-———— v' Gav) 
p-----—--- MAGNETIC FIELD — — — — — — B' @28) 
ogee is MAX. ELECTRONIC | 75% 


EFFICIENCY (Ne) 


Fig. i opener orbits of electrons which transfer energy to the RF field, plotted 
for operation of a plane magnetron at two different magnetic fields. It is shown how the 
relative kinetic energy gained beyond the last cusp and dissipated at the anode de- 
creases as the magnetic field and voltage of operation are increased, resulting in increased 
eficiency of electronic conversion of energy from the DC field to the RF field. The 
two illustrative cases differ by a factor two in DC voltage and hence by the same factor 
in magnetic field and diameter of the rolling circle. 

The increase of electronic efficiency with voltage, and hence magnetic 
field, may be explained by the picture of electron motions in the interaction 
space. The highest electronic efficiency is attained when the electrons 
reaching the anode do so with least kinetic energy. For the approximate 
orbit of Fig. 12, the energy lost at the anode per electron is that gained as 
kinetic energy beyond the last cusp. Bringing the last cusp closer to the 
anode, corresponding to a reduction of the amplitude of the rotational 
component of the electron motion, reduces the ratio of kinetic energy lost 
at the anode to the potential energy possessed by the electron at the cathode. 
Thus, according to equation (6) for the radius of the rolling circle, this 
fractional energy loss should vary as V/B? or, since V/B is approximately 
constant, as 1/B, », increasing with B. In terms of the approximate elec- 
tron orbits for a plane magnetron, Fig. 18 shows how increase in voltage 
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and magnetic field increases the electronic efficiency. The dependence of 
electronic efficiency on B predicted by this simple picture is in accord with 
the dependence predicted by more sophisticated theories. 

In all probability the decrease of electronic efficiency toward low and high 
currents is, in part at least, the result of decrease in the phase focusing action. 
This occurs as a result, on the one hand, of low RF field strength in the 
proper mode when the current and RF oscillation are small, and, on the 
other hand, as a result of space charge debunching when the current and 
space charge become very large. In addition, at low currents the leakage to 
the anode of electrons which are not effective in interaction with the RF 
field, assumes a more dominant role, reducing the effective electronic eff- 
ciency. These electrons are no doubt those emitted near or at the ends of 
the cathode. 

Of importance to the motion of electrons near the ends of the interaction 
space, and thus to the electron leakage, are the configurations of the DC 
electric and magnetic fields there. These depend upon the geometry of the 
cathode ends and surrounding walls and of the magnetic pole pieces. The 
electrons are largely confined to the interaction space by the axial force, 
directed toward the center of the interaction space, produced by the non- 
uniformities in the electric and/or the magnetic fields. For uniform mag- 
netic field, the desired focusing action on the electrons may be achieved by 
disks at cathode potential which are mounted at each of the cathode and 
extend beyond the cathode surface over the ends of the interaction space as 
may be seen in Fig. 1. In other cases, distortion of the magnetic field in 
the end spaces of the magnetron, in addition to cathode end disks, has been 
used to produce the same effect. 

Although the dependence of operation of a magnetron oscillator on load is 
primarily a circuit problem, detailed discussion of which will be delayed until 
the RF circuit has been discussed, there is one feature of the dependence on 
load and circuit characteristics which may properly be discussed now. This 
is the dependence of the electronic efficiency, 7,, on the circuit conductance, 
G,, presented to the electrons. The plot in Fig. 19 is a typical example and 
shows an optimum value of conductance, to each side of which », decreases. 
With decreasing G, the RF voltage increases. Whereas initially the increase 
of Ver with decreasing G, increases the phase focusing properties, it results 
eventually in such strong RF field that electrons are drawn more or less 
directly to the anode where they arrive with considerable kinetic energy. 
On the other hand, the decrease in Vgp with increasing G, eventually will 
result in an RF field too weak to produce the necessary amount of phase 
focusing. The value of G, presented to the electrons depends not only 
upon the output circuit properties and load but also upon the parameters of 
the resonator itself. The dependence of electronic efficiency upon G, is a 
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good example of how intimately the electronics and circuit of the magnetron 
oscillator are associated. , 

4.4 Scaling: Once an efficient design has been achieved for a given wave- 
length, voltage, current, and magnetic field, one is interested in reproducing 
it at other values of these parameters. In doing this, use is made of the 
theory of scaling. For cases where the interaction space remains geo- 
metrically similar and the magnetron operates in the same mode, the same 
efficiency is presumably achieved when it is arranged that the electron 
orbits remain similar. Directly from dimensional arguments applied to 
Maxwell’s equations for the electromagnetic field and to the equations of 
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Fig. 19.—A plot of electronic efficiency as a function of load conductance. The con- 
ductance G/Y, in the output line is related to that presented by the circuit to the electrons, 
G,, directly through the magnetron resonator and output circuits. The magnetron with 
which these data were obtained is a 3.2 cm. magnetron having sixteen resonators. 


motion of the electrons, it can be shown that the orbits and operation will 
be equivalent for all conditions for which the loading and the quantities 


AB, (A/ra)?V, and (A?/r.2h)I 


remain invariant. 

It would perhaps be of interest to consider, as a simple example, the case 
for which all the linear dimensions of a given magnetron are changed by a 
factor a. The new resonant wavelength, X’, is equal to aA since the new 
resonator is a times the size of the original, while the new frequency is f’ = 
f/x. The new anode radius, cathode radius, and anode length scale directly 
so that 


r', = are, 7’. = ar, and h’ = ah 
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Since AB, (A/ra)?V, and (A?/r,2k)J must remain invariant, 
\’B’ = dB or B’ = B/a, 
(N'/7'q)? V’ = (A/ra)? V or V’ = V, 
and (N’3/7/ 2h’) I! = (8/72 hk) Tor l’ = I. 


Thus the magnetic field changes by 1/a and the operating voltage and | 
current remain unchanged. 

The idea of scaling has been extended to magnetrons of varying r,/r. 
and WN by the introduction of sets of reduced variables for V, B and J in- 
volving r./r_ and N, in terms of which the performance may be expressed 
independently of the exact nature of the magnetron. 

4.5 Effect of Other Components in the Interaction Field: In the discussion 
of the traveling wave magnetron oscillator, it has been considered that the 
electrons interact with a single traveling RF field component, generally a 
component of the fundamental of the x mode. The justification for this, 
as has been stated, is that from the point of view of the electron the fields | 
of all other Hartree harmonics of the + mode vary so rapidly that their 
effects average out over an appreciable number of RF cycles. This is gen- 
erally true, as well, for the harmonics of other modes which may be excited. 

The fact has been mentioned that it is possible for the values of V and B 
for oscillation in the x mode very nearly to satisfy equation (16) for oscilla- 





tions in a harmonic of another mode. Then the angular velocity, a , of 


anf , and the Hartree 


"N/2 
line of the harmonic lies very close to that of the x mode (see Fig. 16). The 
effect of this situation on magnetron operation will be discussed in connection 
with the problem of ‘‘moding”’ in Section 10.6 Oscillation Butldup—sStarting. 

Of particular interest is the presence in the interaction space, in addition 
to the x mode field, of an RF field component which is independent of angle. 
Such a component appears, for example, as an inherent contamination in 
the interaction field of the so-called ‘‘rising sun’ type resonator system to be 
described later. Generally, this component is of no concern because the 
electrons interact with the x mode component throughout a time interval 
covering several cycles, during which the effect of the contamination aver- 
ages out. The exception to this occurs when the frequency of the rotational 
component of the electron motion, approximately the cyclotron frequency, 
resonates with the RF frequency as in a Type II magnetron. From equa- 
tion (2) this occurs for the plane case when f = c/A = eB/2xm, from which 
AB = 2xcm/e = 10,700 gauss-cm. For a typical cylindrical case the con - 
stant is somewhat greater, being about 12,500 gauss-cm. When AB has this 


the harmonic very nearly equals that of the mode 
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value, perturbation of the electron motion occurs, decreasing the efficiency 
of interaction with the traveling wave and manifesting itself on the perform- 
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Fig. 20.—A performance chart for a magnetron which has present in its interaction field 
a contaminating component independent of azimuth. Note the efficiency ‘“‘valley” a 
pearing along the line B = 3920 gauss (compare with Fig. 17). The wavelength of the 
magnetron being 3.18 cm., \B along the efficiency “‘valley’’ is 12,500 gauss-cm. The data 
were obtained on a magnetron having a “‘rising sun” type resonator system and are repro- 
duced here through the courtesy of the Columbia Radiation Laboratory. 


ance chart as a ‘‘valley”’ in operating efficiency appearing along the constant 


B line for which XB = 12,500 gauss-cm. In Fig. 20 is plotted the perform- 
ance chart of a magnetron, having a “rising sun’’ type anode structure which 
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exhibits this kind of behavior. In general, it would be preferable to operate 
this magnetron at magnetic fields above the “valley,” but considerations 
having to do with available magnetic fields, in some cases may make it 
necessary to operate near the efficiency maximum at lower magnetic fields. 


5. THE RF Crmcult oF THE MAGNETRON OSCILLATOR 


5.1 General Considerations: The discussion to this point has presented a 
picture of how the multicavity magnetron oscillator works from the point 
of view of its electronics; how in this respect it is related to other types of 
magnetron oscillators; and how, on the basis of the picture of the electronic 
mechanism, some of its fundamental operating characteristics are to be ac- 
counted for. In the same manner the RF circuit of the magnetron oscilla- 
tor, comprising the resonator system, the output circuit, and the load, will 
be discussed. The importance of this part of the magnetron is apparent. 
It provides the RF fields with which the electrons interact. To do this, 
electromagnetic energy must be stored in the cavities of the resonator, which 
reservoir in turn is tapped to deliver energy through the output circuit to 
the useful load. The detailed manner in which these functions are per- 
formed has a bearing, not only on such circuit characteristics as circuit 
efficiency or on the effect of load on frequency, but, as has been seen, on the 
electronic efficiency as well. Furthermore, the circuit analysis of the mag- 
netron oscillator.enables one to explain the remaining important operating 
characteristic, the so-called Rieke diagram, which describes the operational 
dependence on load. 

The type of resonator system used in the magnetron oscillator of concern 
here has already been indicated in Fig. 1. It is a resonator system com- 
prising a number of cavities spaced equally about the cylindrical anode. 
This general shape is dictated by the slotted anode cylinder upon which the 
RF interaction field is set up. To be sure, other types of resonators have 
been devised which contrive to place x mode potentials on the anode seg- 
ments of a cylindrical magnetron. Here, however, except for brief refer- 
ences, the discussion will concern itself with the multicavity resonator sys- 
tem of the general type shown in Fig. 1. Although the individual cavities 
have not been limited to hole and slot geometry like those shown in Fig. 1, 
and other features have been added, a resonator system consisting of a sys- 
tem of cavities, arranged around the anode in the manner of Fig. 1, has been 
used in the majority of magnetron oscillators developed for centimeter 
wave generation since 1940. 

5.2 Simple Single Frequency Resonator: The fact that the magnetron 
resonator system has a number of cavities electromagnetically coupled to- 
gether makes it multiresonant. What has been learned about the various 
modes and their electromagnetic field configurations, and how they may in 
a sense be controlled to improve magnetron operation must be discussed in 
some detail. Before this is done, however, it would be well to refresh one’s 
memory as to the fundamental ideas concerned with a single electromagnetic 
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resonator like one of the magnetron cavities.’ This is important not only 
because the magnetron resonator system comprises a number of such cavities 
but also because the resonator system as a whole may under certain circum- 
stances be considered to resonate at out one frequency, in which case it 
behaves like a simple single frequency resonator. 

Concerned with the simple electromagnetic resonator are the funda- 
mental ideas of a natural frequency of resonance, of the rate of energy loss or 
the sharpness of resonance, and of the characteristic admittance or the 
energy storage capacity. The electromagnetic resonator, whether it has 
lumped or distributed constants, consists of a device in which energy is trans- 
ferred between electric and magnetic fields cyclically in a manner entirely 
analogous to the transfer of energy between potential and kinetic in the 
simple swinging pendulum. Each of these oscillations, electromagnetic or 
mechanical, is described by a second order differential equation in terms of 
a parameter such as voltage or current on the one hand, and angular dis- 
placement of the pendelum bob on the other. The solutions represent 
simple harmonic oscillations, the one for the simple electrical circuit having 


the frequency, 


A VIC al 


This occurs when the susceptances of the two components of the circuit, L 
and C, are equal, or when 


1 


oe = wC. : (18) 


The fact that a finite time is required to transfer the energy between the 
electric and magnetic fields is a lumped constant circuit is not surprising 
since a finite time is required for a condenser to charge or discharge, and for 
a current to build up or decay in an inductance. 

5.3 The Q Parameters: The type of oscillation of the simple L-C circuit 
discussed above is its natural or free oscillation, not constrained by the ap- 


17 In the next sections of this paper, material has been drawn from the theory of a single 
resonant circuit having either lumped or distributed constants, the theory of coupled 
circuits, and the theory of centimeter wave transmission in coaxial lines and wave guides, 
treatments of which are to be found in the following representative texts: 

L. oa N. I. Adams, Principles of Electricity, D. Van Nostrand Co., New York 

1931 

E. A. Pas Communication Networks, Vols. I and II, John Wiley and Sons, New 
York (1931). 

J. G. Brainerd, G. Koehler, H. J. Reich, and L. F. Woodruff, Ulira-High Frequency 
Techniques, D. Van Nostrand Co. .» New York (1942). 

J. C. Slater, Microwave Transmission, McGraw-Hill Book Co., New York (1942). 

R I. Sarbacher and W. A. Edson, H yper and Ulirahigh Frequency Engineering, John 
Wiley and Sons, New York (1943 

S. A. Schelkunoff, Electromagnetic W anes, D. Van Nostrand Co., New York (1943). 
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plication of any external drivingforce. Itis the sort of oscillation the circuit 
would undergo were it left to itself after being excited or started initially. 
Such an oscillation, once started, does not continue indefinitely because the 
energy put into the circuit initially, dissipates itself in resistive losses in the 
circuit components and in a load which may be coupled electromagnetically 
to the circuit. The exponential rate at which the original energy is dis- 
sipated is a very important characteristic of the circuit. It is usually 
specified by a parameter Q, defined as 2x times the ratio of the energy stored 
in the circuit to the energy dissipated per cycle of the oscillation.* Thusa 
circuit always loses a certain fraction of its energy per cycle independent 
of how great this energy may be. In the exponential decay of oscillations 
in a resonator from which the drive has been removed, Q/2z is the num- 
ber of cycles of oscillation, required for the stored energy to decay to 1/e of 
its initial value. Similarly, in the buildup of oscillations in a resonator 
to which is fed a constant amount of energy per cycle, Q/2x is the number 
of cycles required for the stored energy to buildup to (1 — 1/e) of its final 
equilibrium value. 

It is possible to define several types of Qs for a circuit, depending upon 
the nature of the energy dissipation being considered. If one considers 
only the energy lost in the resistance of the circuit components themselves, 
one defines the so-called unloaded Q, Q,. If the circuit is coupled electro- 
magnetically to a resistive load, the Q defined in terms of the energy dis- 
sipated in the load and internal resistance is called the loaded Q, Q,. 
Finally, for some purposes it is convenient to consider the ratio of energy 
stored to that dissipated in the external load only. This defines the ex- 
ternal Q, Qe. It is clear that both Q, and Qs: are functions of the degree 
of coupling between the oscillating circuit and the resistive load. 

The Q parameters, however, tell one more than the rate at which energy 
is dissipated in a circuit oscillating at its natural frequency. The admittance 
of the circuit, measured as a function of the frequency of an external driving 
source, passes through a minimum at the natural frequency of oscillation of 
the circuit. The sharpness of the dip in the admittance curve is determined 
by the Q, of the circuit in such a manner that the sharper the dip, the higher 
theQ,. In passing through resonance the susceptance of the circuit changes 
sign from inductive for frequencies below the frequency of resonance, to 
capacitive, for frequencies above the frequency of resonance. The rate at 
which the susceptance varies with frequency is another measure of the 
sharpness of resonance and of the Q, of the circuit. 

5.4 Energy Storage and Loss: The remaining ideas concerned with a 
simple L-C circuit of lumped constants which should be mentioned here are 
the characteristic admittance of the circuit, the energy storage capacity, 


18 As will be seen in the subsequent discussion the factor 2m is included here so as to 
simplify the definition in terms of admittance. 
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and how these are related to each other and to the concepts already men- 
tioned. For this purpose it is convenient to consider the circuit shown in 
Fig. 31 (c). Across the terminals AB is connected the L-C circuit in which 
the resistive losses are represented by the circuit conductance G,. The 
circuit is loaded by the admittance Y; = Gz + jBt. 

Looking into the circuit at the terminals AB one sees the admittance: 


/ 1 e tf 
Y,=G+jB+ Yi = Get soz + Ge + Yi 
which may be rewritten: 


= ° C @ _ #0 ” 
Y,= G, +7 c(2 =) 4 Y, igs 


~G. + 3 (2) Yoo + Vi, 


1 
where wo = VJiG Yo = i. 


The expression /S, having the dimensions of an admittance, is by definition 


the characteristic admittance of the circuit, Yo.. Its relation to the energy 
stored in the circuit, and through this to the various Qs defined above, may 
be seen from the following: Using the root mean square value of voltage, the 
energy stored in the circuit is CVzy. This can be reduced by the use of the 
definition of the resonant frequency and by differentiation of the expression 
(19) for the admittance, thus: 


2 _ Voeo ys = 5S 
CVar = Var = 35 dw 





: Vir . (20) 
a=nw 9 


Thus, at a given frequency we, the energy stored in the circuit for unit voltage 
applied to it may be specified either by the characteristic admittance of the 
circuit, Y,., or by the rate of change of susceptance with frequency at the 





Fa 
resonant frequency, a5 ; 
women 
The loss of energy per cycle in the circuit itself, that is, in the shunt con- 
ductance G., is the power loss in the circuit divided by the frequency, 
Ver G, 


wo/ 2a” 





From this and equation (20) the unloaded Q is seen to be: 


2 Vi, 

a5 ge Os . 
Co = on TG, 
(wo / 2a 


— Y06 
==. (21) 
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Similarly, for the loaded and external Qs: 
Voc 


oh (22) 


Q.= G+ G7)’ 
Y, 
QCat = qr (23) 


It follows that the Qs are related thus: 
1 1 1 
Or Oo” Ou’ 
The efficiency of the circuit, defined as the fraction of the energy which 
reaches the useful load is then: 


(24) 


n= or 
Gives ©G:Vix Gr aG 
Yo 
On: Qu (25) 





~ Yo Y 0 — ext ~~ Qet 
On **O 

5.5 Resonators with Distributed Constants. The individual cavities of 
the magnetron oscillator, however, are circuits in which the parameters are 
distributed and not lumped. They may be considered to be “‘strip-type” 
resonators, three forms of which generally used in magnetrons, are shown 
in Fig. 21 (a), (b), and (c). Type (a) has been called the slot type resonator; 
(b), the vane type, deriving its name from a common method of fabrication 
in which rectangular plates are disposed around and brazed to the inside of 
a cylindrical cavity; and (c), the hole and slot type resonator. The forms 
of these resonators, especially the parallel strip form of Fig. 21 (a), suggest 
that the resonators may be considered as sections of terminated transmission 
lines. 

Voltage and current waves traveling down a section of uniform trans- 
mission line, terminated at one end by a short circuit and driven by a sinus- 
oidal voltage at the other end, are reflected at the shorted end. The inter- 
ference of the incident and reflected waves results in standing waves of 
voltage and current along the line. Since the voltage and current waves 
suffer phase changes on reflection differing by 7 radians, the corresponding 
standing waves are shifted by w/2 radians relative to one another. Thus 
the input admittance of the section of line is a periodic function of the dis- 
tance, ¢, to the shorted end. For a lossless line, this admittance is given 
by the expression: 

Y= —7Y¥- cot “EE om — JVo cot (26) 
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In (26), Y,. is the characteristic admittance of the line. For a line of given 
length, this expression gives the input admittance as a function of frequency. 
When the frequency is c/4¢, the line is a quarter wavelength long, and the 
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Fig. 21.—Three “strip type” cavities commonly used in magnetron resonator systems; 
each resonant at the frequency ¢/A. Type (a) is essentially a quarter wavelength ()/4) 
section of uniform transmission line. It should be noted how types (5) and (c) are physi- 
cally aaa than type (a) by virtue of the greater relative capacitive loading near the 
open ends. 


input admittance, if the line is lossless, is zero. In other words, the section 
of line resonates at this frequency.” In a quarter wavelength resonator of 

18 The frequency of resonance, f = ¢/4f, is the fundamental or lowest frequency of an 
infinite series of resonant frequencies for which the line length is (2¢ — 1)d/4; 


. f= 2q — 1)c/4,q = 1,2, 3, ---. 7 : 
These frequencies may be by considerations of the phase relationships which must 
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uniform geometry, the voltage is maximum at the input end and the current 
is maximum at the shorted end, each varying sinusoidally to a node at the 
other end of the line. 

The frequency of resonance of a section of terminated uniform line is thus 
determined by its length. If the geometry of the line is nonuniform, the 
frequency of resonance may be determined by the solution of Maxwell’s 
equations with the appropriate boundary conditions. In general, this 
procedure is involved and tedious, however. One may get a reasonable 
idea of the values of wo and Yo by assuming the half of the resonator near 
the open end to be capacitive only, the half near the closed end inductive 
only, and calculating C and L by application of elementary formulas to an 
equivalent parallel plate capacitance and a single turn sheet inductance of 
height # and proper cross sectional area. In the case of geometry like that 
of Fig. 21 (c), the division of the resonator on this basis is obvious. 

A line of physical length ¢’, less than \/4, may be made to resonate at the 
frequency c/d by connecting across its input end a lumped capacitive sus- 
ceptance, of magnitude, wC, equal to that of the inductive susceptance of 


7 
the line, Yo cot one [see equations (18) and (26)]. In like manner, reso- 


nators like those of Fig. 21 (b) and (c), whose physical length is less than 
\/4, may be considered to be made up of an inductive section of uniform line 
across which additional capacitance has been inserted near the open end, 
bringing the frequency of resonance toc/A. In Fig. 21, the three resonators 
of different physical lengths all resonate at the same frequency. 

In addition to the resonant frequency of a resonator of distributed con- 
stants, one may define its Qs and characteristic admittance and link these 
to the rate of change of susceptance and energy storage capacity at reso- 
nance as was done for the circuit of lumped constants. Resonators of 
different geometry but of the same resonant frequency differ in character- 
istic admittance and loss conductance and hence in the Qs and the amount 
of energy which can be stored with unit voltage impressed across the in- 
put end. Of the resonator types shown in Fig. 21, the slot type has the 
largest admittance, the vane type, the smallest admittance, with the hole 
and slot type intermediate. 


6. RESONATOR SYSTEMS 


6.1 Two Coupled Resonators: The resonator system of the magnetron 
oscillator consists of a number of individual resonators of distributed param- 
eters, machined into the anode block. As the simplest case of a system of 
coupled resonators, consider that having two resonators which are coupled 


exist between oppositely traveling waves on a lossless line for constructive interference. 
These considerations are similar to those employed later in the discussion of the modes 
of oscillation of the magnetron resonator system as a whole. 
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only by the mutual linkage of magnetic lines and which resonate at the same 
frequency, wo, when uncoupled. 

When such a coupled system is shock excited it is observed that the 
oscillation amplitude in either of the circuits is modulated at a so-called beat 
frequency, w,;. A fraction or all of the energy in the system, depending on 
the initial conditions, surges back and forth at this frequency between the 
circuits similar to the manner in which the energy of motion is exchanged 
between two coupled pendulums. The total energy in the system is con- 
stant, the beats differing in phase by #/2 radians between the circuits. 

The observation of beats is a manifestation of the fact that the two coupled 
resonators form a complex system oscillating simultaneously in its two 
modes for which the frequencies are (wo ++ ws) and (wo — ws). The oscilla- 
tion in either circuit results from the superposition of the two component 
oscillations in this manner: 

A cos (wo + ws) t+ B cos [(wo — we) t + 6] = 


5 6\ (27) 
(A — B) cos (wo + ws) ¢ + 2B cos (ws — 5) Cos (os + ) 


with a similar expression for the case when A < B. The oscillation may 
be predominantly of one frequency, that is, almost entirely in one mode, if, 
for example, A > B. In general, the oscillation is a superposition of a 
steady oscillation in the predominant mode [(wo + ws) if A > B] and an 
oscillation whose amplitude vanes with the beat frequency, ws. In the 
special case, when the component oscillations are of equal intensity, A = B, 
the amplitude of the resultant oscillation in either circuit goes to zero periodi- 
cally at the frequencyws,. This represents the case for which all the energy 
present in the system is transferred back and forth between the circuits. 

The frequency separation of the two modes arises from the coupled effect 
of the oscillation in each of the circuits on the oscillation in the other. Thus, 
in the mode of lower frequency, (wo — wz), the two circuits oscillate in phase 
and the self induction effect in each circuit is aided by the mutual induction, 
each circuit behaving as though it were oscillating freely with a greater 
value of self inductance and hence at lower frequency [equation (17)]. For 
the mode of higher frequency, (wo -+ wa), the reverse is true. Here the two 
circuits oscillate out of phase by x radians, the mutual induction opposing 
the self induction and the circuits oscillating as though uncoupled with a 
smaller value of self inductance and hence at higher frequency. 

If instead of shock exciting the system of two coupled resonators it is 
forced to oscillate by applying to it a sinusoidal voltage of variable fre- 
quency, the admittance of the system is found to pass through minima at 
the mode frequencies (wp + wg) and (wp — ws). Thus it is possible to drive 
the system and store energy in either of the two modes. For each mode of 
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the coupled circuit system, as for the simple single frequency resonator, Q 
parameters and a characteristic admittance may be defined which specify 
sharpness of resonance and energy storage capacity, respectively. 


6.2 The Multicavity Anode Structure: As an introduction to the dis- 
cussion of the multicavity resonator system of the magnetron oscillator 
having cylindrical symmetry, consider the system of a series of resonators 
machined side by side in a linear block as shown in Fig. 22. One may con- 
sider such a linear array either to be infinite in extent or to be terminated 
in some manner at the ends of a string of N identical resonators. 





Fig. 22.—A linear array of resonators terminated at both ends by generalized termina- 
tions cent by planes. The figure is meant also to indicate the nature of the infinite 
array of resonators referred to in the text. 


The oscillation in each resonator of the array of coupled resonators is 
specified by a differential equation in terms of a variable, such as current 
or voltage, the constants of the circuit itself, and the mutual interaction 
between the circuit and its neighbors. Each solution of the set of simul- 
taneous differential equations for all the resonators involved corresponds 
to a definite phase shift between adjacent resonators. The allowed values 
of this phase shift depend upen the boundary conditions imposed on the 
string of resonators. If the block is infinitely long, all values of phase shift 
are allowed. In terms of the electromagnetic field pattern formed on the 
front surface of the block by the fringing fields of the individual resonators, 
this means that traveling wave solutions representing waves of any velocity, 
traveling over the surface of the block in directions normal to the slots, are 
possible. If the block is terminated, on the other hand, the boundary 
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conditions restrict the phase shift between resonators to a set of specific 
values. These correspond to the traveling waves which on reflection at 
the terminations constructively interfere. 

The cylindrical magnetron anode structure is a series of N resonators 
connected in a ring. It may be thought to be a section of a linear array of 
resonators rolled into a cylinder. The boundary condition imposed is that 
of connecting together the resonators at the ends of the string. Under 
these circumstances only those modes of oscillation are possible for which 
the total phase shift around the ring is 2x” radians, m being any integer 
including zero. The oscillations in adjacent cavities then differ in phase 


by si radians. Again this means that only those waves traveling around 


the anode block which constructively interfere are possible solutions. These 
are waves which, after leaving an assumed starting point and traversing the 
anode once, arrive back in phase with the wave then leaving in the same 
direction. ‘The anode potential waves and the RF interaction fields in the 
interaction space to which they correspond have already been discussed in 
connection with equations (12) and (13). In these electromagnetic field 
patterns, the electric and magnetic field components are displaced both in 
space and time phase by 2/2 radians relative to one another, similar to the 
manner in which voltage and current on a terminated transmission line are 
related. 


6.3 The Modes of the Resonator System: It has been seen that the modes 
of oscillation of a magnetron resonator system are characterized by definite 
values of the phase shift between adjacent resonators specified by ~ , in 
which the parameter m may assume only integral values including zero. 
Each such mode of oscillation has a frequency different from the frequency 
of any other mode and from the frequency of one of the N resonators oscil- 
lating freely and uncoupled from its neighbors. In the general case of V 
coupled resonators, as in the case of two coupled resonators previously dis- 
cussed, the modes of oscillation have different frequencies because of the 
effect of the mutual coupling between the resonators. For N = 2, the 
oscillations in the two resonators are either in phase or w radians out of 
phase, the induction in one circuit by the other either directly adding to or 
subtracting from the self induction. In the case of the multiresonator sys- 
tem the mutual induction effect may bear phase relations to the self induc- 
tion other than 0 and z radians. Thus not only the magnitude of the 
coupling but also this phase relationship determines the magnitude of the 
effect of the mutual induction and hence the amount of deviation of the 
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mode frequency from that of a single uncoupled resonator. If the coupling 
between resonators were in some way gradually reduced, all mode frequencies 
would converge to the value for a single uncoupled resonator. 

The complete anode potential wave for a mode specified by the parameter 
n has been given in equation (12). Each of its traveling components is 
represented by a fundamental of periodicity » and a series of so-called 
Hartree harmonics of periodicities k = n + pN, p = 0, +1, 42,:-:-. 
Any sinusoidal component for which the number of complete cycles around 


the anode is greater than > is thus a harmonic of the complete field pattern 

N 
’ ‘9 ° 
Physically distinguishable modes of oscillation exist only for the values of 


for one of the modes whose fundamental is of periodicity n = 1, 2, --- 


n less than or equal to ao including zero. However, this accounts for only 


: + 1 of the N modes of oscillation which one expects a system of NW reso- 
nators to possess. The reason for this is that in general the frequency of a 
mode specified by the parameter n (except for the values 0 and . ) is a double 


root for a perfectly symmetrical anode structure. The mode is thus a 
doublet and is said to be degenerate. One would expect this on mathe- 
matical grounds from the fact that the general solution of expression (12) 
has four arbitrary constants, whereas a singlet solution of the system of 
second order differential equations specifying the oscillations should have 
no more than two. 

The nature of the degeneracy of the modes of the resonator system is 
perhaps most clearly seen by investigating what happens when the sym- 
metry of the system is destroyed by the presence of a disturbance or per- 
turbation at one point, a coupling loop in one of the cavities for example. 
Such a disturbance provides the additional boundary condition needed to 
remove the degeneracy. 

Consider the effect of the perturbation on the mth mode. It represents 
an admittance shunted across the otherwise uniform closed ring of resonators. 
This shunt admittance may be represented by ¢Yo, ¢ being a complex num- 
ber, taken to be small for simplicity, and Yo the characteristic admittance 
of the closed resonator system. In such a system, a potential wave inci- 
dent upon the disturbance eV» , having an amplitude @ at the disturbance, 
breaks up into a reflected wave and a transmitted wave which, if € is small, 


have the amplitudes — : a and( 1 — 5) a, respectively [see equation (30) 
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for the reflection coefficient on a transmission line]. In passing across the 
disturbance, a wave undergoes a small phase shift d¢(w). Since the total 
phase shift around the entire system must remain 2x, one may write: ¢(w) + 
5@(w) = 2xn, in which ¢(w) is the phase shift around the system not in- 
cluding the disturbance. If there is no disturbance, w = w, (wz is used here 
for the wo of the nth mode), 5@(w) = 0, and ¢(w,) = 2xn. For waves inci- 
dent upon eY»o from either direction, the respective amplitudes a and 6 at 
«Yo must satisfy the equations: 


o=|-$5+4(1 -$)o] a 
_|}_€ _€é 6 (e 
s=| So +(1 =) 5] em. 


Writing 2xn — se -(w — wa) for 6) = 2xn — 6p) in these equations 


and keeping only first order terms, one obtains the following pair of ho- 
mogeneous linear equations for a and 8: 





#32 me wn) |e 2? a 
_€ . o¢ a —, —w= € — 
sot [a|se] © — 00) sa=o. 





These equations have a solution if and only if the determinant of the co- 
efficients vanishes, that is, if: 


. 10 _ .| dd 
J Bis ie (w on) {5 | 





*(w — on) -«|=0. 





The two solutions are thus: w = w,, for which @ = —b, andw = w, — 
, 56 for which a = 5b. 
| Ow [en 

From these facts concerning the amplitudes, namely, that at the disturb- 
ance eY» the amplitudes of the two oppositely traveling waves must either 
be equal or equal and opposite in sign for all time, one may conclude that 
the waves are of equal amplitude and that the standing waves resulting for 
each frequency must have a node at the disturbance for the w = w, solution 


and an antinode there for the w = w, — ase solution. 
| 





dw 
What this means in terms of the general solution for the degenerate mode 
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of periodicity 2 of equation (13) may now be seen. Expression (13) may 
be rewritten in terms of @ measured from the disturbance eY» in this way: 


Ver = 2» (A, — By) cos (wt — kO + +) 
+ 2 2B, cos € 7 ) Cos + (++) cos k6 (28) 
+ 2 2B, sin € x ) cos + (£4) sin 6. 


When the degeneracy is removed, the first summation representing the 
traveling wave vanishes since the amplitudes A, and B, are equal for the 
reasons indicated. Furthermore, the second term involving cos k@ terms 
is then the component of the doublet whose frequency changes, and the 
third term involving sin k@ terms is the component of undeviated frequency. 
For the latter component the disturbance appears at a node and hence has 
no effect. The reverse holds for the cos k@ solution. For it, the frequency 
deviation depends on the magnitude of the disturbance through the quan- 
tity e«. ‘The disturbance caused by the coupling loop in an actual magnetron 
resonator system is sometimes sufficient to split the components into dis- 
tinguishable resonances. 

Thus an unsymmetrical multicavity resonator system in general has two 
modes of different frequency for each value of ». With respect to the 
asymmetry as origin, one of these modes has a cosine-like field pattern, the 


other a sine-like field pattern. This is true for » = 1, 2,--- 








N 
37 1, con- 
tributing 4 — 2 modes. The remaining two modes of the resonator sys- 
tem, for which » = 0 and a are singlet modes even in the symmetrical 


anode. ‘This may be seen from the analysis demonstrating the splitting of 
the mth mode into two components. For the » = 0 mode, since the anode 
potential wave is independent of azimuthal angle, the solution w = w, for 


which ¢ = —6 represents the trivial case of zero amplitude at all points. 
Similarly, for the n = 5 mnpden the emede) thee = aoe sahition 
Be larg 








for which a = 5b yields a cosine-like pattern giving zero potentials at each 
anode segment, an equally trivial case. Thus each of the N modes of the 
multicavity resonator system have been accounted for. 

As an example, plots of the field configurations for the modes of a magne- 
tron having eight resonators are shown in Fig. 23. For clarity, only the 


Google 








MAGNETRON AS GENERATOR OF CENTIMETER WAVES 107 







9? 


PPP? oP 
A Dig 
DG 

8844 8464 


re? 
rit 
a 


464 4484 


maw m ee GD 


? 
! 
! 
1 
( 


oo WG 





o 





— ee =~ we 2 ow we ws eww SE ww Se = ee ee ee 
Se ee ee 


net 7 r A OY a a Al at 
Ky Ze i! 
tan eee HC 7 y Zi i Y t y ] 2 ! 





—enr ewe = = —-—e w28ePee a 


yg 
Hn 
ua 2 


a 
- 
re} 
KS; 
, 
i 
SSS! 
(----) 
p 
Sy 
Ih 

a 
SSS 
ee 
ea 
SS 
! 

§ 

| 

t 

‘ 

4 

ae) 





nes Coat rm “Ta fo (aoa aR Team 
WAZ DD ee) iD 
ee mF 


A 
C) pes Ute eect et 
/ 





| 
a [op ea ea an an reali al 
A Qe eae 
' pily ee iA rir My V 
AS a i a a a 





{ 


Fig. 23.—Configurations of electric fields, magnetic fields, and anode potentials for the 
n= 0), 1, 2, 3, and 4 modes of a resonator system having eight resonators. For each field 
pattern of periodicity , the configuration of the electric lines of force in the magnetron 
interaction space is shown at the left, the configuration of the magnetic lines threading the 
resonators is shown at the upper right, and anode potential waves are shown at the lower 
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electric field lines of the fundamental component (p = 0) of each mode are 
shown in the interaction space. Only the magnetic field lines are shown in 
the resonators. Below these is plotted the distribution in potential for 
each of the fundamentals, sin 76 and cos 76, n = 0, 1, 2, 3, and 4. For the 
n = Q mode the magnetic flux threads through all the resonators in the 
same direction and returns through the interaction space. That all the 
segments are in phase and the interaction space field is independent of angle 
may be seen. That there is but one x mode is also seen from the fact that 
the cos 49 term corresponds to zero potential on all the anode segments. 
The first Hartree harmonic for the » = 1 mode, namely that for which 
p = 1, having seven repeats (& = 7) or a total phase shift of 14x radians 
around the anode, is also plotted in Fig. 23 in addition to the fundamental. 
The fact that it yields the same variation of anode segment potential around 
the anode as the fundamental is apparent. 

If the system of N resonators were shock excited it would oscillate in all 
of its modes simultaneously, producing beats in a manner analogous to but 
considerably more complicated than that for the system of two resonators 
already discussed. Furthermore, if the system were forced to oscillate by 
an external drive whose frequency can be varied, the admittance of the 
system would go through a minimum at each of the mode frequencies. With 
each such resonance there are associated values of the Qs, characteristic 
admittances, energy storage capacities, and the like. 

The loading of the two modes of the same value of n by the output circuit 
of the magnetron depends on the position of the output loop relative to 
the respective standing wave patterns. If the output coupling loop forms 


right. The interaction field plots represent only the fundamental components in each 
case. The higher harmonics would affect the fields as plotted most radically near the slots 
in the anode surface. The arrow shown in one of the slots in each case indicates the res- 
onator which is coupled to the output circuit. The field lines in each plot are spaced 
correctly relative to one another but not relative to those in any other plot. In the plot 
of magnetic field lines in the resonator system (shown as dashed lines), the anode is de- 
veloped from the cylindrica] case, the anode segments being represented by the shaded 
rectangles. At the center is a representation of the output loop. The magnetic lines for 
the » = 0 mode thread through each resonator in the same direction and back through the 
interaction space in the opposite direction as indicated by the open circles at the ends of 
the lines. For each mode the magnetic lines are shown for the instant when RF current 
flow is maximum and all anode segments are at zero potential. In the plots of anode 
potential, the full lines represent the potential variations with azimuthal angle @ of the 
fundamental components sin k@, k = m. 6 is measured from the position of the output 
coupling loop. The full circles on these curves indicate the potentials of the anode seg- 
ments. The dashed lines represent the cos k@, k = ”, modes. It should be noted that 
the cos 46 configuration is trivial as it yields zero potential on each anode segment at all 
times. The cosine curves may also be taken to represent the azimuthal] variation of mag- 
netic field intensity which is in time quadrature with respect to the corresponding sine curves 
of potential. Similarly, the sine curves may represent magnetic field intensity correspond- 
ing to the cosine curves of potential. For the # = 1 mode the potential vanation for the 
second Hartree harmonic (” = 1, p = —1) is also plotted (actually sin 7@ is plotted in- 
stead of sin —76 for comparison with sin @). It is to be noted that it corresponds to the 
same anode segment potentials as its fundamental. 


Google 








MAGNETRON AS GENERATOR OF CENTIMETER WAVES 109 


the asymmetry discussed above, one of the modes 1s strongly coupled and 
the other weakly coupled. The strongly coupled mode is that for which 
the anode potential wave is sine-like with respect to the cavity containing 
the output coupling loop as origin. In this mode the current and hence the 
magnetic flux in the output cavity is maximum. The fact that one of the 
modes of periodicity n is weakly coupled may be of significance in magnetron 
operation. As will be discussed later, oscillation in a loosely coupled mode, 
having a high Q by virtue of its being damped only by losses in the resonator 
system itself, may build up more rapidly under electron drive than that of 
the x mode. Then it is possible for the magnetron to oscillate either steadily 
under certain conditions, or intermittently, in an unwanted mode. For this 
reason it is usually necessary to provide a second asymmetry in the anode 
structure so as to shift the standing wave patterns of the two modes of same 
n most likely to offend and in this way to equalize their coupling to the out- 
put circuit. 


6.4 Higher Order Modes: To this point in the discussion the RF cir- 
cuit of the magnetron has been assumed to behave like a string of V lumped 
circuits coupled together in a ring, each circuit having only one natural 
frequency of resonance. This structure, as has been seen, has N modes of 
oscillation. Actually the multicavity resonator, since its constants are 
distributed, has an infinite number of modes of oscillation. They are to 
be distinguished by the nature of the variation of the RF field along the 
axis of the resonator system and radially in the individual resonators. Thus 
there may be nodal planes passing through the resonator system normal to 
its axis, or nodal cylinders, concentric with the axis of the system, passing 
through the resonators. The modes may be classified as symmetric or 
antisymmetric depending on whether the two ends of the system are in 
phase or x radians out of phase. The variation of RF voltage along the 
anode length is a circular sine or cosine function if the mode frequency is 
greater than the resonant frequency of the unstrapped resonator system 
and is a hyperbolic sine or cosine function if the mode frequency is less. 
The fundamental multiplet of N modes discussed above are symmetric 
modes corresponding either to no variation or to a hyperbolic cosine varia- 
tion of RF voltage along the length. In these modes of the resonator system 
the cavities, considered as radial shorted transmission lines, resonate in 
their fundamental modes. Generally the frequencies of the higher order 
modes of the resonator system are quite far removed from those of the 
fundamental multiplet and only rarely need be considered. 


6.5 Other Types of Resonators: As alluded to earlier, other types of 
magnetron resonators have been devised which can supply the proper al- 
ternate x mode potentials to the segments of a multisection anode. Two 
of these which have received some consideration by magnetron designers 
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but which have not come into general use will be mentioned in passing. One, 
the so-called ‘‘serpentine” anode structure, consists of a single slot, cut 
into the anode body, which winds up and down the anode length and 
around the interaction space. It is essentially a “‘half-section” wave guide, 
closed on itself, oscillating in its fundamental at the cut-off wavelength. 
As one passes along the resonator, the field for this mode is uniform, but, 
by virtue of the geometrical arrangement, the field it supplies to the inter- 
action space is x radians out of phase from gap to gap. Other modes corre- 
spond to integral numbers of wavelengths along the length of the “serpen- 
tine” resonator. The separation in frequency between the fundamental 
and the next highest harmonic generally is not as great as is desirable. 

The other magnetron resonator system to be mentioned involves 
the use of a single toroidal cavity of rectangular cross section whose inner 
cylindrical surface has been removed. Across this opening are placed the 
anode segments, adjacent ones being connected to opposite sides. The 
fundamental of this cavity corresponds to the cut-off wavelength as in the 
“serpentine” structure. This cavity has been mentioned in the literature” 
and has received some attention during the war. It is most useful in low 
voltage CW magnetrons where the small interaction space makes possible 
a resonator with sufficiently great mode separation between the fundamental 
and the first harmonic. 


7. SEPARATION OF MODE FREQUENCIES 


7.1 Necessityand Means: The frequencies of the modes of the magnetron 
resonator system near that of the mode would ordinarily be closely grouped 
were not steps taken to separate them. Curve (a) of Fig. 25 shows the dis- 
tribution of mode wavelengths for a typical 10 cm. resonator system like 
that of Fig. 1. It is not easy to account for the exact nature of this curve. 
By virtue of the fact that the mutual induction effects between circuits 
bear different phase relations to the self induction effects for different modes 
one would expect the mode frequencies to differ. However, the conditions 
at the ends of the resonator block, in which region the flux lines link the 
resonators, are extremely important and affect frequency in a way not com- 
pletely explained as yet. That the end regions should have an effect is 
understandable since they contribute capacitance and inductance as does 
any other part of the resonating cavity in which there are electric and mag- 
netic field lines. Furthermore, as might be expected, it has been demon- 
strated that the end conditions have a greater effect on mode frequency 
the lower the mode number #. This results from the fact that the field 
strength in a mode of periodicity n falls off inversely as rapidly as the nth 
power of the distance from the resonator block. 

From the point of view of the electronics of the magnetron, one might 


* This resonator is the so-called “turbator” discussed by F. Lidi, Bull. Schweiz. 
Elektrotechn. Verein, Vol. 33, No. 23 (1942). 
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think proximity of mode frequencies to be no problem because the different 
modes, even if of the same frequency, generally require different conditions 
relating the operating parameters V and B for oscillation [see relation (14)]. 
From the circuit point of view, however, close proximity of the mode fre- 
quencies is clearly undesirable, for under such conditions it is possible that 
a second mode may be excited by the electronically driven mode which is 
usually the mode. The x mode oscillation, coupled to the second mode 
through some asymmetry in the resonator system, under these conditions 
sets up forced oscillations in the second mode. The interaction field pattern 
of the second mode then appears as a contamination of the x mode pattern, 
adversely affecting the electronic interaction with the + mode. 

The mode frequency separation in magnetron resonator systems generally 
has been accomplished by two methods which bear an instructive relation 
to the means by which the mode frequencies of two coupled resonators may 
be separated. In the two resonator system, it is clear that the mode fre 
quency separation can be increased by increasing the coupling since the 
difference in mode frequencies is brought about by the mutual coupling 
between the circuits, as has been explained. On the other hand, mode 
frequency separation may also be accomplished by detuning the individual 
resonators relative to one another. In either case the mode frequencies 
separate. Under shock excitation of the system, the beat frequency, equal 
to half the difference in the two mode frequencies, increases, corresponding 
to the greater rate of interchange of energy between one resonator and 
the other. 

In the multicavity resonator system of the magnetron these means corre- 
spond, on the one hand, to the increase of coupling by conductive connec- 
tions between the resonators, or so-called straps, and, on the other hand, to 
the use of cavities tuned alternately to different frequencies. This latter 
method has been used in the so-called “rising sun” anode structure to be 
discussed presently. 


7.2 Strapping of the Resonator System: The idea of strapping a magnetron 
anode appeared in a British attempt to lock the oscillation of the resona- 
tor system into the x mode by connecting alternate anode segments together 
with wire straps. Although the number of modes of such a strapped struc- 
ture is not changed, since its N-fold symmetry remains, the so-called ‘“‘mode- 
locking straps” did succeed in separating the modes and making for easier 
oscillation in the x mode alone. The frequency separation of the modes is 
not infinite, however, because the straps are not of negligible length com- 
pared to a wavelength and thus have appreciable impedance between points 
on the structure to which they are connected. In most magnetron resonator 
systems today, straps of some form or other are employed. 

In Fig. 24 are shown four types of strapping including the early British 
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SHOWING LOCATION 

OF STRAPS IN TOP : 
OF ANODE 

Fig. 24.—Schematic diagrams of four strapping schemes used in magnetron resonator 
systems. End views are shown on the left, cad views rolled out as in Fig. 23 are shown on 
the right. (a) represents the early British type of unsymmetrical wire strapping, (3), a 
single ring type, (c), the so-called echelon type of wire strapping, and (d), the double ring 
type. In types (a) and (}) the straps on each end are at the same radius except where 
ey overlap but are shown separated on the left-hand diagram for clarity. In types (c) 
and (d) the straps on the same end are at the same height and are shown as in the right- 
hand diagrams for clarity. The section A—A through type (d), shown below, indicates how 
the straps may be recessed into the resonator structure for shielding. The nature of the 
strap breaks introduced into types (c) and (d) are seen. In type (c) two links are removed 
and in type (d) actual breaks are made in the otherwise symmetrical rings. The breaks, 
shown here adjacent to the output coupling loop, are usually placed diametrically opposite. 
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type. In Fig. 25 are shown the distributions of mode frequency for a typical 
resonator system unstrapped, and strapped with three of the types of 
strapping shown in Fig. 24. 

' It is possible to account, in quite simple terms, for the shift which takes 
place in the mode frequency distribution when the anode is strapped. For 
this purpose consider a double ring strapped system like that of Fig. 24 (d). 
The role of-the straps in determining mode frequency depends upon the 
relative magnitudes of their shunt inductive and capacitive effects. The 


WAVE LENGTH, A, IN CM. 





MODE NUMBER, n 


Fig. 25.—Plots of the variation of mode wavelength with mode number for a resonator 
system, unstrapped, or strapped in different ways. Curve (a) is for the unstrapped anode 
structure. Curve (b) is for the same structure strapped as shown in Fig. 24 (a), curve (c) 
for the same structure strapped as shown in Fig. 24 (5), and curve (d) for the same structure 
strap as shown in Fig. 24 (d). It is to be noted how the wavelength increases for large 
n and decreases for small m as the “‘strength’”’ of strapping is increased. 


capacitive effect of the straps for any mode depends upon the amount of 
shunt capacitance added relative to that already present in the resonators 
and upon the positions in the system to which they are connected. This 
latter determines the average phase difference between the rings and thus 
their potential difference per unit RF voltage excitation. Similarly, the 
inductive effect of the straps depends upon the magnitude of their shunting 
inductance relative to that in the resonators. However, the important 
consideration concerning the points to which the straps are connected is the 
phase differences between points along the resonator system to which a 
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given ring is connected. This determines the amount of current which the 
strap carries. 

In the case of the x mode the two straps are x radians out of phase, each 
strap being connected to points which are in phase and at potential maxima 
[compare Figs. 23 and 24 (d)]. Their effect is predominantly capacitive. 
The only currents flowing in the straps are the charging currents of the strap 
capacitances. If a resonator system having a total capacitance C, a total 
inductance L, and a x mode angular frequency w» , is strapped by a strapping 
system which adds a total capacitance C, to the resonator system, the new 


frequency is 
wo = 1/V/L(C + C,) = wo/V1 + CC. 


The change in frequency is thus specified by the so-called “strength” or 
“tightness” of the strapping implied in the ratio of strap to resonator 
capacitance. | 

For modes of lower periodicity, » < N/2, the average potential difference 
between the straps and thus their capacitive effect is less because the straps 
connect points on the resonator structure differing in phase by less than x 
radians. This corresponds to the shunting of a resonant line by a capaci- 
tance nearer the voltage node, at which point it would have no effect. On the 
other hand, a given ring now connects points on the anode whose potentials 
differ in phase. The ring thus provides additional conducting paths for the 
circulating RF currents in the resonator system. These paths are essentially 
shunt inductances across the resonators which reduce the over-all inductance 
of the resonator system, shifting the mode to shorter wavelength. As mode 
number decreases the two straps come closer together in potential but each 
strap connects points of greater potential difference. Thus the capacitive 
effect decreases, the currents carried by the straps and hence the inductive 
effect increase, resulting in a progressive depression of mode wavelength. 

In Fig. 25 the curves (a), (b), (c), and (d) represent the’ progression from 
the unstrapped case, (a), through three successive cases of increasing 
strength of-strapping. This increase in strength of strapping has resulted 
both in an increase of strap capacitance and a decrease of strap inductance 
as the increase of e mode wavelength and the decrease of mode wavelengths 
for smaller m demonstrates. It is accomplished by increasing both the inter- 
strap and strap-to-body capacitances as well as the cross sectional area of 
the straps. 

The magnitude of the inductance of a strap depends on its physical length 
between the points on the anode structure to which it is connected. As 
this length increases, the strap inductance increases and hence has less effect 
as a shunt path. For this reason, the effectiveness of a given strapping 
scheme in producing separation of mode frequencies is reduced if the anode 
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diameter is increased for higher voltage operation or to accommodate a 
greater number of resonators around the anode periphery. 

Finally, it should be pointed out that the location of the straps at the ends 
of the anode structure causes their effectiveness to reduce with increasing 
anode length. As anode length is increased, the mode frequency distribu- 
tion approaches that of the unstrapped resonator system of infinite length. 


7.3. Asymmetries in Strapping—Strap Breaks: Of very great importance 
to the operation of a strapped resonator system is the degree of symmetry 
in the strapping system. The early British strapping is not symmetrical 
around the anode. The other three types shown in Fig. 24 are symmetrical 
except for breaks which are usually incorporated at least on one end of the 
anode. These asymmetries in the strapping provide the most convenient 
method of incorporating in the resonator system the additional asymmetry 
needed to orient the standing wave patterns of doublet modes with re- 
spect to the output circuit of the magnetron so as to equalize their loading. 
In addition, the strap asymmetries are arranged so as not to affect the sym- 
metrical distributions of voltage and current in the resonator system for the 
x mode but to destroy such symmetry to an appreciable extent for other 
modes. For example, the destruction of the symmetry of the » = 3 mode 
pattern in a system of eight resonators by a single asymmetry in the strap- 
ping amounts to its contamination with a field component of periodicity 
corresponding to ” = 1. Since the voltage and magnetic field values at 
* which this contaminating component may be driven by the electrons are 
considerably farther removed from the + mode values than are those of the 
n = 3 mode, one has effectively converted the » = 3 mode into another 
mode less troublesome electronically. 

In the echelon strapping of Fig. 24 (c) the asymmetry is produced by 
removal of two of the connecting links. The breaks in the strip or ring 
straps of Fig. 24 (d) are located as shown in the center of a link between two 
strap “feet”: The break is thus at a current node in the strap for the z 
mode and has no effect on the pattern symmetry of this mode. For the 
other modes, however, the breaks appear at points where currents would 
normally flow and so represent sharp discontinuities in the structure for 
these modes. 

In connection with strapped resonator systems there are two further points 
which should be mentioned. The first of these is the necessity in some cases 
of shielding the straps from the interaction space. The inner ring straps, 
mounted on the ends of the anode structure, present potentials to the inter- 
action space which are independent of angle. This amounts to a perturb- 
ing # = 0 like component in the field pattern which is particularly strong 
near the ends of the anode and which affects magnetron operation adversely 
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in the manner already discussed in Section 4.5 Effect of Other Components in 
the Interaction Field. It can be removed by shielding the straps as shown 
for the case of the double ring straps in the section A-A of Fig. 24 (d). The 
shields, being parts of the anode segments, maintain the proper potential 
distribution in the interaction space. The echelon straps of Fig. 24 (c), 
since they overlap, need not be shielded. 

Secondly, the location of the straps at the ends of the resonator system has 
an effect on the amount of variation of RF voltage along the length of the 
anode in the mode. For anodes of length approaching a half wavelength 
or greater, this may become great enough to warrant attention. It is in- 
structive, in this connection, to consider the anode structure as being made 
up of two circular strip transmission lines, the straps at the ends of the 
structure, between which there are connected at intervals N “half-section” 
wave guides, the NV resonators of the system. Since the resonant frequency 
of the system is less than that of an individual resonator, the resonators act 
as inductances connected across each set of straps and as wave guide con- 
nections between the sets of straps operating beyond cut-off, the RF voltage 
varying hyperbolically along their lengths. Since the two ends of the anode 
structure are in phase, the mode is symmetric about the median plane and 
the variation of RF voltage along the axis is expressed by the hyperbolic 
cosine. 


7.4 The “Rising Sun” Resonator System: The second type of magnetron 
resonator system in which the mode frequencies may be separated sufficiently . 
well to allow ‘“‘clean” operation in the x mode is an unstrapped structure 
involving the use of resonant cavities of two sizes so arranged that adjacent 
cavities are alternately large and small. This resonator system, called the 
“rising sun” system, accomplishes mode frequency separation by a means 
analogous to the increase in separation of the mode frequencies of a system 
of two coupled resonators achieved by relative detuning of the individual 
resonators. At the Columbia Radiation Laboratory during a series of 
experiments with asymmetries in an unstrapped resonator system, designed 
to achieve good operation in a harmonic of one of its doublet modes rather 
than in the w mode, it was observed that as the natural frequencies of the 
two sets of resonators were separated the mode frequencies diverged in two 
groups as though each group corresponded to one of the two sets of resona- 
tors and that in this configuration the * mode was quite well separated 
from the other modes. Thus the system appeared to be well suited for 
x mode operation, providing a means of mode separation without the use 
of straps. As such it is particularly adaptable to use in magnetrons of 
short wavelength where straps become very small and extremely difficult to 
construct. 
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modes of the component systems, that is, modes of the same pattern period- 
icity, add in phase or x radians out of phase. Thus the modes of a “rising 
sun” system having eighteen resonators corresponding to » = 0, 1, 2,---, 
8, and 9 are to be compounded of the two sets of modes for the large and 
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Fig. 27.—Plots of mode wavelength as a function of mode number for three different 
resonator systems of eighteen resonators having the same axial length and r mode wave- 
length. Curve (a) is for an unstrapped resonator system of identical resonators. Curve 
(b) is for a “heavily” strapped resonator system having identical resonators. Curve (c) is 
for a “rising sun” type resonator system having a ratio of resonator wavelengths of 1.8 


small resonators, each set including modes of periodicities n’ = 0, 1, 2, 3» 
and 4. The two n’ = 0 modes when added in phase give the » = 0 mode 
of the whole system but when added = radians out of phase give then = 9 
or x mode of the whole resonator system. This latter fact is perhaps made 
more clear by the observation that in the » = 9 or x mode all the large 
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resonators are in phase and = radians out of phase with all the small reso- 
nators. Similarly the m’ = 1 modes of the two component sets of reso- 
nators added in phase give the n = 1 mode, added =z radians out of phase 
give the nm = 8mode. Them’ = 2 modes yield the nm = 2 and” = 7 modes 
of the total resonator,andsoon. Modesof the component resonator systems 
of different periodicities do not add as they are uncoupled in the same sense 
as two modes of a resonator system with resonators all of the same size. 
The curve showing the distribution in mode frequency from 2 = 0 ton = 4 
thus has the usual shape for increasing periodicity of the field pattern. 
The distribution in mode frequency for the remaining modes, however, is 
reversed in form and, as ” goes from 9 down to 5, appears as a distribution 
should for which the mode periodicity increases. The two branches of the 
mode frequency distribution curve thus appear as approximate mirror 
images which are shifted relative to one another along the frequency scale 
by virtue of the difference in phase of the mutual coupling between the two 
sets of resonators. As far as frequency is concerned, the x mode of the 
total system has the characteristics of a mode whose field pattern is inde- 
pendent of angle, and its frequency is well separated from those of other 
modes. 

As in the case of both unstrapped and strapped symmetrical resonator 
systems, equivalent circuits have also been devised and studied for the 
“rising sun” structure. Suffice it to say here concerning them that in each 
case it has been possible to explain and predict the mode frequency behavior 
to a surprising degree of accuracy. 

Asa magnetron resonator the “‘rising sun’’ system has both advantages and 
disadvantages. Its most obvious advantages are its lack of strapping with 
consequent ease of construction for short wavelengths and the ability to 
make an anode structure of any length with no penalty in mode frequency 
separation. Although the frequency separation of the + mode from other 
modes is not as great as is possible in strapped magnetrons, its independence 
of anode length and the fact that it can be realized at higher values of V are 
both important for high power magnetrons. Furthermore, the ‘‘rising sun”’ 
structure, having no strap losses, possesses an inherently higher unloaded Q 
than strapped resonator systems. This results in an improvement incircuit 
efficiency by a factor which may be as high as 1.2 at 1.25 cm. wavelength. 

The major disadvantage of the “rising sun” resonator system is the 
presence in its * mode interaction field of a strong admixture of a com- 
ponent independent of angle. How this comes about may be seen from the 
following considerations: The # mode frequency of the composite resonator 
system lies somewhere between the free oscillation frequencies of the large 
and small resonators. When oscillating in the x mode, therefore, the large 
resonators are longer and the small resonators shorter than an equivalent 
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quarter wavelength. Said another way, the electrical distance from the 
back of a large resonator to its opening in the anode, across the segment face, 
and to the back of the adjacent small resonator is an electrical half wave- 
length along which the voltage and current vary approximately sinusoidally. 
For this reason the maximum in the RF voltage and the corresponding cur- 
rent node do not appear at the mouth of either cavity but at a point (Mf of 
Fig. 28) somewhat inside the opening of the large cavity. This means that 
the electric field across the mouth of the larger cavity is greater than that 
across the mouth of the smaller cavity. The excess, since all the large 
cavities are in phase, adds up around the anode to form an electric field 
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Fig. 28.—A diagram illustrating the origin of the component independent of angle in the 
x mode interaction field of the “rising su.’ resonator system. The length of the arrow 
lying parallel to and just inside the resonator wall at any point is proportional to the magni- 
tude of the RF current flowing there. The RF current node, and hence RF voltage maxi- 
mum, occurs at 4f, inside the mouth of the larger cavity. Note that this gives rise to 
currents flowing in the faces of the anode segments which are in the same direction around 
the interaction space and that the RF field strength across the mouth of a larger cavity is 
greater than that across the mouth of asmaller cavity. This latter is indicated schemati- 
cally by means of the dashed arrows. 


component independent of angle like the » = 0 mode field in Fig. 23. 
Further, it is seen in Fig. 28 that at any instant there are currents flowing 
across the faces of the anode segments which are all in the same direction 
around the anode. With this net circumferential current is associated the 
unidirectional RF magnetic field component parallel to the axis shown 
also in Fig. 23. 

The amount by which the two sets of mode frequencies of the “rising 
sun” structure are separated increases with increasing ratio of resonator 
sizes. Corresponding to this, the amount of n = 0 like component in the 
interaction field increases. 

The presence of the component independent of angle in the interaction 
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field is thus an inherent characteristic of the “rising sun” resonator system. 
One is faced with the problem of designing for sufficient mode separation 
without unduly increasing this component. How the presence of this com- 
ponent in the interaction field perturbs the electronic interaction with the 
x mode, resulting in a performance characteristic like that of Fig. 20, has 
already been discussed. 


8. Output CrircuiTr AND Loap 


8.1 Output Circuit: In the general physical description of the centimeter 
wave magnetron whose constituent parts are shown in I‘ig. 1 there remains 
the discussion of the output circuit. The output circuit is the means of 
coupling the fields of the magnetron resonator to the load and as such it 
must contrive to induce a voltage across a coaxial line or a waveguide to 
which the load circuit is connected. Several types of coupling are involved 
in magnetron construction. These are illustrated schematically in Fig. 29. 
Here the resonator of the magnetron is represented by a simple L—C cir- 
cuit and any transformer action of the output circuit between the resonator 
and the load is to be accounted for by the unspecified network 7. The 
scheme of Fig. 29 (a) involves magnetic coupling, that of (b), electrostatic 
coupling, those of (c) and (d), two forms of direct coupling. 

Type (a), it is clear, corresponds to the output coupling accomplished 
by a loop, like that shown in Fig. 1, feeding a coaxial line. The loop may 
be placed inside the cavity as in Fig. 1, may be placed above the resonator 
in the end space as in the case of the so-called “‘halo” loop, or may be placed 
with its plane parallel to the axis of the anode between the resonators in 
the end space. In each case the coupling is effected mainly by linking of 
magnetic lines of force by the loop. The coupling is not entirely magnetic, 
however. There is electrostatic induction in the loop by the anode seg- 
ments near it, corresponding to coupling of type (b) of Fig. 29, and in the 
case of the third possible placement of the loop listed above, there is in- 
volved some direct coupling of the type (c) of Fig. 29 since the loop is termi- 
nated on an anode segment on which there is RF potential. 

In most cases the coaxial line must expand in dimensions from the loop 
extremity, pass through the vacuum envelope, and be provided with a 
means of coupling to the coaxial load line of the system in which the mag- 
netron is used. The output circuit from the loop to the smooth line of the 
system must provide the transformer action necessary to load the loop by 
an admittance which gives the desired Q [see equation (23)]. What this 
admittance must be is dependent, to be sure, on the size and position of 
the loop, that is, upon the degree to which it couples the magnetic lines in 
the resonator. Generally, the attempt is made to build the transformer 
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into the magnetron, preferably inside the vacuum envelope where any large 
standing waves present are less likely to cause RF voltage breakdown. 


| : a 
‘ ‘ i 
' LOAD €. bt ' T 1 LOAD 
i i 
Lio 


(c) (d) 


Fig. 29.—Schematic circuit diagrams representing four types of output couplings 
Type (a) is magnetic coupling, (b), electrostatic, (c) and (d), two forms of direct coupling. 
The unspecified network 7 represents the output circuit between the points where it couples 
to the resonator system and the load. 
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Fig. 30.—An example of a type of waveguide output circuit. It is representative of the 

type of eS Fig. 29 (d). Other t of resonator systems may be used (compare 

ig. 26), and the transforming section, for example, may be of dumbbell-shaped cross 
section rather than of rectangular cross section as shown. 


The type of magnetron output circuit represented schematically by Fig. 29 
(d) is the so-called waveguide output. Here one of the resonators is broken 
into by means of a slit as shown in Fig. 30. Attached to this slit is a trans- 
forming section which feeds directly into the load waveguide. The im- 
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pedance, R, at the resonator presented by the output circuit must be small. 
The characteristic impedance, Zp , of the waveguide is large. The trans- 
former usually consists of a quarter wavelength section of characteristic 
impedance equal to the geometric mean of Rand Z),~/RZ). The vacuum 
seal is made by a dielectric window in the waveguide. The quarter wave 
transformer section may be a parallel plate transmission line cut in the 
resonator block or may be a waveguide line of rectangular or dumb-bell 
shaped cross section. Here again, the specific amount of its transformer 
action must be adjusted, usually by variation of the small dimension, until 
it provides the proper value of Qext . 

Another type of output circuit involves coupling a coaxial line directly 
onto the straps. This represents practically a pure case of the type of 
coupling shown in Fig. 29 (c). 


8.2 Load: The load admittance which the output line presents to the 
output circuit of the magnetron oscillator depends upon the characteristic 
admittance, Yo, of the line and upon the manner in which the line is termi- 
nated. In discussing the single resonator of the magnetron resonator sys- 
tem as a section of lossless transmission line terminated by a short circuit, 
the input admittance and its relation to the standing waves on the line were 
mentioned. Since the termination reflects all the energy incident upon it 
in the shorted line, the voltage standing wave ratio, o, defined as the ratio 
of the maximum voltage to the minimum voltage along the line, is infinite. 
The input admittance of a shorted section of length ¢ has been given in 
equation (26). 

In the general case in which the line is terminated by an admittance, Y-z , 
not all the energy incident upon the termination is reflected, the standing 
wave, whose position is determinated by the phase of Y, , has a finite value 
of o greater than unity, and the input admittance is given by the expression 


Yr + 7Yo tan = 


Vise ia ast 
If the voltage reflection coefficient, 7, is defined at any point as the ratio 
of the complex voltage amplitudes of the reflected and incident waves, 


Ar and Ay, 


7m pet =m At, 


the standing wave ratio may be written 
_ lArl+|Ae|_ i+p 


~ [Ar] — [Ar] 1 p’ 
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and the input admittance, Y, expressed as 








ii 
1 y 
Conversely: 
a pee he (30) 


oti 14+ Y¥/¥%) 

If the line is matched, that is, terminated in its characteristic admittance, 
Yr = Yo, it is clear that the input admittance, Y, is equal to Yo, the 
voltage reflection coefficient, 7, is zero and the voltage standing wave ratio, 
g, is unity. 

These concepts are recalled here because they are used in specifying the 
magnetron load. The remaining point of interest with respect to ad- 
mittance relationships on transmission lines is the transformation of ad- 
mittance which occurs in going through a line of variable characteristics 
such as the output circuit of the magnetron. Such a section of nonuniform 
line may in general be considered as a lossless transducer, the admittance 
transformation through which is expressed as a bilinear form. In terms of 
the reflection coefficient 2 looking into the load at the output terminals of 
the transducer, the reflection coefficient +, , looking into the transducer at 
its input terminals may be wnitten thus: 


Bis + 72 en 
1 + Bis Yo eas, 
In this expression the number fiz. and the angles O42 and as, are the three 


parameters completely describing the transducer, which for lossless trans- 
ducers are real numbers. 


(31) 


_ 
fT; = € 3% 


9. EQUIVALENT CIRCUIT THEORY 


9.1 The Equivalent Circuit: From time to time in the discussion thus 
far, reference has been made to a lumped constant circuit or circuits 
which may be considered to be equivalent to the resonator system, output 
circuit, and load of the magnetron oscillator. One is now in a position to 
appreciate the justification for the use of such a simple, singly resonant 
circuit to represent as complex a device as the magnetron. As has been 
pointed out, this justification lies in the ability to separate the mode fre- 
quencies and to diminish sufficiently well, excitation of all modes except the 
x mode. Further, in the discussion of the equivalent circuit shown in 
Fig. 2, it was pointed out how the output circuit and the electronics may 
be treated by circuit analysis. This particular equivalent circuit will now 
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be discussed in some detail. From an analysis of this circuit it will be ex- 
plained how the power which the magnetron delivers and the frequency at 
which it oscillates depend upon the load attached to it. 

Consider now the equivalent circuit shown in Fig. 2, or as repeated in 
Fig. 31 (a). Since the N cavities of which the magnetron resonator system 
is composed are essentially in parallel for the x mode, the C of the equivalent 
circuit is V times the capacitance and the L is N times the inductance of a 
single cavity. G, is the shunt conductance representing the series resistance 


zm ae Lo (-2") 





ig. 31.—A diagram showing an equivalent RF circuit for the magnetron oscillator, (a), 
and how this circuit may be reduced in two steps, (5) and (c), to a simpler form. 


in the copper walls of the resonator system, Ly , the inductance of the out- 
put loop which is coupled by the mutual inductance, M, to the lumped in- 
ductance of the equivalent resonating circuit. Z represents the impedance 
of the load at the loop terminals. Thus it represents the load impedance 
to which the magnetron is attached, transformed through the output circuit 
to the loop terminals. 

The first step in understanding the circuit of Fig. 31 (a) is to reduce it to 
asimpler form. This is done in two steps as shown in Fig. 31. The induc- 
tances L and L,, with mutual inductance M between them, form a trans- 
former through which the impedances in the secondary circuit, jwLy and 
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Zz, are reflected into the primary circuit. It may be shown™ that the 
circuit of Fig. 31 (b) is the equivalent of that of Fig. 31 (a). The coupling 
into the primary circuit is represented by an ideal transformer connected 
across the primary inductance L to the secondary winding of which are 
connected the load impedance Z, and a reduced loop reactance 


tend all 
0 = qwly 1— Th : 


The ideal transformer effects a voltage transformation of = :1 or an ad- 
2 

mittance transformation of (*) -1 from its secondary to its primary 

terminals. Thus, the admittance, Vz , presented at the primary terminals 

of the ideal transformer, is 


”" ’ enlt M\ 1 
Y, = Gr + 7B, = (4) (pis a z,) 


M 3 S M , sy,/ 
= () Y, = (¥) (G_ + j9B:1) 


in terms of the admittance VY, at the secondary terminals. 

The equivalent circuit has now been reduced to that of Fig. 31 (c) used 
earlier in the discussion of a single resonator of the magnetron resonator 
system. Each of the quantities defined or derived for this circuit are now 
to be applied to the magnetron resonator system as a whole. These include 
the characteristic admittance of the resonator, Yo, the unloaded, loaded, 
and external Qs given by the relations (21), (22) and (23), and the circuit 
efficiency, 7. , of equation (25). ; 

Looking to the left at the terminals AB into the electron stream one sees 
the electronic admittance Y, = G,+jB,. Thisisdefined in terms of the cur- 
rent, Jz» , induced in the anode segments by the electrons moving in the 
interaction space, and the RF voltage, Vz , appearing across the resonators, 
that is, across the terminals AB of Fig. 31 (c). Looking into the circuit 
at the terminals AB one sees the admittance Y,. 

This admittance by equations (19) and (32) is 


(32) 


o- 
Wp 


YG +74 + y, 





(33) 





ae , , e7,/ 
G. + j2V oe 7 ss = te () (Gi + 7B1). 


21 See Guillemin, Communications Networks, Vol. I, p. 154. 
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The condition for oscillation stated earlier requires that: 
Y; + Y, = 0, 
or: 


W— Wo 
Go 


G. + iB. + Ge + 12Y 06 





MY _. ’ 
+ (¥) (G, + 7B.) = 0. (34) 
Separating real and imaginary parts, this reduces to the pair of equations: 


MY 
Ge + G, = 0, Or, a+ 6.+(#) G, = Q, 
(35) 


_ 2 
B, + B, = 0, or, B+ 2%, — +(¥) By, = 0. 


2 
Since (¥) G1 is equal to G1, one may write the first of equations (35) in 


terms of the Qs defined by (21), (22), (23) and (24) thus: 


G. G, Voc (4 + ot) 4/§ Or ° (36) 


9.2 The Rieke Diagram: The electronic conductance and susceptance, 
being functions of the parameters such as Ver, V, and B which govern 
the electronic behavior of the magnetron, are not known a priori except for 
the fact that they are undoubtedly slowly varying functions of frequency. 
The circuit conductance and susceptance are given by equation (33). Equa- 
tions (35) state that the circuit conductance and susceptance must be the 
negative of the electronic conductance and susceptance respectively. It is 
from these relations that the behavior of the oscillator under changes of 
load is to be inferred. 

Suppose now that one were to vary the load in such a way that only B, 
changes, G;, remaining constant. Then, by the first of equations (35), G, 
and hence G, would not change. If, further, the frequency of oscillation 
changes such that 


Aw M\? / 
2¥0, +(¥) AB, = 0, (37) 


by equations (35) B, and hence B, remain constant as well and the electronic 
operation of the magnetron involving the RF voltage, Ver , is undisturbed. 
Since the power delivered by the magnetron is 


P = —G.Vir =G.Vir, (38) 


contours of constant G; on a plot of performance versus load, Fig. 32 (a), 
are thus contours of constant output power. Along any such constant 
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power contour the frequency of the magnetron varies linearly with B, as 
equation (37) indicates. Hence any constant frequency contour on the 
diagram is obtainable from a neighboring contour of different frequency 
through translation in the direction of B, by an amount given by equation 
(37). The form of the contours of constant frequency depends upon the 
interdependence of the electronic parameters G, and B,. The fundamental 
electronic performance as a function of load is specified by the conductance 
G, presented to the electrons at the anode slots, changes in load susceptance 
being compensated for by frequency changes and hence susceptance changes 
in the resonator. As Gz is varied G,, G,, and the output power must 
vary as well. If B, is independent of these changes the constant frequency 
contours will correspond to lines of constant B,. Actually it is found that 
B, does depend to some extent on G,, resulting in the constant frequency 
contours on the G_—B, plot being approximately straight lines inclined to 
the constant B, lines at a small angle a as shown in Fig. 32 (a). 

If the G; — B, plane is transformed to the reflection coefficient or 7 plane 
on which the load characteristic is usually plotted, contours of constant 
G, or power become circles tangent to the circle p = 1 at the same point. 
Constant B; contours form the set of circles orthogonal to these. The 
contour of constant frequency of Fig. 32 (a) transforms to a circle which 
intersects all the contours of constant power at the angle a. 

Fig. 32 (b) is thus the form of the characteristic depicting the dependence 
of magnetron performance on load, called the Rieke diagram, plotted for 
that point in the equivalent circuit where the admittance looking out into 
the load is ¥2 = G. +jBz. Between this point and a point in the smooth 
output line, with respect to which the load admittance is usually measured, 
there is the series reactance X, and the output circuit of the magnetron, 
forming a transducer through which the reflection coefficient defining the 
load admittance may be transformed by the expression (31). In under- 
going such a transformation the contours of constant power and frequency 
plotted on the 7 plane retain their general form although they may be ro- 
tated and expanded or contracted. Thus the general form of the Rieke 
diagram shown in Fig. 32 (b) should be the same as that experimentally 
determined and plotted on a reflection coefficient plane for a point in the 
output line. Fig. 33 is such a Rieke diagram and its resemblance to that 
of Fig. 32 (b) is apparent. 


9.3 Magnetron Circuit Parameters: The fact that the circuit theory of 
the magnetron based on the simple equivalent circuit of Fig. 31 (a) explains 
the nature of the Rieke diagram so well is ample justification for its use. 
The parameters which specify the equivalent magnetron circuit may be 


Google 





METER 


tu 


TI 


omy 
CEN’ 
~~ " +a . ‘ 

Pate t ; 


GENERATOR 01 


: 


AS 


” 
is 
- 


BD's 


4 


~ 


MAGN 


4 





‘ . 
‘ y x! 
) a ao ay 
; uy hd yr” 
x “ eed 
| sire ; 
p . t 


dy eo 


_ Aaape au yous 


ng RY RO, ueesise HERMANOS ALL SUL AD PIL CL: eeu: uo paziayd mans st Agua v3.44 QOsaaseu7 jurTsUOD 


SSE AMT AOS, 


ESSN 


_ 


etch tS a 





aye te 





qremnioysmsy agr ‘ORL, aw pA. 


" 


ates 


¢ 








ig qo wre 
A uonsassayyr jo sajsur t 


 MaMd ye’ 


Ig, LNWASNOI” 
40° ae 


Mech roi ame panty : mp ayany rue , 
2 ony yt ‘soy (OAS 911139 Ssany Tig {ueTstiod yo van 
‘ au 19), wt Saji SOMNIIG: (7) 


. 2 


4 





,/ 


Poste 
' 


5 t 5 ‘ 
te Ane tpi ; a . {}) 


2 bs OF let f pip iely ’ 
Ghat 
{2 oe 


¢ 





\¥ 


a NF FIL eo a saith Giese 2 Zante Oy ROR a e accel Ae AO et carson Ren 





a op pa aswdarca aq oF st (9) si saanine say 
16 ag. SEND pony ayy Aa p eee 
{Oo SoU. +g ve 18) NY) pe ee 


fo aay oy <(e) wary jo yyery se 


Von 





4 \% { “of 
Wy ) 
AeA 
t 
; 
3 Tien, 
ghee 
Vas 
11) GT 
' » a 
yd } 
\ / t = 
Ae dopey 
¥ vo ' c 
VE 
ay 
pM? 
bu 4) Me 
) ‘ ‘aoe 
hy to 





130 RADAR SYSTEMS AND COMPONENTS 


determined as a function of frequency by a measurement of the impedance 
Z-. looking into a non-oscillating magnetron through its output circuit and 
an independent measurement or calculation of one of the parameters such 
as C or Yo.. The impedance Z, in terms of the equivalent circuit is the 
impedance across the terminals CD in Fig. 31 (a) looking to the left with 








CONTOURS OF CONSTANT POWER OUTPUT 
—-=—=— CONTOURS OF CONSTANT FREQUENCY 


Fig. 33.—A typical experimental Rieke diagram for magnetrons in the centimeter 
wavelength range. The p = 0.2 circle indicates a pulling figure of 0.02 f, mc/s for this 
example. Present practice is to couple long wavelength magnetrons more tightly to the 
load and short wavelength magnetrons less tightly to the load than this. The rotation of 
the diagram from the position of the contours of chart (5) of Fig. 32 is attributable to the 
transformer action between the terminals of the ideal transformer of the circuit of Fig. 31 
(b) and the point in the output line to which the experimental diagram is referred. 


the terminals AB open circuited. From the circuit of Fig. 31 (b) this is 
seen to be 


M M\? 1 
1 onus) +(8) os 
LIo L G. 4+ 72V,,% —_ (39) 
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which, using equation (21), becomes 
: M\* 1 1 _ . 
Le - ix.+(¥) ri : oa] (40) 
~— +j2 —— 
Qo wo 


The experimental data may be given in terms of the values of R, and X. 
plotted as functions of w as shown in Fig. 34. The value of Xo is deter- 


Re OR Xc ———~ 


Xc 


Fig. 34.—A plot of the resistive and reactive components of the impedance Z, = R, + 
i> ‘ ar Ga) ne . ee pega ee ee aa ane CD of 
ig. a)j. No e symmetry of the reactance about the point (w, , X.) determini 
the value of X, , the loop reactance. = Me 


mined by the fact that the reactance curve is antisymmetric about the 
point (Xo, wo). When Xp has been determined one may determine the ad- 


1 
mittance, Z.—jXe , at the terminals of the ideal transformer of Fig. 31 (b). 
In terms of the circuit parameters this admittance is 


2 Sic ecns 
: (¥) Voc Qo + j2va( ©) = oe (41) 


Z.—jXe Wo 
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3 

The conductance term, ( E) YocQo , is independent of frequency and the 
2 

susceptance term, 2Yo, ( z ~—_™ varies linearly with frequency. If 





M 
these quantities are plotted from experimental data as functions of w, the 
2 


values of Qo and _ ) Yo. may bedetermined. ‘Todetermine the individual 


M 
‘ | 
values of the factors in ( z) Yo. for a given magnetron, it is necessary to 
calculate or somehow to measure a value for Yo. = : = wC = aa ; 


When used with wo this yields values for L,C,and M. How this is done 
will not be explicitly discussed here. From the values of Qo and Po., 
values of QO, , Qext , and - may be calculated for any magnetron load Gi by 
the relations (21), (22), (23), and (25). There are other methods of ex- 
tracting the Q values from the experimental data than that presented above. 

When values of the circuit parameters are available one can calculate the 
values of G, and B, from which G, and B, are obtained. From the output 
power the RF voltage is then calct lable by equation (38), and from this 
and the electronic admittance the in-phase and quadrature components of 
the RF current may be obtained. Using the circuit efficiency, 7. , now de- 
termined as a function of load, one can obtain the dependence of the elec- 
tronic efficiency, 7, , as a function of load conductance from experimental 
values of the over-all efficiency, 7, measured along a constant frequency 
contour of a Rieke diagram (y = n.n-). The plot of Fig. 19 was ob- 
tained in thisway. One is now in possession of values for each of the param- 
eters upon which the electronics of the magnetron depends and may 
study the relations between them. 


9.4 Pulling Figure: The Rieke diagram completely specifies the 
dependence upon load of the magnetron output power and frequency of opera- 
tion. Nevertheless, it is convenient to be able to specify by a single para- 
meter the dependence of operating frequency on load changes. The pre- 
ceding discussion has shown that the changes in load conductance reflected 
into the resonant circuit of the magnetron, that is, specified at either the 
primary or secondary terminals of the ideal transformer of Fig. 31 (b), vary 
output power only. Further, if G, and B, are unrelated, load susceptance 
changes specified at the same points vary frequency only. Since G, and 
B, are in fact related, constant frequency contours on the G.—Bz plane, 
as has been seen. are inclined to constant B, lines at the angle a. Thus 
changes in B;, are more effective by the factor 1/cos a in affecting frequency 
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A 
than equation (37) would indicate. The quantity calculated for ru from 
L 


equation (37) multiplied by the factor 1/cos a is a parameter which specifies 
the dependence of frequency on load. It may be specified at any value 
of load admittance Y;, , that is, for any position on the 7 plane. Generally, 
however, one considers the rate of change of frequency with susceptance 
at matched load, for which Y, is equal to the characteristic admittance Yo 
of the output line at the point in question. Using the parentheses ( )o to 
indicate that the quantity enclosed is measured at the match point and in- 
corporating the factor 1/cos a, one obtains from (37): 


Aw 1/MY w 1 
(aR), 2 (*) Voe COS a” (42) 


Aw 
The quantity ( =) as it stands is not a convenient one to measure. 
LJvU 
For this reason it is customary to specify the tota] excursion of frequency, 
Af = ~ , resulting from a standard variation in AB, , namely, that obtained 


by the total possible phase variation of a standing wave of 1.5 voltage ratio 
in the line at the point in question. This is equivalent to traversing the 
p = 0.2 circle on the reflection coefficient plane, shown on Fig. 33. It can 
be shown that such a variation of load admittance results in a variation of 
susceptance of -+ 0.41 times the characteristic admittance of the line, Yo, 
corresponding to a total susceptance variation of 0.82 Yo. When deter- 
mined in this way the total frequency excursion is called the pulling figure, 
PF, Hence by equation (42) 


PP = af = 22 = h2eh(M) Bhs 82Y ae 


ar 2 2x Voe COs a 
M\ _, 
= ‘Vo 
_ ( L 1 . (43) 


2 
Since Yo = (G:)., the quantity (*) Yo in this expression is recognized as 
(Gi)o, the load admittance at the primary terminals of the ideal trans- 
former when the line is matched at the point in question, namely, the 
secondary terminals. Using this fact and equation (23) the pulling figure 
is seen to be: 


PF = 041 fy Gut 1 a oe cat, (44) 
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Although this equation was derived for a specific point in the equivalent 
circuit, it is of general validity at any point in the output circuit or load 
line of the magnetron, provided the quantity (Qext)o is properly interpreted 
as the external Q measured at match in the line at the same point. 


10. SprectaL Topics 


10.1 Frequency Stalthzation: The degree of stability of the operating 
frequency of the magnetron to load changes is specified by the external Q, as 
equation (44) indicates. The external Q, by equation (23), may be increased 
either by decreasing the load conductance, G1, or by increasing the circuit 
characteristic admittance, Yo... The first alternative may be accomplished 
by reduction of the coupling between the load and magnetron resonator sys- 
tem. Although this results in greater frequency stability, it entails a reduc- 
tion in output power. Increase of the characteristic admittance of the 
magnetron resonator system, on the other hand, increases the energy storage 
capacity as indicated by equation (20) without appreciably changing the 
output power. Frequency stability may be increased in this way either by 
redesign of the magnetron resonator system or by coupling to it a tuned 
cavity of high unloaded Q. In the latter case, the degree of stabilization, 
defined as the ratio of energy stored in the combination of magnetron reso- 
nator system and stabilizing cavity to the energy stored in the magnetron 
resonator system alone, is the factor by which the external Q is increased and 
the pulling figure decreased. In actual practice the stabilizing cavity may 
be coupled into one of the magnetron resonator cavities or may be built into 
the output circuit. 


10.2 Frequency Sensitive Loads: In the preceding sections it has been 
seen how the load admittance, among other parameters, determines the 
frequency at which the magnetron oscillates. If this load admittance is 
itself a function of frequency, it may be possible for the condition of oscilla- 
tion to be satisfied at more than one frequency. This fact makes for an 
uncertainty of operation, which is to be avoided. Should the load fluctuate 
for example, as it does in many applications, the oscillation may jump dis- 
continuously from one frequency to another. If the magnetron is pulsed, 
it may in certain circumstances oscillate at different frequencies on succes- 
sive pulses. A tunable magnetron operating into a frequency sensitive load 
exhibits periodic gaps in its tuning characteristic in which the magnetron 
cannot be made to operate. 

The discussion here will be limited to the specific type of frequency sensi- 
tive load consisting of a long line terminated in an admittance, assumed to 
be frequency insensitive, which differs from the characteristic admittance 
of the line. The input admittance of such a line is represented by a reflec- 
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tion coefficient of amplitude, p, depending only on the termination [see 
equation (30)], and of phase, ¢, depending only on the frequency, f, and the 
line length, 4. Thus: 


from which 
at (45) 


This equation expresses the linear relation between frequency and phase for 
the load, specified by the reflection coefficient, into which the magnetron 
operates. The heavy dashed lines in Fig. 35 represent this relation for 
two particular line lengths, 4, and 4, with & very much longer than 4. 
The difference in line length, 4 — 4, , corresponds to an input phase differ- 
ence of many times @ radians. For the case in Fig. 35, however, this is 
chosen as an integral multiple of x so that the curve, plotted for the funda- 
mental period 0 to 2, will lie in the same range. 

The variation of operating frequency of the magnetron with variable 
phase of the load reflection coefficient is a periodic function whose amplitude 
increases with increasing amplitude, p, of the reflection coefficient. This 
function may be determined graphically from a Rieke diagram of the mag- 
netron, like that shown in Fig. 33, by traversing the appropriate circle 
concentric with the center of the diagram and plotting the frequency of 
operation against phase. In Fig. 35 are plotted such curves for two values 
of p corresponding to different terminations at the end of the long line. 

A more detailed analysis of the condition of oscillation shows that it is 
possible for the magnetron to oscillate stably at those intersections of the 
magnetron and load frequency characteristics at which the slope of the load 
line is greater than the slope of the magnetron characteristic. Thus, as 
indicated in Fig. 35, oscillation may occur at only one frequency for the 
line of length ¢; if p = 0.2 but at two frequencies if p = 0.5. In the latter 
case the middle intersection, indicated by an open circle, does not corre- 
spond to stable oscillation. For a line of length “% , on the other hand, two 
oscillation frequencies are possible at both p = 0.2 and p = 0.5. If in 
either case the line lengths ¢; and & are increased by only an approximate 
quarter wavelength, corresponding to a phase change of 2/2 radians, the 
light dashed lines labelled ¢; and /, in Fig. 35 represent the load character- 
istics, and oscillation can occur at only one frequency with p equal either 
to 0.2 or 0.5. 

If one considers the relationships depicted in Fig. 35 it becomes clear that 
there are two critical relationships between p and ¢. The first specifies the 
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values of p and ¢ which if exceeded makes oscillation possible at more than 
one frequency at all phases of the load reflection coefficient. The second 
specifies the values of p and ¢ which must not be exceeded if oscillation is 
to be possible at only one frequency for all phases of the load reflection co- 
efficient. This latter relation between p and ¢ is that for which the slope 
of the load line is equal to the slope of the magnetron characteristic at its 
point of inflection. 

From what has been said it would appear that the use of long load lines 
is to be avoided if at all possible. If the magnetron is pulsed and the line ~ 





Fig. 35.—Plots of the frequency characteristics of a magnetron and a frequency sen- 
sitive load for two magnitudes of reflection coefficient, p, and two line lengths, ¢. The 
ordinate$ are frequency and the abscissas are phase angle of the reflection coefficient in the 
fundamental period 0 tox radians. Stable oscillation occurs at the intersections indicated 
by filled circles. The open circle indicates a point of unstable operation for the three 
conditions p = 0.5and ¢ = 4,9 = 0.5 and ¢= 4,andp = 0.2and¢= 4, In addition, 
it indicates a point of stable operation forp = 0.2 and f= 4. These four points are coa- 
lesced on the figure for simplicity. The lines ¢,’ and @’ indicate how stable operation at 
both p = 0.2 and 0.5 may be attained by an increase of line length of approximately a 
quarter wavelength. 


is sufficiently long, however, it is possible for the oscillation in a pulse to 
have been completed before any energy reflected from the termination has 
arrived back at the magnetron. Under these circumstances the magnetron 
operates into an effectively infinite line which presents its characteristic 
admittance to the magnetron output. For a pulse of one microsecond 
duration this would require a line length of about 150 meters. Usually such 
lengths are not possible or are undesirable by virtue of attenuation, and 
either the line is made sufficiently short or its length critically adjusted or 
the standing wave on it reduced so as to cause operation to occur at a single 
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frequency. Studies have been made of the transient conditions prevailing 
near the beginning of a pulse when, in establishing the steady state, the suc- 
cessive reflections are returning to the magnetron and, as a consequence, 
its frequency is changing. Except in a limited region on the Rieke diagram 
where operation is completely uncertain, it has been shown that the magne- 
tron will settle down to operation at one frequency dictated by the ‘phase 
of the first reflection, even if oscillation at two frequencies by the previous 
analysis is possible. Gaps in the tuning curve of a tunable magnetron 
correspond to the periodic traversal of this uncertain region as the frequency 
is varied and the load reflection coefficient moves around a constant p circle 
on the Rieke diagram. 


10.3. Magnetron Tuning: To tune the magnetron oscillator it is necessary 
to vary a susceptance somewhere in its circuit. It has already been ob- 
served how variation of load admittance when reflected into the resonator 
system as a susceptance change results in frequency pulling. Although for 
other reasons this variation is usually Jimited by output circuit design to 
the order of 0.1% of the operating frequency, it could be increased and used 
in special instances as a means of tuning the magnetron. Similarly the 
susceptance of a stabilizing cavity coupled into the resonator system may 
be varied by tuning the cavity. This method in general enables one to 
tune over a wider range than does variation of load susceptance since the 
resonator system is usually more tightly coupled to the stabilizing cavity 
than it is to the load. 

The largest tuning ranges have been attained, however, when it has been 
arranged to vary one of the frequency determining parameters of the mag- 
netron resonator itself. Schemes have been devised which alter primarily 
either the inductance or the capacitance of the resonant cavities. Varia- 
tion of the inductance has been found more convenient at the shorter wave- 
lengths and variation of the capacitance easier at longer wavelengths. 

Variation of the inductance may be accomplished by the insertion of a 
conducting pin into each resonator where the RF magnetic lines of force 
are concentrated. Ina system of hole and slot type resonators it is arranged 
to move the pins in and out along or near the axes of the holes. Such an 
arrangement is shown schematically in Fig. 36 (a). As the pins are inserted 
they reduce the volume available for the magnetic flux, thus reducing the 
inductance and increasing the frequency. Tuning ranges as great as +7% 
of the mean frequency have been attained by this means. In spite of the 
fact that the ratio of strap to resonator capacitance remains nearly con- 
Stant, the separation of mode frequencies, as might be expected, decreases 
with increasing frequency because of the increase in strap inductance re- 
sulting from increase of its electrical length. The effect is not so large, 


Google 


, 
4 
‘ 
; 
i 
‘ 
- > 
. 
. 
’ 
* ¢@ 
» # ® 
J 
° ef 
@bhee 
* 
‘ 
. 
* 
> 
‘ 


Di 


’ 
’ : 
‘\s 

‘ 

’ 

‘ 
: 
’ 
. 






Pat | L | 7 on 
a] fa a 


. \ i 


sisedt tn 


ere "Phe resonators are of the hole. 
_ esta tion: of Lhe-inductance by feans af tinihg 















RADAR SYSTEMS 4 8 2.Con PON EN rs 












OA 


equ lees 
on is. limited by the foct that the fre-::' 


+ Fk 2S 


earns tok the scr of which i is vical strapy 













Sn pn homey eae tet pe 


ie takekeeiomeatitend 














Fig. 36.~~Scheniatic diagrams showin x three: kypes oF inning ‘schemes ¥ , 3 

Magnetron resonator sy ~ “Phe yiaws rez: { tap rehash Hate hea 

the gee e.striicture. ‘The cathode: ig. shows tn ) ihe center of eath part af, the. 
Le (3) chows-the scheme involv 
































a 





+ 


5 he. sche Mvolving Hatign oF 
itance, and (c), that involving variation of str ceparitatice Hach olthe 
sien pi oe ‘shaped members 60 > Ae She eens 


5 


vatiation o 


































average sector of the resuaat th theses whall wayslenth 
ain thal ratiation of RY potential with an ‘extremumi-at ei either end, In ie 
“the x more ofan ¥ = Ssonator system, one may f ins consider “ite 
of the system; namely, Singlé resonator; in the 2 = mode, 

sider half of the ease of the | ot 


it “8 





ee tor for the oe 36; of mode, ACTORS, which thie potential. varies ansnotanically i es 
we Fig. 23), 1 the four resoniators may be ‘considered as connected ‘esgen~ 











* ax Te, . - ¢: . “ . 
- °.7 > ‘ “ t # ‘ ut * es ' ¥ 
‘ + £ ev on ‘ - 4 L ‘ 
( Ti 4 rie : oY Na ~ ¢ 4 » ‘ . or Oy > < eit 
s j 4 1% » ’ - yi . 
& ‘ ‘ ‘ ‘ . r p ‘ ~'B »h < 4 MS 4 . ’ wd . 
x 2 Ske os ss ‘ “ A Ste e ' ws 25 i é } 
> , ‘ . ’ r > + 
. .-¢ “4 4 ; »! ‘ - » ‘ st J 7 . £ ago j 
— - 7 si f sf * .* v ¥ * ’ o> fis * 
> ty « re . , pers * ee 
4 4 os Bae je. _ ¢ . A ° bat of 4 
ae . 7 + - ‘ . . » - : s Pec 7 ’ . < é 
, y ‘ s , / . . 4 ee . _» ’ 
4 4 . . , a & Re how, % A » 4 5 
ia At . 7 ¥ v. ee . ‘ »' # , 
a ~ - . ’ ~ e, * . ! ot ) - ‘ ; 2 ‘ 
” . ’ ; ; , 
; ade 2 eee, as . ‘ ad é “ ; ed. , + ~ 4 
‘ y ‘ " . . < ¢ i . . > } 
, 2 bee ) . ‘ +. o ’ > . t-« *~ “wh ey ope 
* » a - , o . ad “ <° > > 4 . Po 4 , > ~ 
™ <9 ‘ ‘ c : wh a gi - Peta ‘ + 2's . . , - 
*», o® a's aT “ ” 7 
* ‘ o ’ - . » » - . - Ps © a ¥ a ‘ 
° t + . © lees fod s s t ore 5 d ‘ o.j< ; Rai 
: . x— see v 
’ + , o” bs > ‘ + > 
- ~ ‘ . . on oe < —s . -*™ 
om 
a | 





MAGNETRON AS GENERATOR OF CENTIMETER WAVES 139 


tially in series, making up an equivalent resonator oscillating at the m = 1 
mode frequency. If one considers further, for the sake of argument, that 
there is no coupling between resonators, all the modes would have the same 
frequency but the net inductance and capacitance of the equivalent reso- 
nator for each mode of periodicity #, would be proportional to N/2n and 
2n/N, respectively. Thus for the » = 1 mode, the equivalent L is four 
times and the equivalent C is one quarter of the respective values for the 
a mode. The tuner capacitance added to the equivalent resonator for the 
n = 1 mode, on the other hand, may be considered to be approximately a 
series-parallel arrangement of capacitances each of which is that between 
the tuner and one anode segment, Cy : the two parallel capacitances at the 
positive anode segments connected in series through the tuner ring with 
the two parallel capacitances at the negative anode segments, the combina- 
tion having a net capacitance C;. For the x mode, the net tuner capaci- 
tance added per half wavelength potential variation is made up of two 
capacitances each of magnitude one half of that between the tuner and one 
anode segment, connected in series through the tuner; the net tuner capaci- 
tance is thus C,/4. 

By similar reasoning for any mode, one may conclude that the added 
tuner capacitance per half wavelength sector increases as ” decreases, while 
the net resonator capacitance across which the tuner is shunted decreases as 
x decreases. In this way the increased effectiveness of the tuner in varying 
the mode frequencies of the low periodicity modes is accounted for. In 
actuality the resonators in the half wavelength variation of RF potential are 
not in simple series connection because of the phase relations between them; 
the approximation improves for smaller ». Also because of the phase rela- 
tion between adjacent resonators, the adjacent tuner to segment capacitances 
are not charged to the same potential and so are not actually in simple 
parallel connection. Furthermore, the coupling between resonators is im- 
portant. These considerations modify the above argument somewhat but 
do not affect the conclusions reached as to the trend of tuning for the differ- 
ent modes. In all the tuning schemes described, second order effects come 
in through change in the electrical lengths of the straps and tuner as the 
frequency is varied. 

If one arranges to vary the characteristics of the straps by means of a 
movable tuning member as in the scheme of Fig. 36 (c), considerably greater 
tuning ranges may be achieved than by the means just described. In this 
instance, the straps are enlarged to channels of U-shaped cross section, 
in and out of which the tuning member of ‘‘cookie cutter” shape is driven 
The effect of insertion of the tuning member is to increase the capacitance 
per unit length of the strap system by increasing the interstrap capacitance 
and to decrease the inductance per unit length by effectively increasing the 
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cross sectional area of the straps. The effects of these changes upon the 
mode frequencies may be seen from the considerations of the effect of straps 
on the mode frequencies of the unstrapped resonator system already dis- 
cussed. The increase in strap capacitance increases the wavelength of the 
=x mode; the decrease in strap inductance decreases the wavelength of modes 
of smaller ». As the tuning member is inserted, the mode frequencies 
separate, and no limitation on the range of operation in the # mode is im- 
posed by interference from other modes. This means has been used for 
tuning ranges of better than +6%, but there is nothing inherent in the 
scheme to prevent its use for ranges considerably in excess of this value. 
Tuning of the magnetron resonator system by any of the means described 


above alters its characteristic admittance, Yo, = and hence the stored 


L 3 
energy. For fixed output coupling and load admittance this amounts to 
a variation of the effective loading as specified by the external 0. In some 
cases, attempts have been made to compensate for this by designing into 
the output circuit a frequency characteristic which keeps the external Q, 
and hence the pulling figure, more nearly independent of frequency. 

Each of the tuning schemes described above is adaptable to precise and 
specific frequency adjustment or to frequency variation at a slow rate. For 
tuning over small ranges it is possible to vary the magnetron frequency 
electronically, enabling one to frequency modulate its output at a high rate. 
Of the schemes tried for this purpose there may be mentioned that in which 
an intensity modulated electron beam of a specific velocity is shot parallel 
to a superposed DC magnetic field through one of the magnetron resonators 
or a closely coupled auxiliary cavity. 

Concerning the variation of magnetron operating frequency will be men- 
tioned finally the shifts which are brought about by temperature variations 
of the resonator block. Since the resonator system is generally constructed 
entirely of copper, it expands or contracts uniformly with temperature and 
the frequency shifts are those attained by a uniform scaling of the resonator 
system by a very small factor. The temperature coefficient of frequency 
may readily be seen to equal the negative of the linear coefficient of thermal 
expansion of copper. 


10.4 Electronic Effects on Frequency: In Section 3.6 Induction by the 
Space Charge Cloud it has been seen that the electrons moving in the inter- 
action space of the magnetron oscillator contribute an admittance Y, con- 
nected to the resonator system. The magnitude of the negative electronic 
conductance determines the energy delivered to the circuit and thus the 
amplitude of oscillation. The electronic susceptance, arising from the phase 
relation between the space charge spokes and the maximum of the tangential 
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retarding field, affects the frequency of oscillation. Under equilibrium 
conditions the magnitude of the current, Jer , induced in the anode seg- 
ments, its phase relative to the RF voltage between the segments, and the 
operating frequency adjust themselves such that this admittance, Y, = 
Ier/Ver , equals the circuit admittance Y,. The induced RF current and 
its phase relative to the RF voltage both depend upon the parameters such 
as V and B, governing the electronic operation of the magnetron. The 
frequency change at constant load arising from changes in V or B when 
divided by the change in the DC current, J, drawn by the magnetron, is 
called the frequency ‘‘pushing’’ and is measured in mc/s per ampere. 

A further effect of the electronic susceptance is the shift of the resonant 
frequency between the oscillating and non-oscillating conditions of the 
magnetron. In general the oscillating frequency is lower than the resonant 
frequency of the non-oscillating magnetron. Thus the electronic susceptance 
is capacitive with the space charge spokes moving somewhat ahead of the 
field maxima during oscillation. This shift in the resonant frequency is 
important in pulsed radar systems where the same antenna is used for both 
receiving and transmitting. An echo of the transmitted pulse on its return 
then encounters a high, off-resonance impedance at the magnetron which 
absorbs very little of the returned energy. Most of the received pulse 
energy is consequently made available to the receiver. For some magne- 
trons the shift off resonance is not sufficient and other means such as the 
use of the so-called ATR box are required to divert the received pulse energy 
into the receiver. 


10.5 Frequency Spectrum of a Pulsed Magnetron: Only if a generator 
operates for an infinitely long time is its output “monochromatic”, that is 
ofasingle frequency. The period of operation of a CW oscillator is generally 
long enough to make any deviations from this unobservable. 

If, however, the oscillation is modulated as in the case of pulsed magne- 
trons for which the pulse duration is of the order of one microsecond, it is 
readily detectable that the output is “polychromatic” with the energy 
distributed throughout a band of frequencies. The plot of the distribution 
in frequency of the energy generated is called the frequency spectrum. 

This state of affairs is perhaps made plausible if one considers pulsing 
the magnetron to be a very drastic means of amplitude modulating its out- 
put. Already, in connection with the case of two coupled circuits, it has 
been seen how amplitude modulation of an oscillating system in time has 
associated with it the distnbution of the energy over more than one fre- 
quency. In an analogous but more complicated manner, a sinusoidal 
oscillation which is amplitude modulated by a nonsinusoidal pulse shape 
like that of Fig. 37 (a) is compounded of frequencies not now discrete but 
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distributed continuously throughout a band, Fig. 37 (a’). The energy 
distributions in time and frequency are related mathematically by the 
Fourier transform. 

The breadth of the frequency distribution is inversely proportional to 
the modulating pulse width as shown in Fig. 37. The spectrum widths of 
operating magnetrons may exceed the theoretical width by a factor of not 
more than two for reasons not altogether clear. 


10.6 Oscillation Buildup—Starting: Of importance in the design and 
operation of pulsed magnetrons are the phenomena associated with the 
buildup of oscillation when the voltage is applied. Here will be discussed 
briefly what is known about the problem, the factors upon which the rate of 
buildup of oscillation in the circuit depends, how this is related to the rate 
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Fig. 37.—Plots of DC voltage pulse shapes (a), (b), and (c) and the frequency spectra 
(a’), th), and (c’) resulting from each, respectively. These are shown for the idealized 
case of perfectly rectangular voltage pulse shapes. 


of voltage buildup and to pulser characteristics, and how these factors result 
in various types of magnetron starting behavior. 

The rate of buildup of oscillation in the magnetron depends not only 
upon the circuit characteristics but also upon the electronic behavior with 
increasing DC and RF voltages. Because of the nonlinear nature of the 
electron interaction, the amount of energy fed to the circuit per cycle is 
dependent upon the amplitude of the oscillation. Considering the condition 
for oscillation given by the first of equations (35) and expanding it to 
include during buildup a term to account for the energy being stored in the 
resonators, one may derive a simple expression for the rate of increase of RF 
voltage amplitude. The energy stored in the circuit at any instant being 


W = CVir, the rate at which energy is being stored is = 2CV ep wae 





Google 











MAGNETRON AS GENERATOR OF CENTIMETER WAVES 143 


This corresponds to a conductance term, G, obtained by equating = and 
G yi FP: 


= alee 
G=20—e (46) 


The necessary condition for oscillation during buildup is thus: 
G.(Ver) + G, of. G = 0, (47) 
from which one obtains 


C dVur 


G, (Ver) = G, 2 i 2 Var dt = Q. (48) 





Since oscillation in the magnetron does in fact build up, | G.(Vzr) | must 
be greater than G, when oscillation starts. When equilibrium is reached, 
G(Ver) + G, = 0. Thus|G,(Ver) | must be a decreasing function of 
Ver crossing the value G, at the operating point. By equation (48), Ver 
thus builds up rapidly at first and then more slowly as|G,.(Ver) | ap- 
proaches G,. 

Increase in load, resulting in an increase of G,, decreases the rate of 
oscillation buildup. The dependence on the total resonator capacitance 
indicates that for magnetrons of different sizes related by a simple scale 
factor, G, and G, under such scaling presumably remaining invariant, the 
rate of buildup decreases with increasing wavelength. Unknown in rela- 
tion (48) is, to be sure, the exact transient dependence of G, on RF and DC 
voltages, magnetic field, and interaction space geometry. It is known, 
however, that an increase of cathode diameter, although it is accompanied 
by a decrease in electronic efficiency, does reduce the difficulty with “‘mod- 
ing’’ resulting from failure to start in the x mode. 

Associated with the rate of buildup of RF oscillation in determining mag- 
netron starting behavior is the rate at which the DC voltage is applied. 
From the discussion of the electronics of the magnetron it is clear that 
oscillation is not possible at all values of V but only for a limited range near 
that which provides synchronism between the electron motion and the ro- 
tating field pattern. If the pulser can apply a voltage which rises to a 
value in this region and which can remain at substantially this value regard- 
less of the current drawn, no difficulty is encountered. However, should 
the pulser regulation be such that to secure operation at a given voltage 


3 This is directly the opposite of the behavior with respect to load variations of a 
circuit being driven in such a way that a constant amount of energy is fedin per cycle, in 
which case the rate of buildup is inversely proportional to Q. 
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and current it is necessary to apply a voltage which on no load would rise 
to a value considerably higher than the operating value, the rate at which 
the voltage passes through the range of possible operating values and the 
relation of this rate to that of RF buildup are extremely important. Should 
the pulse voltage rise so rapidly as to pass through the region where oscilla- 
tion is possible before the RF oscillation can build up and cause the mag- 
netron to pass current, which by modulator regulation keeps the DC voltage 
from rising further, the magnetron fails to start. Clearly, the more rapid 
the oscillation buildup the more rapid a voltage rise is permissible. Con- 
versely, for a given rate of DC voltage rise, failure to start should appear at 
greater load and longer wavelength as relation (48) implies. Experience 
has corroborated both of these conclusions. It is also clear by equation 
(48) that the equalization of loading of the doublet modes of the same 
periodicity, which is achieved by proper location of strap asymmetries, 
equalizes their starting times and makes possible interference with x mode 
starting less likely. 

When oscillation in the + mode fails, the magnetron may fail to oscillate 
at all or may oscillate in another mode for which the operating voltage in a 
harmonic is higher than but close to that of the mode. In this case, as 


2xf’ dxf > é¢ 99 ¢C . 39 
has been seen, rR > N/2? and the Hartree line of the “second” or ‘‘primed 


mode lies just above that of the mode. This case in which oscillation in 
the # mode is skipped for oscillation in another mode represents the most 
common type of ‘“‘moding’”’ encountered in pulsed magnetrons. If, on the 


, 
anf auf and the Hartree line of the harmonic of the “‘sec- 


other hand, re] < N/2° 
ond” mode lies just below that of the x mode, as in Fig. 16, the magnetron 
is observed to oscillate first in the “‘second”’ mode before oscillation at low 
currents in the mode commences. When the mode driven during the 
interval at the top of the pulse is the x mode, oscillation in the “‘second’’ 
mode occurs only momentarily on the rise and fall of each pulse as the vol- 
tage passes through the range of operating values for this mode. 
_ The starting behavior of pulsed magnetrons may be shown by the so- 
called dynamic performance chart or V-J plot on which the course in time 
of the voltage and current is shown. In Fig. 38 are shown three V-J plots 
of this type. The initial current rise is the charging current of the cathode 
to anode capacitance. The current rise when oscillation commences is very 
rapid and is shown as a dashed line. After remaining for the major part 
of the pulse at the operating point, indicated in Fig. 38 by a large dot, the 
current and voltage fall during which they follow closely a constant B line 
of the static performance chart (see Fig. 17). 

In Fig. 38 (a) is shown the dynamic V-J plot for normal operation in the 
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aw mode. In Fig. 38 (b) is shown a dynamic plot after the voltage control 
has been raised above the point of + mode failure. Here the magnetron 
does not oscillate at all. As seen in Fig. 38 (c), further increase of the 
voltage control of the pulser makes possible oscillation in the k = —5 
(p = —1) harmonic of the n = 3 mode (N = 8). In both (b) and (c) of 
Fig. 38 it is of interest to note how the magnetron tries to oscillate in the 
aw mode as the voltage at the end of the pulse falls through the range of per- 
missible values. These attempts at oscillation are indicated by the mag- 
netron drawing in this region small amounts of current which vary from 
pulse to pulse. 


—— VOLTAGE —» 





—— CURRENT —> 


Fig. 38.—Three so-called dynamic V-I plots or dynamic performance charts illustrating 
the mode skip phenomenon. ¢ plots are copies of presentations obtained with an oscillo- 
scope whose vertical deflection is proportional to DC voltage and whose horizontal deflec- 
ticn is proportional to DC current. On any plot the heaviness of the lines is roughly 
inversely proportional to the rate at which the coordinates are traversed, and the large dot 
at the upper extremities represents the operating point at the top of the pulse. (a) shows 
shows norma! operation in the mode. (5) shows failure to oscillate in any mode, the r 
mode being skipped. (c) shows oscillation in a harmonic of a mode of smaller n. 


10.7 Magnetron Cathodes: One important component part of the magne- 
tron oscillator which to this point has not been discussed in detail, but which 
bas been assumed present and operating satisfactorily, is the cathode. Its 
duty is to supply the electrons which serve as the intermediaries between the 
DC and RF fields. In terms of the usual requirements of vacuum tube 
cathodes, the number of electrons demanded of a magnetron cathode is little 
short of prodigious. Magnetron cathodes may be required to deliver current 
densities of the order of 50 amperes per square centimeter as contrasted 
with the 0.5 amperes per square centimeter emitted by oxide cathodes in 
high vacuum tubes normally. 

How oxide surfaces are capable of emitting such enormous currents is 
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not yet entirely clear. It is certain, however, that the RF oscillation in the 
magnetron is responsible for the fact that such currents may be attained. 
This is made evident experimentally by measuring the current that may be 
drawn when the magnetic field is reduced so that oscillation is impossible 
and comparing it with the current drawn duning oscillation. At tempera- 
tures even in excess of the operating temperature such pulsed emission cur- 
rents of excellent magnetrons may run as low as 1% of the currents flowing 
during oscillation. Furthermore, the fields at the cathode during these 
measurements may actually exceed those present during oscillation because 
of the absence of the dense space charge clouds in the interaction space. 

In the process of phase selection of electrons, as previously discussed, 
those electrons starting from the cathode in a phase such as to gain energy 
from the RF field are removed from the mteraction space and driven into 
the cathode. They impart to the cathode the energy they have gained, 
causing secondary electrons to be emitted and the cathode temperature to 
increase. In most magnetrons the amount of this returned energy is about 
5% of the input, though in some cases it may become as high as 10%. This 
means that the average energy of back bombardment may run as high as 
75 watts per square centimeter of cathode surface. This amount of energy 
must be dissipated under equilibrium conditions by radiation and conduc- 
tion. In general, the short wavelength magnetrons are run with no heater 
power supplied to the cathode, the cathode temperature being maintained 
by back bombardment. In many cases, cathode overheating by this 
process is actually the limitation on the operating capabilities of the mag- 
netron. 

There is some experimental] evidence that the large current drawn from 
the magnetron cathode is not primarily made up of secondary electrons but 
may result from an “enhanced” primary emission. This is supported by 
the fact that the secondary electrons emitted at the return to the cathode 
of the “out of phase” electrons are themselves, assuming negligible emission 
time, largely ‘‘out of phase”’ electrons later to return to the cathode. How- 
ever, the emission of large numbers of secondary electrons may lead to an 

. “enhanced”’ primary emission by a process not now understood. As pos- 
sible processes may be mentioned field emission or an actual lowering of the 
cathode work function, each brought about by the fields in the cathode 
coating which result from the charge loss attendant upon the secondary 
emission. Ionic conduction or electrolytic action in the coating may also 
contribute in some manner to a lowered work function and to the “enhanced”’ 
emission, although such ionic processes would generally involve time in- 
tervals longer than a microsecond. The actual mechanism involved, how- 
ever, is still speculative. 

A word about the relation of magnetron scaling to magnetron cathode 


Google 








MAGNETRON AS GENERATOR OF CENTIMETER WAVES 147 


problems will here be in order. It has been seen earlier that, in scaling all 
magnetron dimensions by a factor a, the magnetic field changes by a factor 


: while the current and voltage remain unchanged. That this places severe 
a 


requirements on the cathode may be seen by considering the scaling of a 
10 cm. magnetron down toilcm. The operating current may be 20 amperes 
in both cases. If this corresponds to a current density of 5 amperes per 
sq. cm. at 10 cm., 500 amperes per sq.cm. will be required at 1 cm. What 
is more, the back bombardment in watts per sq. cm. is increased by a factor 
of 100. Both of these requirements are completely unreasonable and pre- 
clude direct scaling in this instance. Consequently, an attempt is made 
in such cases to decrease the current density by increasing both the cathode 
length and diameter. Increasing the latter usually involves increasing the 
anode diameter and the number of resonators. Even so, current densities 
may exceed 50 amperes per sq. cm., as stated earlier. 

The pulsed magnetron cathode at the shorter wavelengths (less than 
10 cm.) in the centimeter band is a limiting factor in magnetron design. In 
CW magnetrons the small size of the interaction space has made the cathode 
an important and difficult design problem throughout the centimeter wave- 
length region. Considerable effort has been expended in a number of 
laboratories not only to understand the physics of the operation of the mag- 
netron cathode but to find suitable materials and constructional designs. It 
has become clear that a good magnetron cathode which will meet the special 
conditions of high current density and high voltage gradient and the con- 
siderable electron back bombardment are these: (1) sufficient primary 
emission to enable the magnetron to start and to supply a part of the re- 
quired operating current; (2) sufficient secondary emission to supply the 
remainder (it may be practically all) of the required current density through 
whatever mechanism is involved; (3) sufficient active material to permit 
satisfactory life; (4) some mechanical means of holding the active material 
on the cathode surface; (5) sufficiently low electrical resistance of the coating 
to permit large bursts of current without undue local heating and high back 
bombardment without excessive coating temperature; and (6) satisfactory 
over-all heat dissipation characteristics, conductive and/or radiative, to 
keep evaporation of active material to a minimum. 

In pulsed magnetrons of wavelength 10 cm. or greater it has generally 
been possible to use plain oxide coated cathodes. Nickel base material is 
generally used and the active material is the usual double carbonate coating 
(reduced to the oxides during activation). At wavelengths of 3 cm. and 
shorter the development of satisfactory pulsed magnetrons would have 
been impossible without the development of special cathodes. In the main, 
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these have been aimed at meeting requirements (3) to (5) above. The con- 
structions have made use of wire meshes and of sintered nickel matrices both 
to reduce the coating resistance and to hold sufficient material on the cathode 
in a manner such that it may be dispensed gradually during life. 


10.8 The Magnetic Circuit: The magnetic field required for operation of 
the magnetron oscillator is generally obtained, except in laboratory experi- 
ments, by means of a permanent magnet. At long wavelengths and in 
early models at shorter wavelengths, the magnetron and permanent magnet 
are separable. Building the magnetic pole faces into the magnetron struc- 
ture itself and attaching the magnetic material to it has made possible the 
reduction of the over-all magnet gap, and hence total magnet weight, as 
well as the use of mechanically superior axial cathode mountings. The 
resulting so-called ‘‘packaged”’ magnetron design has been used at shorter 
wavelengths where the magnetic fields are high but need not extend over a 
large area. The total magnet weight under these conditions is much less 
than that required in a separate magnet. Needless to say, the possession of 
good permanent magnet material and the work done on magnet design have 
contributed materially to the success of the centimeter wave magnetron. 


10.9 Magnetron Measurements: The fundamental measurements made 
on the magnetron oscillator have already been discussed or alluded to where 
the performance characteristics of the magnetron and its circuit theory are 
described. Here will be described briefly the technique of measurement. 

Magnetron measurements are of two general types. One is made on the 
oscillating magnetron and the other on the non-oscillating magnetron. 
The latter may be made at any stage in the fabrication of the magnetron 
after its anode structure and output circuit are completed. Figs. 39 and 
40 illustrate schematically the apparatus employed in these tests. 

Perhaps the best way of describing the techniques of magnetron measure- 
ments is to list all of the parameters, quantities, or characteristics asso- 
ciated with such measurements and for each to give the definition, method 
of measurement or calculation, or the way it is put together from other 
data, as the case may be. In any event, the list given below permits of 
ready reference. Although the text applies directly to pulsed magnetrons 
the simplifications for CW magnetrons are obvious. 

The DC magnetic field, B, m which the magnetron operates is generally 
supplied in the laboratory by an electromagnet, the field in the gap generally 
being calibrated in terms of the current passed through the magnet coils. 

The peak DC voltage, V, applied to the magnetron cathode is measured by 
means of a peak voltmeter or by observing a known fraction of the voltage 
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pulse on the calibrated screen of an oscilloscope. In a simple but suitable 
peak voltmeter it is arranged to charge a condenser through a diode to the 
peak voltage which may then be measured with a high resistance DC 
voltmeter. 

The peak DC current, I, drawn by the magnetron is measured by passing 
the current through a known resistance, usually one or two ohms, and deter- 
mining the peak voltage developed across the resistance by means of a peak 
voltmeter or calibrated oscilloscope. 

The average DC current drawn by the magnetron is the current measured 
on a DC meter connected in one leg of the pulsing circuit, as shown in Fig. 39. 

The pulse duration, r, as its name implies, is the length of the time during 
which the voltage, usually measured near the top of the pulse, is maintained 
across the magnetron. It may be determined from the pulse presentation 
on an oscilloscope having a calibrated sweep or it may be calculated as indi- 
cated below when other parameters are known. 

The pulse recurrence rate, pps, is the repetition frequency at which the 
voltage pulse is applied and is determined by the frequency of the calibrated 
primary oscillator driving the pulser or modulator circuit. 

The duty cycle, defined as the fraction of time the pulsed magnetron 
operates, may be determined as the ratio of average to peak DC current or 
as the product of the pulse duration and the pulse recurrence rate. 

The peak input power is the product of the peak DC voltage and the peak 
DC current. 

The average input power is the product of the peak input power and the 
duty cycle. 

The voltage and current pulse shapes as observed with oscilloscopes are of 
importance in studying the spectrum and moding characteristics of the 
magnetron under test. 

The dynamic V-I plot, or dynamic perforbiities chart, is viewed on an 
oscilloscope in which at any instant the vertical deflection is proportional to 
peak DC voltage and the horizontal deflection proportional to peak DC 
current. Three such plots are shown on Fig. 38 and their usefulness is 
indicated in the corresponding text. 

The average output power is the average centimeter wave power delivered 
to the useful load. The simplest and most foolproof method of measuring 
this power is to absorb the energy in a column of water. From a determina- 
tion of the rate of water flow and its temperature rise the power may be 
calculated readily. The water column terminating the coaxial line or wave 
guide of the test apparatus is made reflectionless either by tapering it or 
preceding it by a quarter wavelength matching plate of proper dielectric 
constant, analogous to the optical quarter wave plate. 

The peak output power may be calculated as the average output power 
divided by the duty cycle. 
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The over-all efficiency of operation is the ratio of the peak output to peak 
input powers or the ratio of average output to average input powers. 

The frequency of oscillation of the magnetron is determined by feeding a 
small amount of the RF power into a calibrated variable frequency resonant 
cavity of high Q and by means of a detector observing the frequency at 
which the cavity absorbs or passes power. 

The load impedance into which the magnetron operates is determined by 
measurement in the output line of the voltage standing wave and its phase 
with respect to some previously chosen reference point. This measurement 
is made with a standing wave detector in which it is arranged to move an 
electrostatic probe along a section of slotted line in which it samples the RF 
energy in the line. The energy picked up by the probe is detected after 
sufficient attenuation either by a crystal or by a small bolometer whose 
resistance is a function of the energy fed into it. The voltage standing wave 
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Fig. 40.—A schematic diagram showing the arrangement of apparatus used in making 
measurements on a non-oscillating magnetron or magnetron resonator block. 


ratio and its phase may be translated into impedance, admittance, or reflec- 
tion coefficient in the manner already discussed. The magnetron load 
impedance may be varied from the match presented by the terminating 
water column by means of a lime tuning section or tuner. In one such line 
tuning section, two sleeves constituting in effect quarter wavelength lines 
of low characteristic impedance may be moved relative to one another to 
vary the magnitude, and moved together to vary the phase of the standing 
wave. 

The Rieke diagram, is a plot of constant output power and frequency 
on a reflection coefficient plane. Its construction thus involves the measure- 
ment of output power, frequency, and load impedance as the line tuners 
are moved over a wide range of positions. The operating parameter main- 
tained constant is usually chosen to be the peak DC current. Such a dia- 
gram is shown in Fig. 33. 
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The pulling figure, PF, defined as the maximum frequency excursion of the 
magnetron as the load reflection coefficient traverses the p = 0.2 circle, may 
be obtained from the Rieke diagram. It may be measured directly by two 
simple wavemeter measurements taken at the frequency extrema occuring 
as the standing wave of 1.5 voltage ratio is moved up and down the line. 
Various types of standing wave tntroducers have been devised to produce a 
reflection coefficient of p = 0.2 for the specific measurement of pulling figure. 

The performance chart is a plot of constant magnetic field, peak output 
power and over-all efficiency contours on a V-J plane. Its construction 
thus involves the measurement of peak DC voltage, peak DC current, and 
peak output power at several magnetic fields. Sometimes frequency, push- 
ing figure, and spectrum appearance are also determined. Figs. 17 and 20 
are examples of this chart. 

The frequency spectrum is the distribution of energy with frequency for a 
pulsed magnetron and is displayed on a so-called spectrum analyzer. This 
analyzer is a very narrow band tunable radio receiver whose pass band is 
varied periodically twenty or so times per second over several mc/s. The 
response of the receiver to the frequency distribution of energy appears on 
an oscilloscope whose sweep is synchronized with the pass band frequency 
variation. 

The pushing figure is the instantaneous frequency change in mc/s per 
ampere change in peak DC current at constant load. It may be obtained 
by measuring the frequency shift on a spectrum analyzer as the pulse 
current is changed by a known amount. The current change must be 
executed rapidly enough to avoid frequency shifts arising from temperature 
changes. 

Impedance measurements on the non-oscillating magnetron involve the 
use of a variable frequency RF oscillator feeding power through an attenua- 
tor and a standing wave detector into the output circuit of the magnetron 
(see Fig. 40). These measurements determine as a function of frequency 
the impedance Z, discussed in the text. 

Mode frequencies are determined from the impedance measurements on the 
non-oscillating magnetron by noting the frequencies at which the input 
standing wave is observed to go through a minimum. They may also be 
determined by the observation of energy maxima with a pickup loop or 
probe placed in the resonator system. 

Mode identification is made by observing the periodicity of RF field in the 
interaction space of the resonator system. This is done by sampling the 
field with a rotating RF probe placed in an axial cylinder corresponding to 
the cathode as shown in Fig. 40. The probe response is detected and dis- 
played on an oscilloscope with sweep synchronized to the rotation of the 
probe. 
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PART II 


DEVELOPMENTAL WORK ON THE MAGNETRON OSCILLATOR 
AT THE BELL TELEPHONE LABORATORIES, 1940-1945 


11. GENERAL REMARKS 


N THE first part of this paper the fundamentals of the theory of the 

magnetron oscillator have been discussed. The objective has been to 

establish for the reader a general picture of the nature of the electronic 
mechanism and of the role played by the RF circuit and load. 

In the second part of the paper is traced the research and development 
work done at the Bell Telephone Laboratories on the magnetron oscillator 
during the war years, 1940-1945. The effort was directed, for the most 
part, towagd the development of magnetrons to meet definite radar needs. 

Fifteen different types or families of magnetrons were developed at the 
Bell Laboratories during the war. Included among these are some 75 
separate Western Electric Company or RMA code numbers. It has been 
found most convenient to discuss the work done on each type of magnetron 
as a unit, although, to be sure, there has been considerable interplay between 
projects. Something is said of the origin of each type, of the problems en- 
countered in its development, and of the solution of these problems, in some 
cases involving studies and experiments of general interest. Special charac- 
teristics and general performance data for each type of magnetron discussed 
are given. Included also is a general discussion of the work done on mag- 
netron cathodes, which, although carried out on specific magnetrons, has 
been of general applicability to all. 

Before proceeding with the detailed discussion, it would be well for the 
reader to recognize the general scope of the work to be described and the 
general nature of the problems encountered. The work of the Bell Labora- 
tories in the development of pulsed magnetrons for radar use has extended 
over practically the whole range of effort surveyed in the INTRODUCTION. 
Work has been done throughout the range of wavelengths from 45 cm. to 
1 cm. and on magnetrons capable of developing over one megawatt peak 
RF power. It has included work on such features as tuning, coaxial and 
wave guide outputs, several types of resonator systems and strapping 
schemes, and on the incorporation of the magnetic circuit into the magnetron 
structure in so-called “packaged” types. 

The scope of the developments to be described may be judged from 
Figs. 41, 42, 43, and 44. That part of a magnetron oscillator which perhaps 
best gives one an idea of size and wavelength range is the resonator block. 
In Fig. 41 is shown a series of resonator blocks ranging in resonant fre- 
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changeable. Finally, in Fig. 44 are shown two magnetron oscillators, the 
720A and 725A, mounted in their magnets. By comparison with Fig. 42, | 
the space and weight saved by packaging may be seen. A fair comparison | 
is that between the 725A and magnet of Fig. 44 and the 4J52, number 2 

in Fig. 42. Both are 3.2 cm. models, the latter, moreover, being capable 

of generating higher power. 

The designer of a magnetron oscillator is faced with a variety of tasks. 
If the magnetron is to be used in a specific application he has at his disposal 
data concerning the amount of power available to drive the magnetron, 
the nature of the pulsing if such is to be used, the frequency of operation, 
mechanical features having to do with form and weight, and an idea of what 
the user hopes or expects to obtain in the way of output power, frequency 
stability, and operating efficiency. It is the problem of magnetron design 
to arrange the resonator system, output circuit, cathode, magnetic circuit, 
and mechanical features to meet these requirements if possible. 

In the design of the resonator system it must be arranged to achieve the 
proper frequency of operation, proper characteristics regarding modes, the 
proper size of interaction space, and other characteristics which have a 
bearing on the electronic operation. In special cases a tunable resonator 
system must be provided. 

In the design of the output circuit it is necessary to arrange the type of 
coupling to the resonator system, the necessary impedance transformation 
from resonator to load, the type of external coupling, a vacuum seal, and 
generally to take into account the possibility of electrical breakdown when 
the power delivered is high. 

In the design of the magnetron cathode, attention must be paid to its 
surface and how it is equipped to meet the rigorous demands made of it. 
The cathode mounting and input leads must be designed for proper geom- 
etry at the cathode ends, heat dissipation, mechanical strength, and DC 
voltage breakdown strength. 

The requirements placed on the magnetic circuit of a magnetron must be 
borne in mind throughout the design of the magnetron itself. Considerable 
effort may be expended in arranging for the magnet gap, and hence the re- 
quired magnet, to be as small as possible. In “packaged” magnetrons the 
magnet pole pieces, which are built into the magnetron structure, must be 
designed to produce a field of proper configuration and to make the neces- 
sary external magnets feasible. 

Generally, the design of the mechanical features of a device as complicated 
as the multiresonator magnetron oscillator is extremely important and must 
provide for structural strength under a variety of conditions, as well as 
cooling facilities and external protection of relatively fragile parts. 
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not being known at the time, and in its general features was much like that 
shown schematically in Fig. 1. 

The output circuit of the British magnetron was also similar to that of 
Fig. 1. It had no particular transformer properties designed into it. The 
vacuum seal, made of copper, glass, and tungsten, was incorporated in the 
output coaxial line in very much the same manner as that shown in Figs. 60 
and 61. 

The cathode was a plain, oxide coated, nickel cylinder, 0.3 cm. in radius. 
It had nickel end disks of 0.5 cm. radius and was mounted on radial leads 
passing through glass vacuum seals like those shown in Fig. 61. The 
leads are placed diametrally across the resonator hole to minimize RF flux 
linkage to the cathode structure. Preliminary British results indicated that 
the cathode could be activated properly and would possess a reasonable life- 
time under the original operating conditions. 

The British magnetron had been designed for use with a magnet having 
a gap of about 1.75 in. and a pole face diameter of 1.25 in., producing a 
magnetic field of about 1500 gauss. 

Several of the constructional features of the British magnetron were new. 
The cylindrical block of copper into which the resonator system was ma- 
chined was used as the vacuum envelope. It was closed at either end by 
copper disk cover plates. The vacuum seal was made during the pumping 
and baking process by the alloying at the baking temperature of gold rings 
between the cover plate and block. The alloying was done at high pressure 
provided by a clamp bolted across the magnetron. Although no getter 
was used, satisfactory vacuum conditions could be maintained after seal-off. 

By mid-November of 1940, a number of working reproductions of the 
British magnetron had been supplied in our Laboratories and to the Radi- 
ation Laboratory at M. I. T., and a program of study of the magnetron 
oscillator commenced. The work thus started was continued, on the one 
hand, to put the new magnetron into production, and on the other hand, 
to attempt to understand it, improve upon it, and extend its range of useful- 
ness. 


13. MAGNETRONS FOR WAVELENGTHS OF 20 To 45 CENTIMETERS 


13.1 The 700A-D Magnetrons: After the British 10 cm. magnetron 
had been successfully reproduced and an emergency program of research and 
development of multicavity magnetron oscillators commenced, the question 
immediately was asked: Can a multicavity magnetron be designed to operate 
near 40 cm. in the pulsed radar set under development in the Whippany 
radio laboratory? Clearly there now existed the possibility of much greater 
power than was possible with triodes at this wavelength with reasonable 
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life expectancy. The modulator of the radar set provided pulsed input 
power to the oscillator at about 12 kv. and up to 10 amps. peak current.” 

The performance of the 10 cm. multicavity magnetrons appeared to 
make the development of such a generator at 40 cm. feasible. A straight- 
forward enlargement of the 10 cm. magnetron by a factor of four was out 
of the question, however, as it resulted in a magnetron entirely too bulky, 
requiring a prohibitively large magnet. The development of the 700 mc/s 
magnetron oscillator thus involved departures from the British design. 
In particular it was found necessary to reduce the axial length of the reso- 
nator system to a considerably smaller fraction of a wavelength than in the 
10 cm. design. The development involved design of the interaction space 
for maximum operating efficiency, the resonator system, for which both 
eight and six resonator structures were employed, and the output circuit 
for coupling into the existing radar system. 

An early 700 mc/s multicavity magnetron design employed eight reso- 
nators of axial length less than one tenth wavelength; the 10 cm. design 
was about one fifth wavelength long. Operating models initially produced 
approximately 10 kw. of RF power near the desired frequency. It was 
found, however, that a smaller and lighter magnetron could be made to 
operate at the same voltage if the number of resonators were reduced from 
eight to six, permitting smaller anode and cathode radii [equation (16) in 
PART Ij. The weight and over-all diameter was further reduced by use of 
elongated holes in the hole and slot resonators. This change resulted in the 
resonator system used in the 700A-D magnetrons (see Figs. 41 and 46). 
Each hole is made by boring two intersecting cylinders in the resonator block 
as may be seen in Fig. 46. No difficulty was encountered in achieving the 
desired frequency. The frequency differences between the four coded 
magnetrons near 700 mc/s were achieved by variation of the resonator slot 
width. 

The separation of mode frequency between the nm = 3 mode (x mode) and 
the nearest other mode is of the order of 3 percent. Although this is small 
compared to that obtainable in strapped magnetrons, it is greater than that 
for the early unstrapped magnetrons near 10cm. This is reflected in greater 
operating efficiency. 

The cathode in the 700A-D magnetrons is supported, as in the British 
magnetron, by radial leads extending across the center of one of the hole 
and slot resonators. The cathode diameter was varied in an experiment 
designed to determine the value for maximum operating efficiency. Early 
experiments of this type involving measurements of output power and efh- 
ciency were quite crude and conclusions from their results were by no means 
as significant as those based on measurements of frequency. The primary 


* This radar development is discussed in: W. C. Tinus and W. H. C. Higgins, “Early 
Fire-Control Radars for Naval Vessels.” See pp. 9 ff. 
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In mechanical construction the 700A-D magnetrons involved techniques 
like those described above. The input and output leads included copper 
to glass to tungsten seals much like those in the reproductions of the British 
magnetron. The end covers were sealed to the resonator body by means 
of the gold ring technique employed in the British magnetron. 

The 700A-D magnetrons are limited in frequency to the four 10 mc/s 
bands between 680 and 720 mc/s, respectively. These magnetrons operate 
at 12 kv. and 8 amps. peak current input at a magnetic field of 650 gauss. 
Over-all efficiency ranges between 30 and 40%, which is better, as has been 
explained, than that attained with unstrapped 10 cm. magnetrons. Other 
data of interest are given in TaBLE I. 

One feature which is immediately apparent from the rated operating 
conditions of the 700A-D magnetrons is the fact that the ratings are not 
nearly as high as one might expect from the size of the magnetron. Back 
bombardment of the cathode at considerably greater input power could 
easily be handled. The difficulty lay in the fact that it was impossible to 
drive the magnetrons in the + mode to much greater currents than the rated 
currents. If the attempt is made to drive the magnetron harder it either 
refuses to oscillate at all or oscillates in another mode. This phenomenon 
has been the single deterrent in the development of higher power mag- 
netrons at wavelengths greater than 20 cm. It is now recognized as a 
starting time phenomenon having to do with the rate at which oscillation 
builds up and the rate at which pulse voltage is applied (see Section 10.6 
Oscillation Butldup—Starting). What has been done in studying the 
phenomenon and in magnetron design to circumvent it will be discussed in 
some detail in connection with the 5J26, the tunable replacement for the 
4J21-30 series. 

In quantity production the 700A-D magnetrons presented new problems, 
all of which arose because of its size. The oxide coated cathode, having a 
relatively large surface area, gave off a considerable quantity of gas during 
cathode activation. In as much as the massive copper anode could be out- 
gassed only by a long baking process at temperatures below the softening 
point of the glass parts, difficulty with magnetrons “going soft” after seal-off 
was encountered initially. 

The development of the 700A-D magnetrons was carried on simulta- 
neously with early studies at 10 cm. and with the early attempts to produce 
power at3cm. A number of auxiliary experiments were undertaken which, 
although they were not a part of the specific magnetron development, con- 
tributed results of considerable value complementary to those obtained 
at the shorter wavelengths. In particular, these experiments had to do 
with the technique of measurement and of magnetron scaling. 
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Before the invention of straps the 700A-D magnetrons were scaled to 10 
cm. to explore the possibilities of a more efficient magnetron design at this 
wavelength. Straps were introduced before the completion of the experi- 
ment. The resultant strapped magnetron having six resonators was very 
efficient—60 per cent—but required a high magnetic field as can be seen by 
referring to equation (16) of PART I. Like other magnetrons, the 700A-D 
became much more efficient when strapped. At the normal test point the 
efficiency ranged around 50 per cent, while at higher magnetic field and volt- 
age, 75 per cent over-all efficiency was achieved. The introduction of straps 
into the manufactured design was not undertaken. 

One further experiment of interest arose during the development of the 
700A-D magnetrons from the desire to measure the gas pressure in a sealed- 
off magnetron. The non-oscillating magnetron itself was used as an ioniza- 
tion manometer. With the magnetic field set at a high value above cutoff and 
under conditions of no RF oscillation, electrons which arrive at the anode can 
do so only after having lost energy by collision with a gas molecule. Under 
these conditions the anode current is directly proportional to the pressure. 

Although by present standards the 700A-D magnetrons might appear 
somewhat crude and inadequate, they nevertheless have an important place 
in the story of wartime magnetron development. They filled an immediate 
need in the radar system for which they were designed, providing the U. S. 
Navy with a radar set which saw service in a number of crucial engagements. 
Furthermore, the development of the 700A-D magnetrons provided in- 
valuable experience. 

13.2 The 728A-J Magnetrons: The 728A-J magnetrons were developed 
for fire control and search radar systems to supersede those which had 
used the 700A-D magnetrons. In these new systems a magnetron gener- 
ator was to be required which could deliver 200 kw. peak output power 
in the frequency range 920-970 mc/s (later extended to 900 mc/s). 

In an early design, the resonator system had eight resonators and was 
strapped with wire straps in the early British configuration [see Fig. 24(a) 
of PART I]. The anode length was 4 cm., the same as was used in the 700 
A-D, which on a wavelength basis was about 2/3 that used in the British 
10 cm. magnetron. The first models were designed for operation at pulse 
voltages of about 27 kv. When, subsequently, it was decided to reduce this 
voltage, a redesign involving a reduction of size of the interaction space 
became necessary. Since more had been learned about the technique of 
strapping in the meantime, it was decided that straps of the double ring 
type [see Fig. 24(d) of PART I] should be used in the new design. At first, 
the straps were set on the ends of the anode structure projecting into the end 
spaces but were later recessed into channels cut into the copper resonator 
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structure for the purpose of electrostatic shielding from electrons in the 
interaction region. The frequency range required was spanned by the use 
of anode structures having three different slot widths for the primary fre- 
quency separation, small additional frequency shifts being obtained by small 
distortions of the straps. Resonant frequencies of magnetron resonator 
systems were now being determined prior to sealing for pumping by measure- 
ments like those described in PART I, during which any necessary strap 
adjustment could be made. 

The cathode was a plain, oxide coated, nickel cylinder much like that 
used in the 700A-D magnetrons. The heater inductance was considerably 
higher than that of any previous cathode assembly. It was found that 
sudden and severe transient conditions, such as those imposed by a mo- 
mentary internal arc between cathode and anode, would cause relatively 
high voltages to develop between the cathode and the open end of the heater. 
This could break down the heater insulation and cause either open or short 
circuits. This difficulty was minimized by incorporating in the driving 
equipment a condenser across the heater and an RF choke in series with 
the heater. Before final design specifications were submitted, the input 
leads and cathode structure were completely redesigned to provide greater 
rigidity and strength. To withstand violent shock and vibration, the 
structure was designed to have as high frequencies of mechanical resonance 
as possible. The structure looked much like that to be seen in the 5J23 
magnetron of Fig. 49. Direct mechanical injury to the input leads is pre- 
vented by the use of a heavy glass housing. 

The output circuit in early experimental models was a coaxial type fed by a 
loop in one of the resonators. The central conductor was a tungsten rod 
to which the glass seal was made and to which the inner conductor of the 
load coaxial was clamped. When the resonator system was redesigned for 
lower voltage, a new design of output circuit was made in which was used a 
choke or contact-free load coupling like that designed for the 720A-E. 
This removed the possibility of stress being applied to the glass of the output 
seal at either the inner or outer conductors. Except for the critical dimen- 
sions determined by frequency, the output circuit is identical to that used 
on the 5J23 shown in the photograph of the cut-away model of Fig. 49. 

In Fig. 47 is shown a schematic diagram of this type of coupling. On both 
inner and outer conductors an electrical short circuit is produced at the gap 
between magnetron and load coaxials by folded low impedance coaxial 
sections incorporated into the bodies of the conductors. In the outer con- 
ductor a half wavelength section folded once is employed. In the section 
shown at (a), the joint is made at the current node in the choke section by 
the outer of two cylinders which project from the load end of the coupler 
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a semiportable radar pack set and a searchlight control radar involved the 
des'gn of a new magnetron in the frequency range 1050 to 1110 mc/s to 
operate at a maximum pulse voltage input of 25 kv. with power output 
of at least 200 kw. Since these requirements, except for frequency, were 
essentially those of the 728A-J magnetrons already under development, 
the new work closely paralleled that already in progress. 

Because of the maximum current limitation being encountered in the 
development of longer wavelength magnetrons, a relatively longer anode was 
designed for the new magnetron, coded the 5J23, thus insuring satisfactory 
operation at higher current and input power. The resonator system was 
“heavily” strapped with echelon wire straps [see Fig. 24(c) in PART I]. 
Coarse frequency variation was accomplished by the use of straps at different 
heights above the surface of the anode block. Finer frequency adjustments 
were made in “pretuning’’ the structure, before sealing, by small displace- 
ments of the wire straps already in position. 

Output circuit work on the 5J23 was done together with that on the 728 
A-J magnetrons and went through the same series of developments. The 
output circuit used in the manufacturing design is identical with that of the 
728A-J except for the dimensions critical to wavelength. 

For operational reasons, only one magnetron, the 5J23, in the frequency 
range 1074 to 1086 mc/s, was coded. Fig. 49 shows a cut-away view of its 
internal structure. Performance characteristics and other data are to be 
found in TABLE I. Note that the 5J23, by virtue of its greater anode length 
and higher frequency, has a higher critical current, J, , above which mode 
operation fails, than do the 700A-D or 728A-J magnetrons. 

13.4 The 4321-30 Magnetrons: When development work on the 5J23 
had just been completed, an international agreement on frequency alloca- 
tion made the frequency range of the 5J23 unavailable for radar purposes 
at some future date. Consequently the work was to be redone for opera- 
tion in the band 1220 to 1350 mc/s. The 5J23 and the equipment in 
which it was used were to continue in manufacture and be used in the 
period necessary for the development of the new equipment and magne- 
trons. In addition to the frequency change, power output demands on 
the magnetron were raised considerably, it being required that the new 
mnagnetrons produce at least 500 kw. output power. Although the maximum 
current limitation had seriously affected maximum output power capabilities 
of the magnetrons in this wavelength range, it appeared that the new high 
power demands were within reach by virtue of the higher frequency at which 
the new magnetrons were to operate. 

The new assignment came just upon completion of the 5J23 and made it 
necessary to build or acquire new laboratory equipment, CW oscillators, 
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in TaBLE I. A typical performance chart of one of the series is shown in 
Fig. 52. The maximum current boundary limits the output to values well 
below those at which other factors, such as cathode dissipation, become 
restrictive. 
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a 52—A typical performance chart of a magnetron of the 4J21-25 series (~1315 
mc/s). 


During operation in the high power, spark gap, line type modulator with 
which the magnetron was to be used, it was found that the pulse voltage 
applied to the cathode input leads was sometimes sufficient to cause flash- 
over. If the arc persisted, vacuum failure from cracking or puncturing of 
the glass resulted. The external flash-over was accompanied by internal 
arcs between cathode and anode which were injurious to the life of the 
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magnetron. ‘To circumvent this difficulty, the input leads and their glass 
housing were redesigned. The glass of the leads was lengthened and folded 
to provide a greater surface distance over which the arc must strike. 
Although the redesign was limited somewhat by the space available in the 
transmitter unit, it was possible to make leads which could stand 60 cycle 
peak voltages of almost twice the normal pulse voltage applied to the mag- 
netron. This step all but eliminated flash-over in operation. To take 
care of the occasional flash-over, a spark gap across which the breakdown 
could occur was added in the equipment. 

The 4J21-30 magnetrons are illustrative of carefully designed non- 
tunable magnetrons of wavelengths 20 to 30 cm. developed at the Bell 
Laboratories. They were the first magnetrons designed here completely 
on the basis of CW impedance measurements. 


14. TUNABLE MAGNETRONS FOR WAVELENGTHS OF 20 TO 45 CENTIMETERS 


14.1 General: As fixed frequency magnetrons became available in the 
various frequency bands designated for radar use, the interest quite naturally 
turned to the development of tunable magnetrons. The operational rea- 
sons for this were to enable one to set the frequency of a radar system at will, 
thus avoiding interference between sets in a large group of aircraft on naval 
vessels, to enable one to vary the frequency at will from time to time or as 
the need arises to avoid jamming, and to permit the stocking of fewer mag- 
netrons to cover a given frequency band. 

Early work on tunable magnetrons at the Bell Laboratories was done 
with 10 cm. models. Although no such developments were carried to the 
stage of production, the ideas and techniques evolved were used at other 
frequencies. Somewhat later the Bell Laboratories committed itself to a 
program of development of tunable magnetrons for pulsed radar use in the 
20 to 45 cm. wavelength range. 

The program initially was not directed toward the goal of some particular 
magnetron of fixed specifications. “Rather, it was the intention to explore 
the field of possible tuning methods and to find that one which appeared both 
electrically and mechanically to be best suited for large magnetrons. Work 
in this initial stage was done on anodes of the 4J21-30 series and may 
be divided into two main channels characterized by the degree of symmetry 
involved in the tuning scheme. In one, the tuning of the entire anode block 
is accomplished by modification of a single one of the resonators and may 
thus be characterized as unsymmetrical tuning. In the other, each resonator 
of the multiresonator block is tuned in a symmetrical fashion. 

Among the unsymmetrical types studied were those employing an auxiliary 
loop in one resonator connected to a reactive element which could be either a 
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coaxial line terminated in a plunger or a variable capacitance, or a coaxial 
to wave guide junction with movable plungers in the wave guide. Another 
form involved the deformation of one of the resonators itself to accommo- 
date a prism shaped tuning element which was moved from outside the 
vacuum through a diaphragm arrangement. 

Although considerable effort was expended in the study of unsymmetrical 
tuning schemes and much learned about them in the course of this work, 
they have two rather fundamental drawbacks which caused them to be 
replaced by the symmetrical types in which these defects could be elimi- 
nated. In the first place, it is difficult by this means to obtain the desired 
range of frequency change. Secondly, by virtue of asymmetry, operation 
in other modes is difficult to avoid except over rather narrow frequency 
ranges. Those types in which part of the tuning circuit is outside the 
vacuum envelope have the additional drawback of bringing high RF volt- 
ages into structures in air where very high standing waves are necessary and 
breakdown difficult to avoid. 

It was found possible to circumvent each of these difficulties by using 
symmetrical tuners. Some such tuners were like those tried on 10 cm. 
models and involved spider-like straps connecting alternate segments to two 
common points on the axis of the tube. These points in turn were con- 
nected to the center and outer conductors of a coaxial line. After passing 
through a vacuum seal, this coaxial line connected to a reactor like those 
used in the unsymmetrical schemes. 

In the general arrangement finally used, a tuning member was mounted 
in the end space. The structure included a vacuum diaphragm mounted 
in the end cover of the magnetron. The tuning was effected by variation 
of the capacitance between the resonator system and the tuning member. 

In unstrapped magnetrons, the tuning was accomplished by moving a 
tuning member of the general shape of a “cookie cutter’’ in a single groove 
cut into the slotted portion of the anode structure. Later, this range was 
increased by using two slots and a tuning member having two concentric 
rings. This type of tuner was used on both the 4J42 and 4J51 magnetrons 
to be discussed. It is the first of the two types of tuning by variation of 
capacitance discussed in PART I of this paper. Considerable effort was 
expended to extend the frequency range of tuning by strapping the untuned 
end of the resonator system and by variations of the resonator dimensions 
on which relative mode frequencies depend. It was found possible to obtain 
a tuning range of better than -+£5 per cent, but it appears quite difficult 
to exceed this amount appreciably in high voltage magnetrons using this 
tuning means. 
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In the strap tuning scheme, use was made of straps of channel or U-shaped 
cross section, inside which the double rimmed “cookie cutter” element is 
moved. The tuning arrangement of the 5J26 magnetron is of this type. It 
is the second of the two types of tuning by variation of capacitance dis- 
cussed in PART I. 

Quite early in this program of development it became apparent that the 
armed services would require all these tunable magnetrons to be mechanical 
and electrical replacements for existing fixed frequency magnetrons, inter- 
changeable in all respects. This requirement, in addition to the facts of 
electrical design, indicated that the “cookie cutter” type of tuner repre- 
sented the line of attack most likely to succeed. The capacitance in the 
anode structure or in the straps is the frequency determining circuit param- 
eter most easily varied, as it is the most accessible in these large size mag- 
netrons. The tuning element may be moved conveniently by a mechanism, 
compact in the axial dimension, mounted in the end space and cover of the 
magnetron. These are factors of prime importance in “unpackaged” 
magnetrons where over-all axial length is important. Magnetrons in this 
wavelength range are sufficiently large to make such a mechanical design 
feasible. 

The magnetrons of wavelength 20 to 45 cm. for which tunable replace- 
ments were designed were: the 700A-D series (680-720 mc/s), the 728A-J 
series (900-970 mc/s), and the 4J21-30 series (1220-1350 mc/s). Although 
it was preferable to span the 4J21-30 band with one tunable replacement, the 
use of two tunable replacements, each covering half the band, would have 
been satisfactory had it been necessary. In the development of each of the 
tunable replacements, improvements and modernizations which could be 
incorporated within the limitations of mechanical and electrical interchange- 
ability were made. 

14.2 The 4J42 Magnetron: The tunable replacement for the 700A-D 
series is the 4J42. It covers an increased frequency band of 660 to 730 mc/s. 
The tuning is accomplished by variation of the intersegment capacitance of 
the anode structure itself, the first of the two capacitance tuning methods 
listed above. Frequency varies nearly linearly with displacement of the 
tuning member. The tuning range, although adequate for the purposes of 
the 4J42, is limited by interference of other modes as was discussed in PART 
I. In this respect it is not a great deal better than can be attained by un- 
symmetrical means. The advantages of symmetrical capacitance tuning 
enumerated above made it the logical choice nevertheless. A satisfactory 
tuning range of the + mode without interference from other modes was 
achieved by strapping the end of the magnetron opposite that at which the 
tuning mechanism is mounted. This necessitated changes in the resonator 
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resulted from a systematic study of the causes of and possible cures for the 
maximum current limitation encountered in long wavelength magnetrons. 
The difficulty had been particularly noticeable in the 4J21-30, which on 


RELATIVE OUTPUT POWER 


FREQUENCY IN MEGACYCLES PER SECOND 





Fig. 56—Typical experimental curves of power output and mode frequency variation 
with tuner position in the 4J51 magnetron. The following points of interest are to be 
noted: the relatively more rapid tuning for modes of small than for the x mode (n = 4); 
the drup in output power at the coincidence of the frequencies of the x mode and one of the 
ae of the » = 1 mode; the limitation on the tuning range in the x mode imposed 
by the crossing of mode frequency curves of other modes; the fact that the n = 1, 2, and 
3 modes are doublets and the x mode a singlet. 


hard tube modulators were able to pass the required current before * mode 
failure with little margin. For some reason the performance of the early 
experimental models of the tunable replacement was considerably inferior 
in this respect and would not meet the specifications for which the magnetron 
was being designed. Thus a study of the phenomenon was imperative. It 
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The results were found to fit well into the picture of starting time behavior 
discussed in PART I. Thus, increase of frequency and decrease of load 
both result in a greater rate of RF voltage buildup and permit a greaterrate 
of rise of DC voltage through the range where oscillation starts. The mag- 
netron may thus be driven harder and more current passed. In agreement 
with these results, changes in the rate of voltage rise applied by the pulser, 
accomplished by changing its characteristics, also permitted oscillation to 
continue to higher current and voltage values. The dependence on B and 
r./t. presumably are to be accounted for by the dependence of G,(Var) on 
these quantities. It appears that G,(Ver) increases with both B and 7,/ra. 

Empirical relations of the critical current, J, , and the electronic efficiency, 
Ne , at which + mode failure occurs, to the load conductance, G, , were ob- 
tained. Whereas J, decreases with increasing G, , 7. decreases. 

Since the work was done at different frequencies and interaction space 
geometries, it was found convenient and instructive to express voltages, 
currents, and conductances as reduced variables of the type introduced by 
Slater, that is, as ratios to the voltage, V, , and current, J, , at the intersection 
Ve ’ 
respectively. J, and V, may be determined from the expressions for the 
cut-off parabola and the Hartree line [expressions (8) and (16) of PART I, 
respectively]. Plotted in terms of the reduced variables I,/I, and G,/Go , 
it was found that the data relating J,/I, to G,/G. and 7. to G,/G, pre- 
dicted approximately the same relationship independent of frequency and 
r./%,. Thus, quite independent of the fundamental significance of these 
particular reduced variables to the functional dependence of the quantities 
involved, it appeared that they would be useful in the design of a new 
magnetron whose design parameters would lie in or near the range for which 
data were available. 

The purpose of the work was to produce a tunable magnetron which 
would operate satisfactorily to currents in excess of those needed to meet 
the power output specifications. It was hoped to do this by redesign of the 
magnetron itself. This course rejected as unsatisfactory the alternative of 
limiting the rate of voltage rise on each equipment with which the mag- 
netron would be used. The general goal of the proposed changes in mag- 
netron design were to increase the rate of buildup of RF oscillation while 
at the same time keeping the electronic efficiency at a reasonably high value. 
These goals are not independent but oppose one another as has been seen. 
Thus, if 7,/7, is increased, J, increases, but ». decreases. If G, is increased 
to increase n, , J, drops. The hope of success in the venture lay in the prob- 


1 


of the Hartree line and the cutoff parabola, and the conductance, G, = 





% G, was determined from the relation G, = Foc 7 [see equation (36) of PART 
I], a calculated value for the total resonator inductance and the measured value of 
the Q. 
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ability that these effects do not exactly cancel one another and that a net 
improvement in performance could be effected. 

The design of the 5J26 was accomplished in the following way: The slot 
type resonator was chosen as it possesses a low value of inductance needed 
to give a high value of G, for a given value of loaded Q.% The number of 
resonators was chosen to be eight, the anode length of the 4J21-30 retained, 
and the design carried out at OQ, = 150 and f = 1220 mc/s. The empirical 
relations used were that relating I./I. to G./G., that relating n. to G,/G , 
and the equation of a constant B line on the performance chart obtained for 
the 4J21-30. In addition to the definitions of G, , V. , J, , and Go, there were 
to be met the operating conditions of V = 27 kv., J = 46 amps., and B = 
1400 gauss, as well as a maximum value for the over-all diameter of the 
resonator system dictated by interchangeability. The value of resorator 
inductance was calculated for a terminated parallel plate line. With the 
choice of J, = 60 amps., the above mentioned conditions could be solved 
numerically ‘to give a definite set of design parameters. The anode and 
cathode radii, resonator length, and thus unstrapped wavelength were 
determined. The straps were designed to achieve the proper frequency 
and to provide sufficient tuning range with the tuning meansemployed. The 
ratio r./ra was determined as 0.546, considerably in excess of the value 
0.375 in the 4J21-30 magnetrons. 

The output circuit of the 5J26 magnetron was similar to that used in the 
other tunable magnetrons of long wavelength. It employed the broad band 
design of external coupling and transition section to the coupling loop. The 
size of the loop was dictated by the coupling required to provide a Q, of 
approximately 150. It may be seen in Fig. 58. 

The input leads of the 5J26 magnetron were of new design, incorporating 
chokes in the leads to prevent leakage of RF energy picked up on the cath- 
ode, and large size center conductor to minimize RF voltage breakdown on 
the input leads. 

The significant design and operating data for the 5J26 magnetron are 
included in TABLE I. This magnetron design provided a single tunable 
replacement of superior performance for the entire 4J21-30 series. In Fig. 
59 are shown curves of mode frequency tuning throughout the x mode tuning 
range, indicating that in the strap tuning method difficulties with mode 
frequency interference are avoided. 


15. MAGNETRONS FOR WAVELENGTHS NEAR 10 CENTIMETERS— 
UNDER 200 KiLowaTTs 


15.1 The 706A-C and 714A Magnetrons: The work in the wavelength 
region near 10 cm., described in Section 12, was continued in the study 
of variations from the British design. For the most part these early studies 
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had to do with the electron interaction space and the resonator system. 
Later, when driving equipment became available, life studies were started. 
In the main this work showed the British design to be a very nearly opti- 
mum as an unstrapped magnetron. Consequently the series of magnetrons 
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Fig. 59—Curves of mode frequency variation with tuner position in the 5J26 mag- 
netron. Thecurve forms = 4is experimental, those for # = 1,2, and 3 have been calculated 
from an equivalent circuit theory of the resonator system (doublet structure not shown). 
Note the large mode frequency separation and the complete freedom of the x mode from 
interference by other modes (compare Fig. 56). 


having wavelengths near 10 cm. which were coded for American manufac- 
ture were similar to the British prototype. The experiments and calcula- 
tions which had been made constituted a body of valuable information to 
be used later in departing from the original design. 
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The variations in the resonator system of the British magnetron were 
made primarily for the purpose of studying the parameters affecting fre- 
quency of operation. Magnetrons were built incorporating such variations 
as dimensional changes in the hole and slot resonators; the use of other 
forms of resonators such as slot resonators; and variations of factors affecting 
the coupling between adjacent resonators, as, for example, the volume of the 
end space region between the ends of the resonator system and the end covers 
of the magnetron. A series of magnetrons was built having from four to ten 
resonators, including odd numbers, but the majority of the experimentation 
was done with eight resonators as in the original system. 

Besides affecting frequency, most of these resonator changes markedly 
affected the electronic operation as well. Undoubtedly this was the result 
of changes occurring in the mode frequency distribution. At the time, the 
significance of this distribution to magnetron operation was not fully appre- 
ciated nor, indeed, was it known for these magnetrons. As discussed in 
PART I in connection with curve (a) of Fig. 25, it was later found that the 
frequencies of several modes including the x mode were very nearly equal, 
making the electronic operation quite sensitive to the exact nature of the 
frequency distribution. This made the experiments difficult to interpret. 
None of the resonator systems, involving only changes in anode length and 
diameter with corresponding changes in the cathode, appeared to be appre- 
ciably better than that in the British magnetron. 

In one rather important experiment the cathode diameter, and thus r,,’r, , 
was varied to determine the value for optimum efficiency using the British 
anode dimensions. The result, confirmed later by comparison with British 
work, showed the original dimensions to be very nearly optimum. 

Some variations of the output coupling to the resonator system were also 
tried. In one such variation the coupling loop was placed in the end space 
of the magnetron between two resonators. In this position the loop was 
coupled magnetically by the flux linking the two adjacent resonators, as well 
as directly by virtue of the fact that the end of the loop is fastened to the 
anode segment (see the discussion of output coupling in PART I). It will 
be recognized that this type of coupling is that used later in the 700A-D 
magnetrons. The output circuits in the first American 10 cm. magnetrons 
were like those in the British design. 

The constructional techniques used in the British magnetron were fol- 
lowed with some variations. The most bothersome technique was that of 
making the vacuum seals between the end covers and the body of the 
magnetron. ‘This was done by means of tin plated gold ring seals between 
the members. Little difficulty was encountered with this seal in produc- 
tion, however, and it was used throughout the production at the Western 
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Electric Co. of 10 cm. magnetrons under 200 kw. output power. 

The first unstrapped magnetrons coded for manufacture by the Western 
Electric Co. were the 706A-C for frequencies near 3060 mc/s (9.8 cm.). 
The frequency differences were achieved by small changes in the resonator 
slot widths. Another magnetron, the 714A, oscillating at 3300 mc/s (9.1 
cm.) was also coded at this time. It differed from the others in having 
slightly smaller resonator holes. These magnetrons were used in some of the 
earliest American ship and airborne radar systems. A set of typical operat- 
ing data is included in TaBLe II. 

The improvement in measured over-all efficiency to approximately 25 
per cent was undoubtedly the result of improvements in the technique of 
operation and of measuring the output power. Unlike the measurement of 
frequency, for which good techniques were already available, the measure- 
ment of output power initially was crude and unreliable. At first, esti- 
mates of power were based on the heating of resistors to incandescence, with 
no assurance that all the power was being dissipated in this load. The 
production of corona has always been spectacular evidence of RF power. 
Later, when water load techniques were used, all the power could be ab- 
sorbed and measured. Means of line tuning permitted the adjustment of 
the magnetron load impedance to the point of maximum output power even 
though the impedance itself was unknown. 

Some preliminary studies of magnetron tuning were made as nary 
experiments. With one or more extra coupling loops terminated externally 
in adjustable coaxial tuners, tuning ranges of 2 to 4 per cent were achieved. 

15.2 The 706AY-GY, 714AY, and 718AY-EY Magnetrons: A signifi- 
cant improvement in the multiresonator magnetron was the method of 
strapping, used by the British as a means of achieving mode frequency 
separation (see discussion in PART I). When used in the resonator system 
of the 706A-C magnetrons, the early British ‘‘mode locking straps” in- 
creased the + mode wavelength from 9.8 cm. to 10.7 cm. and resulted in an 
increase in operating efficiency by about a factor of two with much more 
freedom from “moding” difficulties. Here was a really worthwhile advance 
and no time was lost in making use of it. The resultant strapped magnetron, 
oscillating at 10.7 cm. wavelength, was used directly as the basis for a new 
family of magnetrons of wavelength near this value. These were coded as 
the 718AY-EY series. The cathode, output circuit, and general mechan- 
ical features of the 706A-C were adopted essentially without change. Ex- 
periments like those done on the original British design, when repeated on 
strapped magnetrons, indicated the design parameters still to be close to 
optimum. The cathodes used were plain, oxide coated, nickel cylinders. 
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No particular precautions were taken to protect the active coating. Even 
so, lives both in the laboratory and in the field were shown to be well over 
2000 hours. Much later, the mechanical structure of the cathode and its 
support was improved and a heavy glass protective housing designed to 
cover the input leads. The performance chart of Fig. 17 in PART I is that 
of one of the 718AY-EY series. Other data concerning these magnetrons 
are given in TABLE II. 

Quite early in the study of the multicavity magnetron it had been realized 
that the mode frequency distribution of the resonator system is very im- 
portant to efficient operation. Evidence had accumulated which indicated 
that something needed to be done to suppress all but one mode of oscillation. 
Attempts at influencing mode frequency separation were made in which 
fluxbarriers or partitions, either complete or partial, were used in the end 
spaces of the resonator system. These included what was essentially the 
distortion of the structure into the form of the so-called “serpentine” men- 
tioned in PART I. Although striking changes in operation were produced, 
supporting the basic contention that there are more ways of doing a thing 
wrong than right, worthwhile improvements were not achieved. 

Following the confirmation, here and elsewhere, of the British results 
with strapping and the coding of the series of 718AY-EY magnetrons, 
intensive work was started in the general investigation of the modes of the 
magnetron resonator system and their relation to the various possible 
methods for strapping. This work involved the determination of the mode 
patterns for mode identification, the technique for which was consequently 
developed. Various strapping schemes were devised, built into magnetron 
resonator systems, and studied. Among these were the echelon strapping 
also used by the British, single and double ring strapped systems, and 
diametral straps which were adaptable to external tuning of the magnetron. 
The importance of strap shielding and strap assymmetries discussed earlier 
were brought out in these studies. The effects of end space volume and 
anode length on mode frequency distribution for given strapping systems 
were also studied. | 

Strapping made possible greater tuning ranges with tunable magnetrons. 
Efficient magnetrons having broken echelon strapping on one end and 
diametral straps on the other, connected through a glass seal to an external 
coaxial tuner were built. Tuning ranges of over +5 per cent were achieved 
in this way. There was no demand at the time for tunable magnetrons. 

Following the introduction of the 718A Y-EY magnetrons, their properties 
were reproduced at an extended range near the wavelengths of the 706A-C 
and at the wavelength of the 714A. The designs for these were arrived 
at by scaling the 718A Y-EY to the appropriate wavelengths. The principles 
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The five wavelength groups of the 720A-E employ straps of different 
height. 

The cathode was similar to that of the 706AY-GY but longer and with 
different end disk design. The surface was a plain oxide coating on the 
nickel cylinder base. Adequate life under the most stringent of its operating 
conditions was obtained (see TABLE II). The radical departure in cathode 
end disk design was necessitated by the pickup of RF energy by the cathode. 
This was aggravated by the length of the cathode. An end disk of con- 
ventional size, being closer to the inner strap than to the outer strap, is more 
influenced by its potential. Since the inner straps are x radians out of 
phase and the cathode approximately a half wavelength long, conditions 
were quite right for considerable induction of RF potential on the cathode. 
Considerable RF power was radiated by the cathode leads. Measurements 
on a non-oscillating magnetron indicated that cathode pickup could be 
neutralized very nearly by increasing the end disk diameter. If the end 
disk completely covered both straps, the charge induced on it by one strap 
was essentially balanced by that induced by the other strap. The 720A-E 
with large cathode end disks radiates very little RF energy from its cathode 
leads. 

The greater power which the 720A-E produced made it necessary to re- 
design the output circuit to include the transformer inside the vacuum. 
Voltages in the external transformer had been sufficiently high to break down 
the line. The redesign was carried out empirically by a substitution method. 
A replica of the output circuit was constructed and terminated in the im- 
pedance required to load the magnetron properly. In this replica the loop 
was replaced by a coaxial line and standing wave detector through which 
CW power was fed. In this way one could determine the impedance at the 
loop terminals necessary for proper loading. Then with a specially con- 
structed output circuit, in which the dimensions between the glass seal and 
the loop terminals could be varied, the dimensional changes necessary to 
achieve the required impedance at the loop with match in the output load 
coaxial was determined. The dimensions determined in this way provided 
the final design. The 720A-E was one of the early “preplumbed” 
magnetrons. 

A coaxial lead coupling using chokes instead of contacts was developed 
for the output circuit and used not only at 10 cm. but on all the later mag- 
netrons of longer wavelength as has been described. The centrifugal glass 
seal at the outer conductor is to be noted (see Fig. 63). The original tung- 
sten center conductor to which an external “thimble” was soldered (similar 
to that in the 5J23, see Fig. 49) was replaced by a Kovar cup to which the 
glass was sealed directly. Greater strength, better cooling, and elimination 
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of the high voltage gradient in air which had existed at the small diameter 
tungsten rod resulted. 

In Fig. 64 is shown a typical performance chart for the 720A-E series. 
Other performance data are given in TABLE II. In Fig. 44 is shown one of 
the 720A-E magnetrons mounted in its magnet. 
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Fig. 64—A typical performance chart of the 720A-E magnetrons (~2800 mc/s). 


In the use of the 720A-E on line type modulators the difficulty with what 
was then called voltage “overshoot” was first encountered. It is the result 
of the finite buildup time for the RF oscillation during which the pulse 
voltage rises to values higher than required for mode operation. It is 
particularly aggravated on line type modulators for which the magnetron, 
before it oscillates and draws current, presents a mismatch to the line net- 
work causing the voltage to rise to a much higher value. The difficulty was 
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circumvented by connecting across the modulator network a condenser in 
series with a resistance equal to the characteristic impedance of the net- 
work. The condenser is of low impedance for rapid voltage changes, termi- 
nating the network properly during the voltage rise. The condenser, 
however, stores some energy which must be dissipated at the end of the 
pulse. The discharge of this energy through the magnetron causes very 
weak oscillations to occur following the main pulse. This condition some- 
what lengthens the interval of time following the pulse during which the 
radar receiver may not detect an echo. 

16.2 The 4345-47 Magnetrons: For the extension of radar range it had 
been found desirable to use pulses of longer duration with consequent in- 
crease in total energy radiated per pulse. As indicated in PART I, the 
longer the pulse, the narrower the frequency spectrum. A long pulse conse- 
quently makes possible a narrower receiver band width, an improved 
receiver Signal to noise ratio, and greater range. Although it was necessary 
to reduce the peak power somewhat in operating the 720A-E at a pulse 
length of 5 microseconds, a substantial increase in range could still be ef- 
fected. The Radiation Laboratory at M. I. T. proposed to use 720A-E 
type magnetrons on long pulse operation and performed many tests of these 
magnetrons under these conditions. Many 720A-E magnetrons performed 
satisfactorily under these long pulse conditions. However, arcing both 
internally between cathode and anode and externally across the input leads 
deteriorated the performance and made the life expectancy of the magnetron 
questionable. 

To meet the new demands a new series of magnetrons, the 4J45-47 was 
developed by making two design changes in the 720A-E. The plain, oxide 
coated cathode was replaced with a cathode of the ‘‘mesh” type to be de- 
scribed in Section 21. MAGNETRON CATHODES. The “mesh” cathode proved 
to be more rugged, involved less arcing, was longer lived, and required a | 
minimum of changes in internal structure. 

External arcing at the input leads was minimized by lengthening the glass 
section, accomplished by increasing the over-all lead length and shortening 
the metal section of the lead at the magnetron body, and by enclosing the 
leads in housings filled with a silicone anticorona compound. These changes 
were limited by the requirement of interchangeability with the 720A-E. 

The modified 720B-D magnetrons were coded the 4J45-47. Operating 
characteristics are given in TABLE II. These magnetrons were used with 
long pulses and in the usual service for which the 720A-E had been designed. 











17. MAGNETRONS FOR WAVELENGTHS NEAR 3 CENTIMETERS— 
UNDER 100 KitowaTTs 


17.1 The 725A and 730A Magnetrons: As the antenna size of a radar 
is reduced, it is necessary to reduce the operating wavelength to maintain 
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the same width of radiated beam and resolving power. To meet the needs 
for aircraft and submarine radar and other applications in which antenna 
size must be small, shorter wavelength magnetrons were essential. The 
development of magnetrons of frequency near 10,000 mc/s (3 cm. wave- 
length) was part of the expanding program of magnetron research and de- 
velopment which grew out of the earliest experiments. The work was 
concentrated at 3.2 cm., roughly a factor of three below the initial 10 cm. 
work. From the earliest 3 cm. magnetron developments was evolved an 
efficient 3.2 cm. magnetron, the 725A, requiring roughly the same driving 
conditions as were used in the first 10 cm. magnetron applications. 

An operating 3 cm. magnetron was built in the summer of 1941. The 
crude techniques then in use in the 10 cm. wavelength range were adapted 
to the 3 cm. range, and 5 kw. peak power from this magnetron was measured 
in a coaxial water load. This design involved an unstrapped resonator 
system having eighteen quarter wavelength slots. The choice of so many 
resonators was made in order that large cathode and anode dimensions could 
be used, later shown ‘to be unreasonable for the voltage range employed. 
In addition the design suffered from a confusion of many modes of the 
resonator system and from an inadequate output circuit. 

A later design, similar in some respects to one upon which work was done 
at the M. I. T. Radiation Laboratory, made use of a resonator system having 
twelve slots. This design operated in a mode other than the x mode, prob- 
ably that for which nm = 3 orm = 4. The M. I. T. version, the 2J21, was 
the first 3 cm. magnetron to be manufactured in quantity. Its power output 
was about 15 kw., generated at an efficiency of from 12 to 15 per cent. 
Many variations of this design were made without major success in an 
attempt to obtain efficient and reliable operation. 

Prior to the introduction of straps, attempts were made to adapt 10 cm. 
magnetron designs to 3cm. While none came up to the 10 cm. operating 
efficiencies, one such, having an unstrapped resonator system of eight hole 
and slot resonators, was used extensively in systems experimental work in 
our Laboratories. 

By this time it was realized that some fundamental reason existed for the 
failure of these 3 cm. magnetrons to reach efficiencies comparable with those 
obtained at 10 cm. The resonator systems were unstrapped at 3 cm., and 
they operated in a mode other than the # mode. However, this did not 
fully explain their failure. Attempts were made to operate strapped 3 cm. 
magnetrons in the x mode, but they still did not result in the desired or 
expected improvements. The trouble lay not only in the mode frequency 
distribution of the resonator system but also in the size of the interaction 
space. Prior.to this time, 3 cm. magnetrons were made with larger inter- 
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action spaces than direct scaling from 10 cm. would indicate. This had 
been done to achieve greater cathode size and smaller operating magnetic 
field. It appeared that 3 cm. magnetrons had been suitable only for opera- 
tion at high voltage and high magnetic field and were being operated far 
below their range of maximum efficiency or even of reasonable operation. 
A decisive step forward was taken when a strapped magnetron was built 
which was rigorously scaled, according to the scaling principles discussed in 
PART I, from 10 cm. designs of the same operating voltage and current as 
that desired at 3 cm. 

The first such magnetrons were scaled from the 10.7 cm. strapped mag- 
netrons having eight resonators, the 718AY-EY, with only minor changes 
being made in the resonators for mechanical reasons. The results obtained 
were very encouraging although they were erratic for a variety of reasons. 
Mechanical construction was difficult and not reproducible before newer 
tools and techniques for making and assembling small parts were introduced. 
Output circuit variations in many cases completely masked good electronic 
operation, and it was not until a carefully considered and executed study 
of the output circuit design was instituted that consistent results were ob- 
tained. However, the results were such that it was decided to shift all 
emphasis in 3 cm. magnetron development at the Bell Laboratories to 
strapped designs scaled from 10 cm. magnetrons. 

This was by no means an easy decision to make. For example, it meant 
the use of very small parts and clearances, of order 0.010 in., and very close 
tolerances. That such a magnetron would be feasible for large scale pro- 
duction was by no means obvious. A cathode, 0.100 in. or less in diameter, 
which must deliver a considerably higher current density than any previous 
magnetron cathode, would be necessary. Whether such a cathode, at the 
expected operating conditions, would have any appreciable life was not 
known. Furthermore, a scaled 3 cm. magnetron would require a much 
higher magnetic field than previous 3 cm. designs, a demand which might 
increase the magnet weight. 

On the other hand, it was possible that the improved electronic efficiency 
of the scaled magnetron would result in less rigorous treatment of the cathode 
in spite of its small size. In spite of the increase in magnetic field, the 
decrease in anode length of the scaled magnetron made possible the reduction 
of the magnet gap to a point where it was conceivable that no greater mag- 
netomotive force and size of magnet would be required than in previous 
3 cm. designs. Greater stability and freedom from mode troubles could be 
expected. 

Early strapped magnetrons having eight resonators had anode diameters 
of order 0.175 in. and cathode diameters of order 0.065 in. Magnetrons of 
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over-all efficiency better than 45 per cent at a pulling figure of 15 mc/s were 
made. 

The cathode life in these magnetrons was very short—10 to 30 hours. 
Reduction of the severity of the demands made of the cathode was necessary. 
Strapped magnetrons having twelve resonators and larger cathodes were 
designed and a few built with promising results. 

The 3 cm. magnetron development program was later broadened by the 
inclusion of personnel from the NDRC Radiation Laboratories at the 
Massachusetts Institute of Technology and at Columbia University. Effort 
on magnetrons having twelve resonators was expanded and prosecuted 
vigorously along with the work on the eight resonator types. Somewhat 
later the effort was concentrated solely on the twelve resonator magnetron. 
The design which was made shortly thereafter became, with only minor 
changes, the 725A. 

Experience gained with previous magnetrons at all wavelengths enabled 
one to design a mechanically feasible resonator system with proper strapping 
to give the desired RF characteristics and # mode resonant frequency. 
The interaction space, on the basis of previous work and Hartree’s oscilla- 
tion condition, was designed to meet the specification of 12 kv. and 12 amps. 
input. The design was complicated both mechanically and electrically by 
the requirement of interchangeability with the 2J21. Thus good operation 
at 10 kv. and 10 amps. input was necessary. | 

The resonator system of the 725A is machined into a separable ‘‘anode 
insert’”’ which, when completed, is brazed into position in the so-called 
“shell” carrying the leads and cooling fins. The straps are placed in a 
channel for shielding from the interaction space and are broken on one end. 

The first cathodes were the ordinary, nickel sleeve type with double car- 
bonate coating sprayed onto its surface. Not long after the start of the 3 
cm. magnetron development, it was recognized that the cathode develop- 
ment problem would be a large part of the over-all project. Indeed, the 
725A proved to be an excellent magnetron for cathode development work. 
Many of the cathode improvements and new designs developed for it have 
been used successfully in other magnetrons. The cathode as finally de- 
veloped for the 725A was a nickel blank, complete with end disks and heater 
chamber turned out of nickel rod. Over the cylindrical portion was welded 
or sintered a fine nickel mesh in the interstices of which the active coating 
was applied. This is shown in Fig. 79 and will be described more fully 
with other cathode developments in Section 21. MAGNETRON CATHODES. 
Under normal operating conditions the cathode heater is turned off, the 
necessary heat being provided by electron back bombardment. 

Considerable effort was expended in the design of a satisfactory and repro- 
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ducible output circuit for the 725A. The requirement of interchangeability 
with the 2J21 restricted the output wave guide flange in its position relative 
to the axis of the anode and the mounting flange. Previous 3 cm. magne- 
trons having hole and slot resonators utilized coaxial output circuits coupled 
to the resonator system by a loop located in the median plane of one of the 
resonators as in Fig. 1. Although it was recognized that a wave guide 
output for a small magnetron of this type would be more elegant and repro- 
ducible than a coaxial output, difficulty in twisting the plane of polarization 
from the resonator to the output wave guide flange, involved in the inter- 
changeability requirement, and the lack of experience with such outputs 
made necessary the choice of an output for the final design similar to the 
original. To obviate the removal of a large portion of one resonator to 
accommodate the output and to make the loop easily accessible for inspection 
and adjustment, it was placed in the end space directly over the circular hole 
of one of the resonators. This so-called ‘‘halo’’ type loop is shown in Fig. 66. 
The coaxial line was terminated, as in previous 3 cm. magnetrons, in a junc- 
tion to wave guide, fabricated as part of the magnetron. The output circuit 
was designed around a matched junction which, it was hoped, would have 
the best electrical breakdown strength at the reduced pressures of high 
altitude operation, would be frequency insensitive, and would avoid adjust- 
ment of the junction on individual magnetrons. The entire antenna of the 
junction was enclosed in the vacuum envelope of the magnetron as may be 
seen in Fig. 66. 

The method of attack on the output circuit problem from this point on 
may be summarized as follows: First, a matched junction from coaxial to 
wave guide such that it could be applied to the final over-all design, had to be 
achieved. Then, for a given choice of loop size and position relative to the 
resonator, it was necessary to obtain the transformer properties of the coaxial 
line immediately adjacent to the loop so that the proper over-all coupling 
from magnetron resonator to wave guide load was achieved. Here again 
the mechanical restriction on the distance between the resonator and wave 
guide axes was found to be cumbersome. Two loop sizes were tried, that 
requiring the higher standing wave in the coaxial transformer to couple it 
properly being later discarded. At any given stage in the development, the 
procedure consisted of finding the impedance to be presented to the loop 
by the coaxial output. This was done by transforming through the entire 
output circuit to the loop terminals, the impedance needed in the output 
wave guide for proper loading, using the transformer parameters measured 
on a simulated output circuit. This impedance at the loop terminals was 
obtained by variation of the transformer properties of the coaxial line 
between the loop terminals and the coaxial to wave guide junction. The 
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limits at final test from more than 50 per cent to less than 1 percent. At 
one point in the development, when it appeared that the frequency spread 
could not easily be reduced, a tuning screw mechanism was designed with 
which the frequency of the resonator system could be varied by movement 
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Fig. 68—A typical performance chart of the 725A and 730A magnetrons (9375 mc/s). 
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of a plug through the side wall of one resonator and which could be adjusted 
from outside the vacuum envelope at the final acceptance test. Although 
the mechanism was built, tested, and found to operate satisfactorily, the 
improvement of the pretuning technique made its adoption unnecessary. 

During the initial stages of production it was verified that the pulling 
figure of the 725A and 730A could be adjusted within limits by variation of 
the position of the end plate shorting the wave guide section into which the 
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coaxial output circuit of these magnetrons is terminated. It is possible by 
a displacement of 0.040 in. of the whole end plate to effect about a 6 mc/s 
change in pulling figure near the value of 15 mc/s. An end plate consisting 
of a convoluted diaphragm was constructed which could be adjusted at final 
test if necessary. By this means it was possible to make the adjustment 
without disturbing the airtight seal needed in some pressurized installations. 
The adjustable end plate is to be seen in the cutaway model of Fig. 66. 

Despite initial difficulties, it was possible in the first nine months of 
production to increase the yield of shippable magnetrons meeting all the test 
specifications from a very low initial figure to over 85 per cent of all those 
completed and reaching final acceptance tests. Although subsequent 
tightening of the test specifications, such as the increase of pulse length at 
test from Is at 1000 pps to 2 us at 325 pps, caused temporary setbacks in the 
percentage yield, it was nevertheless increased until it ran consistently better 
than 95 per cent. 

Although better magnetrons have since been built in the 3 cm. wavelength 
range, the 725A occupies a special place in magnetron development at these 
wavelengths. It represents the first high efficiency, x mode, strapped mag- 
netron for 3 cm. operation, and as such has served as the prototype of most 
of the subsequent 3 cm. magnetron developments in the United States and 
Great Britain. 

The 725A was manufactured by the Western Electric Co. in this country 
and the Northern Electric Co. of Canada. The Raytheon Mfg. Co. used 
Bell Laboratories’ design information to produce a 725A magnetron but 
redesigned the resonator system to use a vane type more adapted to their 
manufacturing practice. The total number of 725A magnetrons produced in 
these three plants was over 300,000, indicating the extent to which it was 
used during the war. 

17.2 The 2348, 2349, 2750, and 2J53/725A Magnetrons: Following 
completion of the 725A magnetron at 3.2 cm., requests were made for three 
similar magnetrons. These were to have the same characteristics as the 
725A, differing only in their frequencies of operation. 

The 2J48 is an exact duplicate of the 725A but has a narrower spread in 
frequency, + 5 mc/s, around a mean value of 60 mc/s lower than the 
nominal 725A frequency of 9375 mc/s. The 2J48 was never manufactured 
by the Western Electric Co. 

The 2J49 and 2J50 are 725A types operating at 3.3 cm. and 3.4 cm., re- 
spectively. These new wavelengths were met by a new resonator design 
involving larger resonator holes than in the 725A. The nominal wavelength 
of the new design was 3.35 cm., tuned either into the 3.3 cm. or the 3.4 cm. 
band by strap manipulation. 
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output power and pulling figure against frequency could be obtained with 
it. ‘The fundamental mechanical problems of “packaging” the magnetron 
and providing facilities for driving the tuning head were shown to be feasible 
and a smooth working and resettable driving mechanism designed and 
constructed. 

The Columbia Radiation Laboratory built a series of these magnetrons, 
several of which were used in the development of tunable radar systems. 
The Bell Laboratories had cooperated from the start by supplying 725A 
magnetron parts, and by making anode inserts of special dimensions to raise 
the maximum attainable wavelength of the resonator system. It was 
decided that the Bell Laboratories should take over the main burden of 
further development of the magnetron for manufacture by the Westem 
Electric Co. By this time its specifications had been quite definitely estab- 
lished. It was to be a magnetron with the general power output capabilities 
of the 725A, tunable over the frequency range from 8500 to 9600 mc/s 
(approximately 3.13 to 3.53 cm.). It was to be interchangeable with the 
725A magnetron in the sense that it could be installed directly in any radar 
system using the 725A when the magnetron and its magnet were removed. 
Interchangeability, as usual, was one of the most annoying requirements. 
The magnetron was to be ‘“‘packaged” and provided with magnetic shunts 
so that the magnetic fields necessary for operation at 10 kv. and 10 amps., 
12 kv. and 12 amps., and 14 kv. and 14 amps. could be attained with a 
single magnet design. No specific requirements on variation of output 
characteristics were made at that time, but it was understood that only a 
magnetron whose pulling figure varied by an amount of the order of 3 mc/s 
or less over the entire frequency band would be acceptable. Similarly, it 
was understood that the tuning mechanism should provide smooth varia- 
tion in frequency with a minimum of backlash and of such resettability that 
the use of a wavemeter would not be required in setting the radar system to a 
new frequency. 

During the course of the development at the Bell Laboratories it became 
necessary to redesign the magnetron in a number of important respects. 
The requirement that the magnetron operate at 14 kv. and 14 amps. de- 
manded a magnetic field for which the magnet weight would be prohibitive. 
Consequently, anode and cathode radii were scaled from those of the 725A 
magnetron by the factor 1.2. The larger cathode resulting from this re- 
design made easier the problem of attaining the maximum of 200 kw. peak 
input power required by the specifications. However, it caused a recurrence 
of the difficulty with a resonance of the tuning pin structure appearing in the 
8500 to 9600 mc/s range. This had been found at the Columbia Laboratory 
to be a resonance of the capacitance between the pins and anode structure 
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with the inductance of the end space region through which the pins project 
from the magnet pole piece into the resonators. As before, the frequency 
of this resonance was removed by filling the end space with a copper ring or 
collar. 

In the course of study of this resonance and of output circuit characteris- 
tics, an extensive program of testing of non-oscillating experimental models, 
whether operable or not, was carried out to supplement the data of oscillation 
tests. From these measurements, three important types of data were 
obtained, namely, the variation of pulling figure with frequency, the amount 
of RF energy loss introduced by the insertion of the tuning pins, and the 
variation of frequency with position of the tuning head. The first of these 
data, combined with measurements of the output circuit transformer char- 
acteristics made on simulated and adjustable models, yielded a complete 
understanding of the functioning of the output circuit. The effect of 
coupling loop size and of the variation of the dimensions of the coaxial to 
wave guide junction on the performance of the magnetron over the frequency 
range were determined. Although other designs of output circuits of the 
general 725A type were experimented with, it was possible to adjust the 
parameters of the original 725A output circuit to give a reasonably flat 
characteristic with frequency. In Fig. 72 are shown the variation of pulling 
figure and Qext over the frequency band. 

The variation of unloaded Q with frequency, obtained in the above men- 
tioned non-oscillating tests, indicated that stainless steel pins or even such 
pins copper plated to a considerable thickness were unsatisfactory. It was 
found that under the heat treatment occurring during brazing operations 
the copper plate and steel diffused through each other so as to increase 
markedly the surface resistance of the pins. Copper sheathed pins were 
found to be satisfactory. Solid copper was finally used as it was found to 
possess sufficient strength under mechanical shock test. Even so, as Fig. 
72 indicates, the Q, of the resonator system falls off with increasing fre- 
quency and pin penetration. 

Determination of the variation of frequency with position of the tuning 
pins dictated the design of the drive mechanism to provide the necessary 
range of motion. It was found that, with a pin diameter of 0.064 in. moving 
in resonator holes of 0.088 in. diameter, the frequency band could be spanned 
in a total travel of 0.110 in. Fig. 72 shows the nearly linear relationship 
between frequency and pin penetration. 

The drive mechanism of the eaily Columbia models was redesigned to 
make possible its fabrication by a single brazing operation in a jig and to 
provide a sleeve rather than a thread bearing. The backlash achieved in the 
final design is such that one may reset the tuning head for a given frequency 
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to within 1 mc/s which corresponds to a displacement of the pins of 0.0001 
in. and to 0.1 turn of the worm wheel drive. The tuning mechanism is 
provided with a positive stop at each end of the tuning range. The fre- 
quency band is covered in five revolutions of the main drive screw and gear. 
A flexible vacuum envelope is provided by means of sylphon bellows. De- 
tails of the design may be seen in the sectioned model shown in Fig. 71. 
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Fig. 72—Smoothed characteristics of the 2J51 tunable magnetron (55 kw., 8500 to 
9600 mc/s) throughout its frequency band. Shown is the dependence Ho frequency 
of the unloaded Q, Q.; of the external Q, Qez; of the circuit efficiency, ne; of the electronic 
efficiency, 7.; of the over-all efficiency, 9; and of the pulling figure , PF. Also shown is 
the dependence of the operating frequency upon position of the tuning pins, D, measured 
from the position of maximum intrusion. The dashed lines on either side of the exper- 
imental curves indicate the range of possible variation of the data. The curves for 7. and 
ne have been determined from the experimental results by the use of equation (25) of 
PART I and the relation 7 = », ne. 


The elimination of radial cathode support leads and the use of the mag- 
netic pole pieces as the end covers of the magnetron body made possible a 
large reduction in the magnet gap and magnetomotive force required to 
produce the necessary magnetic field. Because of the requirement of inter- 
changeability with the 725A magnetron, a very awkward V-shape magnet 
design in which the leakage flux was tremendous could not be avoided. 
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Fortunately, before production commenced, relaxation of the interchange- 
ability requirements made a change in the magnet form possible, and the 
much more efficient U-shape of those shown in Fig. 70 was adopted. 

In performance, the 2J51 magnetron is essentially a 725A capable of 
operating over a 12 per cent frequency band. TaBLE III gives two sets of 
operating conditions available through the use of the magnetic shunts. Fig. 
72 shows several] circuit characteristics of the magnetron over the frequency 
band. Also shown is the variation in over-all operating efficiency. The 
slight drop in efficiency observed as the frequency increases is due primarily 
to the decrease in Qo. The electronic efficiency increases slightly with 
increasing frequency. The performance chart of the magnetron at its 
intermediate magnetic field is very similar to that of the 725A at the same 
field value, as shown in Fig. 68. The performance of the 2J51, when con- 
nected to a long, mismatched line exhibits a periodicity in power output, 
pulling figure, and frequency variation as the tuning is changed. This is 
expected in such a case because of the resulting changes occurring in the 
electrical length of the line with changing frequency. If the mismatch is 
sufficiently great, the condition may exist in which periodic regions of the 
frequency spectrum are completely unattainable, as discussed in section 10.2 
Frequency Sensitive Loads. 

The 2J51 represents an attempt to design considerable versatility into one 
magnetron. As has been described in the discussion of the 2J55 and 2J56, 
the development of the 2J51 provided the opportunity to make available 
“packaged”? magnetrons of fixed wavelengths near 3 cm. by the omission 
of the tuning mechanism. 


19. MAGNETRONS FOR WAVELENGTHS NEAR 3 CENTIMETERS— 
100 ro 300 KimowatTtrs 


19.1. The 4J50, 4352, and 4378 Magnetrons: In the later stages of devel- 
opment of the 725A, it had been demonstrated that a high efficiency scaled 
magnetron of wavelength near 3 cm. was feasible. It also had become evi- 
dent that, freed from the hampering restrictions on input power and me- 
chanical interchangeability, a magnetron of cqnsiderably greater output 
power capabilities could be made. The achievement of a magnetron design 
capable of delivering at least 200 kw. output power at a duty cycle of 0.001 
or greater was set as a first objective. This was achieved with a good 
margin. During its entire course, the program was actively participated 
in by members of the Radiation Laboratory at M. I. T. working in residence 
at the Bell Laboratories. 

The objective of 200 kw. peak output power at the factory test was not 
considered to be the maximum obtainable from a 3 cm. magnetron but 
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was largely determined by the state of development of systems and com- 
ponents when the work began. It was desirable to produce a magnetron 
which, while marking a very substantial gain over the 725A in power output, 
should at the same time be of reasonable weight, air-cooled, and capable of 
operation with a pulser of modest dimensions and of working into the 
system components in existence or under development. 

The design began with the choice of a resonator system having sixteen 
resonators. The anode diameter was chosen for an operating voltage range | 
of 20 to 25 kv. The increase in number of resonators from twelve to six- | 
teen and operation at higher voltage necessitated a considerable increase in 
cathode diameter over that of the 725A. The length of the anode was left | 
as before because it was felt that the desired increase in total cathode emis- 
sion would be available from the increase in cathode area and that the mag- | 
net weight ought to be kept as low as possible. 

Experimental models incorporating these design changes were built in 
the 725A type structure with radial cathode mount, “halo” coupling loop 
and coaxial output terminating in a junction to wave guide. The per- 
formance of these early models was satisfactory. Operating efficiency 
better than that of the 725A mgnetron was achieved over the range of 
currents from 4 to 40 amps. 

However, it was easily to be seen that the 725A type structure was by 
no means the ideal for a 3 cm. magnetron of increased output power. The 
output circuit was marginal in its power handling capabilities; it could 
transmit no more than 300 kw. Furthermore, the opportunity presented 
itself of eliminating other troublesome features such as the “halo” loop and 
the coaxial to wave guide junction by designing a wave guide output whose 
critical dimensions are machined to size. The type of cathode structure 
of the 725A was limited in its heat dissipation in comparison with the axial 
type of cathode mount made possible by the use of magnet “‘packaging’’. 
th addition, the axial type cathode mount is superior from the standpoints 
of DC voltage breakdown and economy of space. Considerations of weight 
also favored the “packaged”’ structure, in which the magnet pole pieces 
form an integral part of the magnetron structure. Many of these first 
experimental models suffered from a drooping voltage-current characteristic 
at constant magnetic field in the region of low currents. This effect and 
its attendant loss of operating efficiency became progressively worse as 
the magnetron was operated. It was hoped that the parasitic electron 
emission from the cathode end disks, believed from experiments with non- 
emissive coating materials to be responsible for the effect, could be elimi- 
nated or reduced in an axially mounted cathode. 

Accordingly, an entirely new design was undertaken, built around the 
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sixteen resonator anode structure used in the early work but including 
the features of “‘packaging,’’ axial cathode mount, and wave guide output. 
A number of vexing but nevertheless interesting problems was encountered. 
Principal among these were the tendency to operate in another mode under 
certain conditions and the problem of obtaining satisfactory magnetic field 
uniformity in a design which necessitated the removal of a considerable 
portion of the center of the magnet pole piece to accommodate the axial 
cathode mount. Each of these difficulties was surmounted as is described 
in the detailed discussion later. The resonator system was redesigned 
quite late in the development to take advantage of the possibility of oper- 
ating at a lower electronic conductance and hence higher RF voltage for the 
same output power. The advantages of this step were a reduction in the 
tendency of the magnetron to “mode” and an increase in unloaded Q. 

The development program briefly sketched above resulted in three 
coded magnetrons, the 4J50, 4J52, and 4J78. The 4J50 and 4J78 magne- 
trons, identical except for frequency, were built with magnets large enough 
to permit operation near the maximum power capabilities of the design and 
with larger input leads to withstand the higher DC voltage required. The 
4J52 magnetron, although incorporating the same internal design as the 
other models, was built with smaller magnets for operation at a set of 
conditions easily attainable with the higher power design but beyond the 
reach of the 725A. Developmental work on all three magnetrons was 
conducted simultaneously. 

In the 4J50 magnetron a hole and slot resonator system was adopted. 
The remarkable freedom of the 725A magnetron from “moding”’ difficulties 
had made it appear desirable to retain as large a mode frequency separation 
as possible. Equivalent circuit theory indicated that to do this the increase 
in the number of resonators from twelve to sixteen would necessitate about 
twice the strap capacitance of the 725A. This would have required ex- 
tremely wide straps for which the recess channel in the anode structure 
would be very difficult to trepan. For this reason the resonator system 
was strapped less heavily; the » = 8 and nm = 7 mode frequencies differed 
by 19 per cent rather than 25 per cent as in the 725A. 

In none of the early models built into 725A type structures was any 
. “moding”’ or “misfiring” observed. When axial cathode and wave guide 
output were introduced, however, “‘moding”’ was experienced both in those 
with no strap breaks and those with the usual double break at one end of the 
anode. By enlarging the cathode diameter such that the ratio of cathode 
to anode radii increased from 0.60 to 0.66, the difficulty was removed in 
models with broken straps, but it was not possible to eliminate it in those 
with unbroken straps. Decreasing the r./r. ratio increased the tendency 
to “mode.” 
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It might be surmised that the trouble in the unbroken strap case was due 
to a component of 2 = 7 which did not couple to the output circuit. The 
phenomenon was studied in an operating magnetron with small electro- 
static probes built into several resonators. The » = 7 components were 
identified, their relative intensities being approximately those expected. 
It is of some interest to note that the “moding” encountered here differed 
from that seen in magnetrons of longer wavelength. The magnetron 
seemed invariably to start in the x mode, falling into oscillation in the 
nm = 7 mode more rapidly as loading increased. As might be expected from 
this behavior, the mode boundary on a performance chart is little affected 
by the rate of rise of the pulse as it had been in other magnetrons. Later 
evidence made it appear that the change in the operating voltage of the 
n = 7 mode brought about by the redesign of the resonator system was 
a decided improvement. | 

The necessity of using strap breaks led to an unforeseen difficulty. Un- 
der the influence of RF electric forces, the overhanging ends of the straps 
at the strap breaks moved together and shorted, causing failure after only 
a few hours of operation. The trouble was eliminated by removing the 
overhanging portions of the straps with no noticeably harmful effects. 

In a 3 cm. magnetron, strapped as heavily as the 4J50, circuit losses 
become very important in determining the over-all efficiency. A noticeable 
improvement in unloaded Q was effected when an atmosphere of prepurified 
Ne was substituted for the CQ,-alcohol mixture which had previously been 
used to prevent oxidation during the final brazing. The CO,-alcohol 
method had been abandoned for another reason, namely, that chemical 
analysis showed carbon deposited on the steel pole-pieces underneath the 
copper plating. 

If one determines the circuit efficiency for matched load by impedance 
measurements on a non-oscillating magnetron [see equation (25) of PART J], 
one may then calculate its value for any load. From measurements of 
over-all efficiency as a function of load conductance, the dependence of the 
electronic efficiency on this conductance may be determined. The curve 
of Fig. 19 was obtained in this way for the 4J50. The fact that the elec- 
tronic efficiency, as seen in Fig. 19 is practically independent of load, that 
is to say, of electronic conductance, together with some observations of 
the load sensitivity of the ‘“‘moding” in the 4J52; led to consideration of 
a new design for the resonator system. It was found invariably that the 
boundary for mode change in the 4J52 magnetron moved to higher currents 
as the load impedance was changed to values further removed from the 
frequency sink and power maximum in any direction on the Rieke diagram. 
This suggests that, as the circuit conductance [G, of equation (36)] is 


Google 


MAGNETRON AS GENERATOR OF CENTIMETER WAVES 217 


increased, the decrease in RF voltage in the x mode places that mode at a 
disadvantage in competition with the » = 7 mode. 

As a result of these considerations, a new resonator system was designed 
in which the electronic conductance at the normal operating point was to be 
two thirds of that in the first design. To maintain the pulling figure invari- 
ant, it was necessary to reduce the total resonator capacitance. Although all 
of this capacitance could not be removed from the straps without reducing 
the mode frequency separation too drastically, a good proportion of it 
could be. From this, one might expect a gain in unloaded Q since the straps 
are the lossiest part of the circuit. 

The new resonator system is more satisfactory than the old. Mechani- 
cally, it is neater in that the outer strap does not extend into the holes of 
the hole and slot resonators. A definite increase in over-all efficiency at- 
tributable to a greater Q, was observed. The mode separation is 17 per 
cent, much greater than the expected value. An analysis of data on the 
n = 8, 7, and 6 mode wave lengths, by means of equivalent circuit theory, 
indicated that this is due to the straps being effectively shorter although 
their physical length is unchanged in the new design. This is plausible, 
however, for in the new design the outer strap is connected at a higher 
voltage point along the resonator. 

The cathode structure of the 4J50, 4J52, and 4J78 magnetrons represents 
a radical departure from previous designs. It was desirable from the 
production standpoint to be able to build the cathode structure completely 
as a subassembly before mounting it in the magnetron. This entailed 
making holes in the magnet pole pieces large enough for the cathode to 
pass through; these holes were, in fact, made of the same diameter as the 
anode (0.319 in.). Since no radial cathode support leads were required, 
it was possible to reduce the end spaces to a height of 0.065 in., making the 
magnet pole gap 0.380 in. It was recognized that the large hole to gap 
ratio would result in two bad effects: first, a loss of magnetic field and, second, 
an antibarreling of the magnetic field which results in an axial force acting 
on the electrons, directed away from the center of the interaction space. 
Both of these difficulties were surmounted by the use of cathode end struc- 
tures made of high Curie temperature permendur (50 per cent iron, 50 per 
cent cobalt). 

The permendur pieces, toroidal in shape, are mounted at the two ends 
of the cathode (see Figs. 75 and 78). Their cross section and location, 
necessary for a nearly uniform field over 80 per cent of the gap and a focusing 
field over the remainder, were determined in electrolytic tank experiments. 
Since the permendur pieces fill up a part of the hole in the magnet pole piece 
and have a separation less than the pole gap, they contribute substantially 
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to the magnetic field in the anode-cathode region. The effective gap is 
reduced from 0.380 in. to 0.340 in. by their presence, resulting in about a 
20 per cent decrease in magnet weight. While their primary function is 
magnetic, the permendur pieces also serve as normal cathode end disks pre- 
venting electrons from reaching the pole pieces. Their smooth contour 
gives a good DC voltage breakdown condition between anode and cathode. 
Finally, they are mounted in such a way that there is some thermal isolation 
from the cathode and that the migration path from cathode to external 
surface of the permendur is quite long. These features discourage electron 
emission from the cathode end structures. 

Almost any degree of cooling may be obtained with an axially mounted 
cathode without the attendant disadvantages of the heavy tungsten leads 
which fill up the end spaces of a magnetron having radial cathode mounting. 
An upper limit to the cooling is set by the fact that the cathode must be 
raised to 1050°C in activation, using a heater which can be contained within 
the cathode sleeve without encroaching too much upon its wall thickness. 
The high temperature needed during activation sets certain limits upon the 
materials which may be used in the cathode structure. Since the cathode is 
mounted from one end only (this being dictated by assembly considera- 
tions), mechanical strength is exceedingly important. A cathode, once 
off center, is subjected to magnetic forces on the permendur ends which 
tend to pull it further off center. Fortunately, measurement at the mag- 
netic fields used in normal operation shows that these forces are only of the 
order of one pound for a cathode position 0.015 in. off the axis, increasing 
to about 3.5 pounds when the permendur is in contact with the wall. 

The first cathode surfaces used in these magnetrons were of the ‘“‘mesh” 
type. Later, the newly developed, sintered nickel matrix type was used. 
More recently, considerations of strength have led to the introduction of 
molybdenum cathodes. The cathode assembly is brazed into a hollow 
metal cone in the base of which is a receptacle type heater and cathode 
connection. Because of the length of the supporting structure and the 
relatively high temperature at which it operates, there is considerable 
expansion and resultant motion of the cathode in the axial direction. The 
cathode is offset when cold to correct for this expansion. Performance is 
not very sensitive to cathode location, but in extreme cases of misalignment 
moding difficulties may be aggravated. The cathode structure is to be 
seen in Fig. 78 and is shown mounted in the magnetron in Fig. 75. Atten- 
tion should be called to the external cathode input lead which is of heavy 
glass and Kovar construction sufficiently rugged to make unnecessary any 
protective housing. 

In the wave guide output designed for the 4J50 magnetron, the necessary 
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impedance transformation is accomplished by a quarter wavelength section 
opening directly into the output wave guide at one end and into the outside 
wall of one resonator at the other (see Fig. 30 and discussion in PART I). 
The small height of the resonator system from pole piece to pole piece makes 
it necessary to use a loaded line, in this case of H-shape cross section. The 
nature of the output circuit may be seen in the photograph of a cutaway 
model of the 4J52 in Fig. 75. 

The transformation from the wave guide impedance of about 400 ohms 
through the iris formed by the junction of the H-shape and rectangular 
wave guides and through the \/4 section inserts a resistance of about 2 ohms 
in series with the resonator to which the output circuit is connected. End 
effects make the desired transformer length differ slightly from /4. The 
length necessary to give a pure resistance at the input end was deter- 
mined by measurements in a 10 cm. model with which the distance from 
the rectangular wave guide to the first voltage minimum in the H-section 
could be measured. 

The vacuum seal in the wave guide output circuit was made at a circular 
window sealed in a Kovar cup, mounted between choke couplings as seen 
in Fig. 75. The diameter of the window and its thickness were chosen so 
that the reflection coefficient of the window would be quite low over a broad 
band of wavelengths near 3 cm. Insertion of a dielectric such as the glass 
window into the wave guide line increases the capacitance per unit length 
of the line. Compensation for this to bring the characteristic impedance 
back to the normal value is done by increasing the inductance per unit 
length over the same region. This may be accomplished by reduction of 
the long dimension of the wave guide resulting in a nearly square cross 
section. ‘The circular opening, preferable for glass sealing, is a compromise, 
the critical diameter being determined by experiment. The relatively large 
size of the window makes it capable of withstanding RF voltage breakdown 
even at very high power. 

Control of the output coupling is most readily effected by varying the 
width of the slot in the H-section. The over-all transformation properties 
of the H-section have been analyzed theoretically and the results confirmed 
by measurements on output circuit models. By means of this analysis 
it is possible to estimate fairly well the effect of changes in the slot width 
upon the pulling figure. To hold the latter within production limits of 
+ 2 mc/s, the slot must be held to +0.001 in. 

The output circuit of the magnetron is formed by building up the as- 
sembly from sections in what has been called a “sandwich” type construc- 
tion. The resonator system and the central portion of the output H-section 
are machined into one slab of copper. The “‘sides” of the H-section are 
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able period in our Laboratories. Although no magnetron was developed 
for manufacture from this work, the experience gained was very useful in 
the concurrent work at 3 cm. where a similar development program of 
small magnetrons was under way. Specific developments in this category 
which should be mentioned are: the use of inserts in which the magnetron 
resonator system is machined, separable from the rest of the magnetron 
structure; the use of a double lead cathode input seal to reduce over-all 
thickness; assembly tools for cathode and strap alignment; and the work 
with small oxide coated cathodes. The work was discontinued here be- 
cause of extensive commitments for work at 3 cm. and because an active 
and successful program of development of magnetrons near 1 cm. wave- 
length was under way at Columbia University. 

The work at the Columbia Radiation Laboratory from the start had been 
concentrated on magnetrons of very short wavelength. The first Columbia 
magnetron that was reasonably successful was unstrapped, having a vane 
type resonator system. It was manufactured in small quantities as the 
3J30. Later, the ‘‘rising sun” resonator system was discovered as a means 
of obtaining mode frequency separation. The small scale manufacture was 
then shifted to the new anode structure, the new magnetron being the 3J31. 
It was a satisfactory magnetron operating at about 14 kv. and 14 amps., 
in a magnetic field of 7200 gauss, at a pulling figure of approximately 25 
mc/s, and a power output of about 35 kw. The magnetic field was obtained 
by an external, separable magnet. The cathode was supported by the 
conventional radial leads. 

In addition to the work on the “rising sun” structure, work had continued 
at the Columbia Laboratory on strapped resonator systems for use at 
wavelengths near 1 cm. Performance of these magnetrons was quite 
comparable to that of the “rising sun” variety. 

20.2. The 3J21 Magnetron: The Bell Laboratories undertook, in collabo- 
ration with the Columbia Laboratory, to design a ‘‘packaged”’ version of 
the 3J31 magnetron for manufacture by the Western Electric Co. At the 
time, it had not been decided whether the new magnetron should have a 
strapped or a “rising sun’ resonator system. Considerations having 
primarily to do with manufacturing techniques indicated the latter to be 
preferable although the former would have been possible. Accordingly, 
work was started on a “‘packaged”’, “‘rising sun’’ magnetron to oscillate at 
1.25 cm. wavelength (24,000 mc/s). It was to have wave guide output like 
the Columbia model and axial cathode mount dictated by the ‘‘packaged”’ 
construction. Operating conditions were to be 15 kv., 15 amps., a pulling 
figure of 25 mc/s, and as much peak power as could be obtained. It was 
coded the 3J21. 
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In the development of the 3J21, the ‘‘rising sun’’ resonator system used by 
the Columbia Laboratory was adopted practically without change. The 
ratio of the natural frequencies of the large and small resonators is approxi- 
mately 1.8. The anode diameter is 0.160 in. and the anode length 0.190 in. 
The structure is fabricated by the so-called ‘‘hubbing”’ technique,” which 
had been brought to a high state of development at the Columbia Laboratory 
for the purpose. In this technique, a hardened steel die or hub, machined 
to be the ‘‘negative”’ of the desired contour, is forced by high hydraulic 
pressure (of order 250,000 lb./sq. in.) into a copper blank. The hubbed 
blank, after trimming and turning to size, becomes the resonator system 
and body of the magnetron. The proper contour to receive the wave guide 
output circult is then bored. 

The cathode of the 3J21 magnetron has a diameter of 0.096 in. and a 
length of active coating of 0.165 in. At 15 amps. peak current, the current 
density at the cathode surface is about 50 amps./sq. cm.—a considerably 
higher value than that in magnetrons of longer wavelength. Furthermore, 
the back bombardment of the cathode in this magnetron is about 10 per 
cent of the input power as compared to the 3 to 6 per cent in longer wave- 
length magnetrons. For these reasons, the cathode was one of the severest 
problems of the whole design. 

The first axially mounted cathodes were supported on Kovar tubes sealed 
to the input glass structure. The heater lead was carried down the center 
of this tube through a glass bead in the input end. The structure resembled 
that of the 2J51 seen in Fig. 71. Since the hole through the magnetic pole 
piece was initially 0.100 in. and the cathode end disks 0.130 in. in diameter, 
the cathode was assembled onto its support after the Kovar tubing was in 
place. However, in quantity production the cathode could better be 
assembled as a unit before attachment to the outer glass and pole piece 
structures. At the expense of magnetic field strength and uniformity, the 
hole in the pole piece was enlarged to accommodate the entire cathode 
structure. No ill effects were observed and no special features such as the 
permendur cathode end structures of the 4J50 magnetron were found 
necessary. 

The problem of the dissipation of the considerable heat of back bombard- 
ment was complicated by the necessity of activating the cathode at a 
temperature of 1050°C. The requirements of heat dissipation and activation 
oppose one another, one calling for low thermal impedance of the cathode 








26 The technique is here called “hubbing” rather than hobbing for two reasons: The 
term hobbing has a meaning in machine practice quite apart from the technique in ques- 
tion. The term hubbing is used for processes in which the interior of a piece is removed by 
forcing a member into it. It presumably arose from the early practice of making axle 
holes by forcing a hardened steel member through the wrought iron wheel hub. Further- 
more, it has an analogous usage in coining. 
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support, the other, high. To meet each requirement satisfactorily with 
the first cathode structure was found very difficult if not impossible. 

A major step forward was taken in the design of the so-called “soldering 
iron’’ cathode in which the heater element is placed in a larger part of the 
cathode lead, heat being conducted to the cathode surface through a solid 
rod. The cathode itself is solid, making for greater rigidity and lower 
thermal impedance. The heater element is placed where it may be made 
considerably larger and more rugged than if placed inside the cathode, whose 
diameter is 0.096 in. A view of the 3J21 magnetron cathode structure is 
to be seen in Fig. 78. The heater is contained within the section of larger 
diameter immediately adjacent to the cathode. 

The ‘‘soldering iron” cathode presented more difficult problems of heat 
conduction and dissipation than the older design. For an operating tem- 
perature of 800°C at the cathode surface, it is necessary to heat the heater 
chamber to about 1000°C, whereas the necessary activation temperature of 
1050°C requires the temperature of the heater chamber to be about 1300°C. 
As a result, rather careful design to provide the proper balance between 
heat losses by conduction and radiation was necessary. Radiation losses, 
which are the more important type, are increased by extending the cathode 
rod considerably beyond the active surface, as seen in Fig. 78. The cathode 
should also have good thermal conducting properties in this extension, 
throughout the main cathode body, heater chamber, and support. Under 
normal operating conditions the heater is turned off, cathode heat being 
supplied solely by back bombardment. 

It is apparent that a cathode design of this type calls for a careful choice of 
materials. They must be highly refractory as well as of good thermal 
conductivity and structural strength. Copper, silver, and nickel do not meet 
all of these requirements. The first cathodes of promise were turned from 
solid stock of so-called machinable molybdenum, complete with cathode 
end disks and heater chamber. The heater end was brazed to a Kovar 
detail, subsequently welded to the support cone of the type developed for 
the 4J52 magnetron. However, molybdenum machines poorly. The toler- 
ances on size did not permit of large scale production of precision molyb- 
denum parts. Consequently it was proposed to make the cathode of 
tungsten rod which could be ground to shape even on a production basis. 
The cathode end disks were to be punched or turned from molybdenum or 
Kovar and brazed to the tungsten rod. The tungsten rod extends into a 
hollow molybdenum heater chamber, the dimensions of which are not criti- 
cal. Inside the heater chamber the heater coil encloses the protruding 
tungsten rod so that better heat conductivity from the heater to the cathode 
is provided. The heater is brazed to the cathode at one end in the braze 
between the tungsten and molybdenum. The other end is spot welded to 
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a heavy central support lead inside the Kovar cone through a hole pro- 
vided in the cone. The input end of the heater chamber is flared to ac- 
commodate the Kovar support cone to which it is brazed. All of the ma- 
terials are thus of good structural strength. The tungsten and molybdenum 
are good thermal conductors, the Kovar not. Some parts of the cathode 
were grit blasted to increase their radiative emissivity. 

The total axial motion of the cathode by thermal expansion from cold 
start to operation is 0.008 in. The cathode is offset axially by this amount 
when installed. 

The cathode surface consists of a nickel matrix base, like that developed 
for the 725A magnetron, into which the active coating is impregnated. 
Attempts were made to increase the thermal conductivity through the 
0.008 in. thickness of matrix. Larger particle size was used. Ball milling 
the nickel powder before sintering resulted in more dense particles. A later 
improvement was effected by making the matrix oversize by a mil or two, 
impregnating it with the active coating, and then compressing it to size 
ina mold. This procedure also resulted in a surface far superior in smooth- 
ness and regularity to that previously obtained. 

The first output circuit used in the 3J21 magnetron, like that in the 
Columbia model, involved a quarter wave length transforming section 
of low characteristic impedance (about 20 ohms), extending from an iris 
in the “back” of one of tbe large resonators directly into the output wave 
guide. This section was 0.350 in. high and about 0.0125 in. wide. It 
was made by milling a slot into solid bar stock, the top of which was closed 
by brazing on a copper plate. A quarter wavelength section of this line 
was brazed between the anode body and the output wave guide piece which 
carried the choke joints and wave guide window seal. This latter piece was 
fabricated by hubbing a rectangular wave guide in a copper cylinder into 
which the circular choke was later turned. The wave guide window con- 
sisted of a circular glass disk sealed into a Kovar cup like that used in the 
4J50 magnetron (compare Figs. 77 and 75). In the 3J21, as in the 4J50, 
the external choke facing the wave guide window and a short section of 
wave guide were later incorporated as part of the magnetron. 

Holding the pulling figure of the operating magnetron to a specified value 
presented a serious problem. The problem was one of securing uniformity 
of the narrow transformer section and, to some extent, of the resonator to 
which it is attached. A variation of 1 mil in the width of this transformer 
produced 3 mc/s change in the pulling figure. Even with an improved 
mechanical design, the spread in output characteristics was uncomfort- 
ably large. Part of the difficulty resulted from the formation of solder 
fillets in the transformer section during brazing, the size of which could not 
easily be controlled. A rigid inspection of both electrical and mechanical 
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The principal operational problems encountered in the 3J21 magnetron 
were the occurrence of so-called “gassy tubes” and some difficulties with 
‘“moding.” Despite numerous precautions taken during fabrication, gas, 
identified spectroscopically as hydrogen, was evolved during operation 
in a discouragingly large number of magnetrons during the developmental 
work. By the use of a zirconium getter attached to the cathode support 
cone the difficulty could be circumvented. Also it had been found possible 
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to “clean up” a gassy tube temporarily by running the cathode very hot. 
This led to a pumping cycle which greatly reduced the occurrence of hy- 
drogen. 

Considerable effort was expended in attempting to track down the source 
of the hydrogen evolution. The iron pole pieces were found to be the 
major offender, but some hydrogen was evolved from other parts including 
the cathode. Cleaning and plating solutions release atomic hydrogen 
which readily permeates the iron pole pieces and other parts. Various 


Google 


230 RADAR SYSTEMS AND COMPONENTS 


methods of treating the parts, such as preglowing in vacuum, were used. 
These largely eliminated the difficulty. 

An interesting feature of the problem was the relatively infrequent oc- 
currence of hydrogen in magnetrons built at the Western Electric Co. 
The reason for this was finally traced to the precaution, prescribed by the 
safety engineers, that the sintering of the copper plate on the pole pieces 
be done in an atmosphere of 95 per cent nitrogen and only 5 per cent hy- 
drogen. All sintering and brazing operations in our Laboratories had been 
done in a 100 per cent hydrogen atmosphere. Pole pieces sintered in the 
predominantly nitrogen atmosphere were found to be nearly as free of hy- 
drogen as the vacuum preglowed parts. However, the use of the zir- 
conium getter was continued in models built at the Laboratories as added 
insurance against recurrence of the difficulty. 

The. other operational fault of the 3J21 magnetron was a tendency to 
oscillate in a mode other than the + mode under certain circumstances. 
Examination of a large number of magnetrons, opened after operation, 
showed that the only ok servable causes were resonator distortion, the presence 
of brazing flux or other foreign material, and off-center cathode location. 
As in other magnetrons, the tendency to “mode” was greater when heavily 
loaded or when operated with a sharply nsing voltage pulse. Western 
Electric engineers concluded, as the result of an extended study of magne- 
trons in which the cathode position was changed during operation by 
flexing the input lead, that a cathode position 2 to 3 mils off center toward 
the output resonator was desirable. A tool was developed with which a 
permanent change in cathode location could be made on operating magne- 
trons. By its use many “mody” magnetrons were reclaimed. 

An interesting phenomenon, discovered during the development of the 
3J21 magnetron, is that known as the “cold start.”” Whereas most magne- 
trons may be started with difficulty with a cold cathode, the 3J21 was found 
to start readily under these conditions over several discrete bands of mag- 
netic field intensity. Although the phenomenon is not well understood, 
some correlation with the work of Posthumus™ has been made. 

In making tests on the 3J21 magnetron at a duty cycle of 0.001 and a 
pulse duration of 0.1 us, the cathode was found to operate at a consider- 
ably higher temperature than at 0.5 us pulse duration and the same duty 
cycle and average input power. This behavior has since been observed in 
the 725A and 4J52 magnetrons. It is thought to result from unfavorable 
conditions during the periods of rise and fall of the voltage pulse, which 
become a greater percentage of the total pulse duration as the pulse dura- 
tion is reduced. The effect presumably would not appear if the pulse 
shape were truly rectangular. With present modulators, however, it 
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presents a lower limit on pulse duration which may be employed and further 
complicates the cathode cooling problem. 


21. MAGNETRON CATHODES 


From the start of its work with centimeter wave magnetrons, the Bell 
Laboratories has been engaged in an extensive program of magnetron 
cathode testing and design. The range of cathode size is illustrated in 
Fig. 78. The largest cathode, shown at the extreme left, is that of the 5J26 
magnetron, operating at about 23 cm., the smallest, that of the 3J21 magne- 
tron operating near 1 cm. The range of operating conditions to be met, 
as well as the magnitude of the problem at shorter wavelengths, is illus- 
trated by these two extremes. The cathode of the 3J21 magnetron, al- 
though its surface area is only 0.31 sq. cm., is called upon to deliver peak 
currents comparable to those demanded of the cathode of the 5J26, having 
a surface area of 17.1 sq. cm. The ratio of current densities is 25 to 1. 
The peak back bombardment of the two cathodes is comparable. Other 
cathodes shown in Fig. 78 operate under conditions intermediate between 
these extremes. Needless to say, the 5J26 cathode is operated quite con- 
servatively, the 3J21 cathode under extremely severe conditions. 

Little difficulty with cathodes has been experienced in pulsed magne- 
trons above 10 cm. wavelength. For the most part they are plain, nickel 
Sleeves coated with active material. The highest emission density (10.1 
amps./cm.?) used successfully with this type of cathode was in the 
720A-E, which operated satisfactorily at 1 ys but was not satisfactory 
at 5 ws. The operation at 5 us required a modification of the cathode as 
described. When the simple sprayed cathode was tried in developmental 
models of the 725A magnetron, the life at 1 us was of order 10 hours. At 
the high emission density required (approximately 30 amps./cm.*) the active 
coating was rapidly lost as a result of arcs, and frequently the nickel support 
itself was fused and vaporized. 

The problem of arcing to the cathode surface in small magnetrons was 
soon recognized as the most important cathode problem. It prevented 
steady operation and hastened destruction of the cathode surface and the 
end of useful magnetron life. All of these cathodes were found to require 
an initial break-in period during which the arcing is particularly violent. 
As the input voltage and current are gradually increased, the violent 
arcing gradually subsides. The tendency to arc at any time subsequent to 
this initial period depends on the nature of the cathode surface, but beyond 
that, it depends also on the operating conditions to which the magnetron 
is subjected. Increase in power input, either as increased voltage or current, 
or both, rapidly increases the frequency of arcs. Similarly, increased pulse 
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length makes the arcing much worse; in the 725A for example, changing 
the pulse length from 1 ys to 2 us may increase the arcing rate by a factor 
of 10 to 20. A decrease in recurrence rates with some types of cathodes 
also causes a noticeable increase in the rate of arcing. 

In the great majority of cases, magnetron cathodes have employed coat- 
ings of the ordinary strontium and barium carbonates as the source of 
primary and secondary electrons. All-metal, secondary emitting cathodes 
with primary emitting, starter cathodes have been tried in some labora- 
tories with some success but have not yet come into general use. The efforts 
at the Bell Laboratories have been directed toward developing and im- 
proving the oxide coated cathode along lines making it more nearly possible 
to satisfy requirements (3), (4), (5), and (6) listed in Section 10.7 Magne- 
tron Cathodes of PART I without impairing the ability to meet require- 
ments (1) and (2). 

Most of the cathode developments were made in connection with the 725A. 
This magnetron served as a convenient “laboratory” or “proving ground” 
for magnetron cathode studies. Its cathode is small enough and the de- 
mands made upon it stringent enough to make apparent any cathode weak- 
nesses and any improvements which may be made. A largenumber of life 
racks were kept in constant operation for 725A magnetron life tests over a 
long period of time under various conditions in which the cathodes were 
generally run to destruction. 

Attempts were made to make the data reproducible by controlling the 
activation, by controlling the initial break-in of the operating magnetron, 
and by devising means of quantitatively determining some measure of the 
adequacy of any given cathode. The last of these items involved the de- 
velopment of an automatic counter which registers the number of arcs or 
bursts of arcs which cause the current to exceed a predetermined value. By 
recording the accumulated number of arcs at intervals throughout the life 
of the magnetron, it is possible to get a picture of the arcing pattern with 
life. Such counters have done much to put the life testing and initial break- 
in of magnetrons on a semi-quantitative basis. The smoothed curves shown 
in Fig. 80 were obtained through the use of these counters. 

Early attempts at building a cathode upon which sufficient active material 
may be held, made at both the M. I. T. Radiation Laboratory and the Bell 
Laboratories, involved winding coated cathodes with nickel wire to provide 
a reservoir of active material under the wires. In this manner, the material 
was protected from direct arcing effects, allowing the active material to 
migrate slowly to the outside surface of the wires. This general idea was 
greatly improved upon when the wire winding was replaced by a woven nickel 
mesh into the interstices of which the active material was packed. The 
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for example, took as long as 45 minutes of intense arcing during gradual 
increase of input voltage and current before satisfactory operation was 
attained. It seemed unlikely that the arcing during the break-in period 
could be completely eliminated, but it was found that improvements in 
cathode construction which made steady, operation at higher current 
possible also reduced the time of initial break-in to attain these conditions. 

It appeared that the resistance of the cathode coating might be lowered 
by distributing nickel more uniformly throughout the coating. Accord- 
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Fig. 80—Curves of arcing during life for 725A magnetrons, having various t of 
cathodes, operating at 5.7us pulse duration, 165 pulses per second, and 210 kw. peak power 
input. It is to be emphasized that these conditions are considerably more stringent than 
the normal operating conditions. Curve (a) is for a cathode having oxide coating on a 
nickel wire mesh base; curve (b), metallized coating on a nickel wire mesh base; curve (c), 
either plain oxide or metallized coating on a sintered, nickel powder, matrix base. 


ingly, mesh cathodes were coated with a mixture of double carbonates in 
which was distributed a fine nickel powder of high purity having an average 
particle size of 2 microns. The carbonate particle size is between 1 and 2 
microns. The amount, found not to be critical, was 55 per cent by weight 
of the combined dry ingredients of the coating mixture. Although this 
reduced the amount of active material present on the cathode surface, as 
seen in Fig. 80 it resulted in a cathode having considerably improved arcing 
characteristics with considerably. longer useful life. This cathode con- 
struction was adopted finally for the 725A production and was also utilized 
in the 10 cm. high power magnetrons, the 4J45-47, for operation at 5 us 
pulse duration. 
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The next step in the development was the replacement of the nickel mesh 
by a sintered matrix of coarse nickel powder (see Fig. 79). The average 
particle size was 55 microns. The active material is packed into this 
matrix in much the same manner as in the mesh cathode. Little difference 
was observed in the addition of fine nickel powder to the active coating in 
this type of cathode. The matrix cathode has the best life characteristic 
of any yet devised for the magnetron oscillator. Its life characteristic is 
shown in Fig. 80 with those of the earlier types. 

The sintered matrix type of cathode has been used extensively in the 
4J50 and 4J52 magnetrons at 3 cm. and in the 3J21 magnetron at 1 cm. 
In these cathodes, it was important to have high heat dissipation. This 
was achieved by designing a high thermal conductivity support and pro- 
viding considerable radiating area immediately adjacent to the cathode 
surface by extending the cathode, as shown in Figs. 75 and 77, into the pole 
piece opposite that carrying the cathode mount. 
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High-Vacuum Oxide-Cathode Pulse Modulator Tubes 
By C. E. FAY 


INTRODUCTION 


N PRACTICALLY all pulsed oscillators such as those used in radar, 
some means must be provided to apply the pulse voltage to the oscil- 
lator circuit. In many early radars, a high-vacuum modulator was used 
for this purpose. The pulse was generated at low power level and then 
amplified by means of one or more stages employing high vacuum tubes. 
The final stage was required to block, or cut off the d-c supply voltage with 
no pulse applied, and to permit as much as possible of the d-c voltage to 
appear on the oscillator during the pulse. Since most radar oscillators 
operate at pulse voltages of from 5 to 20 kv and require currents of several 
amperes during the pulse, the requirements of the modulator tubes are quite 
severe. Standard transmitting! tubes were used at first, the higher power 
tubes having the necessary voltage rating and having in general a fair 
amount of cathode emission. Tubes were operated in parallel to provide 
the required amount of current. Practically all of these tubes were of the 
thoriated tungsten filament type. For example an early army radar, the 
SCR268,? employed 8 tubes in parallel having a total filament power of 
1040 watts to provide a pulse current of about 10 amperes. The use of 
such equipment in portable or airborne service would be obviously imprac- 
tical because of the large power consumption, bulk, and weight. In an 
attempt to provide tubes more suited to this type of service, those described 
in this paper were developed. 


TUBE REQUIREMENTS 


The function of the high-vacuum modulator tube essentially is to act as a 
switch to turn the pulse on and off at the transmitter in response to a con- 
trol signal. The best device for this purpose will be the one which requires 
the least signal power for control and which allows the transfer of power with 
the least loss, from the transmitter power source to the oscillator. 

If the oscillator must be supplied with a pulse of voltage E, and current 
I,,;* or power E,/,, then the voltage which must be supplied by the trans- 
mitter power supply will be A, = E, + ep, Fig. 1, if ep represents the voltage 

* It is assumed here that the pulse is rectangular in shape. This is usually the desired 
shape and is fairly well approximated in most cases. 
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drop in the modulator tubes necessary to allow current J, to pass. The 
Ey 
E, 
in the modulator tube plate is J,e, during a pulse. The average power dis- 
sipated in the plate is then J,e, multiplied by pulse length and by pulse 
frequency. The heat storage capability of the plate is ordinarily great 
enough that the average power is all that needs consideration. 

The conditions imposed on the modulator tube are somewhat analogous 
to those of a class C amplifier at low frequency. The main difference is 
that the angle of operation is very small, and there is usually no appreciable 
backswing of plate voltage since the load is essentially a resistance. Typical 


plate efficiency of the modulator is then simply — and the power dissipated 
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Fig. 1—Current and voltage relations in a pulse modulator tube. 


modulator circuits are shown in Fig. 2. It is sometimes found desirable to 
employ a shunt inductance across the oscillator in the interest of a sharp 
cutoff of the pulse on the oscillator, particularly where capacitances to 
ground of various circuit components are appreciable. This results in an 
additional current demand on the modulator tube since the current through 
the inductance must also be supplied. The oscillator is often coupled to 
the modulator circuit by means of a transformer in order that desirable im- 
pedances are realized in each circuit. 


DESIGN CONSIDERATIONS 


It was apparent on first consideration of the high-vacuum modulator 
problem that use of oxide coated cathodes would be of enormous advantage 
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in keeping power requirements down. Heretofore the use of oxide cathodes 
in high voltage power tubes had been found very difficult, particularly 
where filamentary cathodes were employed. Any spark or momentary 
discharge in operation usually resulted in the burning out of the relatively 
fragile flaments. This result was caused mainly by the fact that a con- 
siderable amount of energy was of necessity available from the power supply 
equipment. However, in pulse service it is possible to limit the amount of 
energy available so that a momentary tube breakdown will not result in 
damage to a reasonably rugged equipotential cathode. Also, in the interest 


OSCILLATOR MODULATOR 
oe Ed 


(a) SERIES MODULATOR CIRCUIT . 





CURRENT = LIMITING 
MPEDAN Re STORAGE. 
Lb MODULATOR = CAPAC! OSCILLATOR DIODE 


oxele 


(b) SHUNT- MODULATOR CIRCUIT 





Fig. 2—Typical pulse modulator circuits. 


of conserving control power it is desirable to build high perveance tubes 
which require very close control-grid to cathode spacings. This is much 
more easily accomplished with rigid cathode structures rather than fila- 
mentary cathodes, especially for service conditions under which extreme 
shock and vibration may be encountered. 

Conservation of drive power requires that the modulator tube have high 
power-gain. This is most easily provided in the tetrode which provides a 
high over-all amplification factor with reasonable drive characteristics. 
Lining up the control-grid and screen-grid wires is of course advantageous 
in the interest of minimizing screen dissipation and getting the largest 
possible portion of the cathode current to the plate. The control-grid to 
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plate capacitance is of little importance as long as it does not store much 
energy, there being little chance for oscillation in such a circuit. While it is 
desirable to operate with as low a minimum plate voltage as possible, it is of 
little additional advantage to bring the plate voltage below the screen volt- 
age if the screen voltage is about 1000 volts and the supply voltage 15 kv. 
It was therefore thought permissible to increase plate to screen spacing 
beyond the optimum for best characteristics in the interest of high voltage 
and screen dissipation ratings. 

The insulation in the tube between plate and other electrodes must be 
capable of withstanding the full supply voltage plus a comfortable margin. 
This dictates that if internal insulators are used they must have long path 
and that the bulb must have sufficient length to prevent flash-over ex- 
ternally. 


THe 701A Vacuum TUBE 


At the time of this development a tube was very urgently needed for a 
Navy radar application. Since speed was of prime importance it was de- 
cided to take parts of a standard oxide-cathode beam-power tetrode, 
Westem Electric 350A, and mount them in a structure capable of with- 
standing the required voltage; 12 kv in this case. Accordingly a cruciform 
structure was designed in which four sets of 350A electrodes were mounted 
on ceramic members attached to a molded glass dish-stem as shown in 
Figure 3. The four cathodes have a total coated area of approximately 14 
square centimeters. A molybdenum plate of cruciform section mounted 
from a lead-in at the top of the bulb was used. This construction elimi- 
nated internal insulators between plate and grids other than the bulb. 
The control-grid of the 350A is normally gold plated to inhibit primary 
emission. This feature was retained in the 701A and the screen-grid also 
gold plated. The plate to screen-grid spacing was increased over that 
normally used in the 350A in order to allow somewhat better cooling of the 
grids and to allow greater clearance for high voltage reasons. This made the 
characteristics depart from good ‘‘beam tube’”’ performance but at the high 
voltage condition of operation this was of little consequence. Character- 
istic curves of the 701A indicating performance under both high voltage 
and low voltage conditions are shown in Fig. 4. Since no experience was 
available at the time of this development to indicate what currents could 
safely be drawn from the cathodes under pulse conditions, the matter of 
rating these tubes was mainly guesswork since time was not available to 
await the outcome of life tests under various conditions. The ratings put 
on the 701A are as shown in Table I. 

For the immediate application in hand, which required 12 ampere pulses 
at about 10 kv, it was decided to specify two 701A tubes operating in paral- 
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Fig. 4—Characteristics of the 701A vacuum tube. 
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lel. The pulse in this case was trapezoidal having a base width of about 
4u seconds and a top width of about 1.75 « seconds; repetition rate was 1600 
per second. When the tubes were operated under these conditions there 
was customarily some sparking within the tube in the first few minutes and 
then it apparently “aged in,’”’ and operated satisfactorily. At the rated 
heater voltage, the cathodes operated at about 800°C (brightness). This 
temperature would normally provide a cathode life of more than 1000 hours. 
Life tests in the laboratory indicated satisfactory performance for about 
2000 hours. Reports from the Navy were difficult to obtain but those 
which were obtained indicated similar results. End of life was caused by 
both loss of cathode emission and by primary grid emission. Mechanically 
the tube proved to be reasonably rugged for normal service. However, 
shocks sustained in shipment of tubes caused mechanical misalignment in 


TABLE I 


TABLE OF RATINGS OF OxIDE-CATHODE 
PuLsE MOpULATOR TUBES 


| | Max. 


Duty . 
Screen Cycle for Capacitances 
pation Plate 

Current | Cig 


Peak | Peak 


Heater | Heater 
Tube Voltage Current vee Screen 


Peak Plate 
Plate Dissi- 
oltage | Voltage; Current | pation 














Cout | Cep 

















Volts |Amperes| KV KV |Amperes | Watts | Watts mmf 
701A 8 7.5 12.5 | 1.2 10 100 15 0.005 | 56 | 11.5 13.2 
715A 27 2.15 | 14 1.2 10 60 8 0.002 | 35 7 
715B 26 2.10 | 15 | 1.25 15 60 8 0.001 | 35) 7 1.2 
5D21 26 2.10 | 20 1.25 15 60 8 0.001 | 35 7 1.2 
426XQ 8 7.5 25 1.5 20 150 15 | 0.001 | 46 | 7.5 10.6 





some cases, indicating a need for a more rugged structure for use in the 
armed services. 


THE 715A TuBE 


The advent of airborne radar made the development of high power light- 
weight transmitters an urgent requirement. In this case long life was some- 
what subordinate to lightweight and small dimensions. Ruggedness was 
also a requirement. The electronic properties of the 701A tube were well 
suited for airborne radar but the large bulk was an extrefme disadvantage. 
Work was begun on a tube using the same cathodes as the 701A but having 
a simpler and more rugged mechanical structure. Out of this evolved the 
715A tube. In this tube the cathodes were placed side by side and en- 
veloped by a single control-grid, screen-grid and plate. In order to provide 
the necessary ruggedness and to keep the grids cool, heavier grid wires 
were used and they were wound on very heavy supports of high heat- 
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Fig. 6—Characteristics of the 715A vacuum tube. 


base, and the plate terminal out the top of the bulb. This provided a 
very rigid structure which could stand extreme shock and vibration condi- 
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tions. Although this structure sacrificed something in electronic perform- 
ance over the 701A it still was quite satisfactory as a pulse modulator. 
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Fic. 6 (Continued) 


The characteristics of the 715A tube applicable to both high voltage and 
low voltage operation are shown in Fig. 6. It was found that in spite of 
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The 715B tube is essentially the same structure as the 715A except that 
larger radiating fins are attached to the ends of the grid support wires. 
Figure 7 shows the structure of the 715B tube. The characteristics were 
identical but the ratings were changed, as indicated in Table I. The life 
obtained in laboratory life tests under rated conditions averaged between 
500 and 1000 hours. Failure was usually caused by grid emission or loss of 
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Fig. 9—Non-linear coil modulator circuit with illustration of the current an! voltage 
relations in the 5D21 vacuum tube. 


THE 5D21 TUuBE 


In response to the demand for further improvement of this structure in its 
ability to withstand higher voltage, the 5D21 tube was developed, Fig. 8. 
It is of the same family as the 715A and 715B. It was found that higher 
voltages could be used if the grid cooling radiators were removed from the 
top end of the tube. The cooling of the grid was maintained by providing 
copper wire connections from the bottom ends of the grid support wires to 
the base seals. This and the use of a specially designed plate terminal cap 
enabled the voltage rating to be raised to 20 KV. 
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Fig. 11—Characteristics of the 426XQ vacuum tube. 
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of a moderately high current through an inductance and then suddenly to cut 
off the current and withstand the resulting voltage which built up across the 
circuit. A schematic of this type of circuit is shown in Fig. 9. In this cir- 
cuit the tube is required to pass about two amperes peak plate current 
which builds up over a period of about 150 microseconds. The d-c. volt- 
age under these conditions is about 1000 to 4000 volts and the screen volt- 
age may be obtained from the same source through series resistance. The 
grid is driven only slightly positive. Screen-grid dissipation is one of the 
lmiting factors in this type operation. Primary emission from the screen 
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grid, being present when the plate rises to its very high potential, tends to 
discharge the circuit prematurely, the energy wasted appearing as heat at 
the plate. 


THE 426XQ TuBE 


Since there was considerable demand for tubes capable of operating at 
voltages as high as 25 KV, a tube was developed to operate at this voltage. 
The limit of the 5D21-715B type structure seemed to have been reached at 
about 20 KV. It was also desirable to increase the current rating of the 
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tube since in a laboratory test equipment a pulse power of 1.5 to 2 megawatts 
was needed. The laboratory number 426XQ tube shown in Fig. 10 was the 
result. Four of these tubes in parallel were capable of providing pulses of 
about 1.75 megawatts. In the 426XQ tube, the bulb used on the 701A 
was employed and the plate supported entirely from its terminal in this 
bulb. The same four cathodes were used, but were spaced farther apart 
than in the 715-type tube. Two separate control-grids and two screen- 
grids were used, each pair encompassing two cathodes. This allowed a 
reduction of dissipation per grid compared to the 715-type, otherwise simi- 
lar techniques were employed. The characteristics are shown in Fig. 11. 

The tentative ratings applied to the 426XQ are given in Table I. The 
allowable peak plate current was increased for this tube because the tech- 
nique of processing had improved so that a higher level of cathode activity 
was consistently realized. Also the greater spacing between cathodes and 
use of two sets of grids resulted in better grid cooling. The tube was not 
used in any radar equipment, because by the time it was available the trend 
in radar equipment was toward small, compact apparatus in which spark 
gap and transmission line modulators’ found considerable application. 
The 426XQ proved very satisfactory in laboratory test equipment. One 
set of these tubes operated for somewhat more than 2000 hours. 


THE CHIEF PROBLEMS 


The difficulties experienced with this series of oxide-cathode pulse modu- 
lator tubes can be divided into three general classifications, namely: spark- 
ing, cathode emission, and grid emission. 

The sparking in these tubes can roughly be divided into two types, 
which may be called inter-electrode sparking and cathode sparking. Inter- 
electrode sparking is a discharge between two electrodes of the tube caused 
by the momentary breakdown of the insulation between them or by a gas 
discharge. If the breakdown of insulation is caused by light deposited films, 
the resultant discharge usually causes removal of the film and cures the 
trouble automatically, provided no other damage is done to the tube. Gas 
discharges from isolated pockets may be initiated by the high fields or by 
bombardment by stray electrons. If these pockets are not numerous they 
are uSually dissipated after a few minutes of tube operation such that fur- 
ther sparking is very intermittent and probably not of sufficient intensity 
to interfere with operation. The gas so released is ordinarily taken up by 
the getter in the tube so that operation is not subsequently impaired. 

Cathode sparking may be caused by positive ion bombardment of the 
cathode or by poor adherence of cathode material when subject to electro- 


Google 


PULSE MODULATOR TUBES 255 


static fields. This type of sparking usually does not clear up and when it 
becomes serious the tube must be replaced. It can be aggravated by spark- 
ing in the oscillator part of the radar system. There is some evidence to 
indicate that very high rates of mse of the pulse current drawn from the 
cathode may tend to produce cathode sparking. At rates of rise in excess 
of about 50 amperes per microsecond per square centimeter of cathode area 
a tendency for increased sparking has been noticed. 

Cathode emission, here as in any other tube, 1s governed by cathode 
temperature and other considerations such as quantity and kind of gas in 
the tube, the core material, coating material, and techniques of processing. 
No attempt will be made to consider these factors in this paper as theyare 
sufficiently complex that no very clear cut dissertation can be given. Stand- 
ard core materials and coatings were employed with good results. It was 
found that the double carbonates (Ba, Sr) were less subject to sparking than 
the triple carbonates (Ba, Sr, Ca). The cleanliness and previous treatment 
of the other parts of the tube seemed to be the major factor in dete:mining 
the level of emission obtained. 

Primary grid emission, or thermionic emission from the control-grid and 
screen-grid, was one of the most difficult problems in the development and 
production of these tubes. Many trials were made using different materials 
and coatings on the grids, but from all considerations gold was found to be 
the most satisfactory. The grids in all the tubes described here are gold 
plated or gold clad molybdenum. It is not considered that the use of 
molybdenum for the core material is necessary, it being used here mainly 
because it seemed to be the most economical material that had sufficient 
stiffness to maintain grid alignment. Materials that tend to alloy with 
gold easily are not suitable as it was found that gold alloys were not as good 
as pure gold on the grid surface. The limitation involved in the use of gold 
is that the temperature of the grid must be kept low enough that evapora- 
tion of gold is not serious. This temperature limit is probably about 700°C. 
If gold is evaporated, the grid soon loses its coating and primary emission 
builds up rapidly. Also, the cathode emission seems to be poisoned by the 
gold vapor.’ 
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Coil Pulsers for Radar 
By E. PETERSON 


ADAR systems in current use radiate short bursts of energy developed 

by pulsing a high-frequency generator, usually a magnetron. One 
means of developing the requisite impulses employs a non-linear coil and 
is termed a coil pulser. Such pulsers are found in substantial numbers 
among the Navy’s complement of precision radars. Most fire control 
radars on surface vessels are equipped with them, and all modern radar 
installations on submarines are so equipped for search and for torpedo 
control. 


History OF DEVELOPMENT 


Coil pulsers had their origin in the magnetic harmonic generators first 
built for the telephone plant. Multi-channel carrier telephone systems in 
general use throughout the Bell System require numbers of carriers, harmoni- 
cally related in frequency. These are derived from non-linear coil circuits! 
which convert energy supplied by a sine wave input into regularly spaced, 
sharply peaked pulses. 

When development was started on precision radars, one of these circuits 
generating a power peak of a few hundred watts, several microseconds in 
duration, was adapted to the purpose.? Its output was shaped and ampli- 
fied by vacuum tubes of sufficient power to key or modulate the ultra-high- 
frequency generator of the radar transmitter. All early fire-control radars 
were made up in this way; hundreds are still in use. 

The next development of pulsers for fire-control radars was directed toward 
higher-powered pulses, shorter in duration for good range resolution. These 
had to be provided by a small package pulser, small enough and rugged 
enough to mount integrally with the magnetron andthe antenna. The power 
rectifier was to be located at any convenient distance, and the rectified voltage 
had to be low enough to permit the use of standard low-voltage cables. 
These requirements put high vacuum tubes at a disadvantage in handling 
the finally developed pulses. Pulse transformers had not attained their 
present state of perfection in dealing with short pulses at this early stage 
and the pulser therefore had to work the magnetron directly. 

3 ay pea Generation oe of Harmonics, by Peterson, Manley and Wrathall, 


B.S.T.J., vol. XVI, p. 437, : 
2 Fire-Control Radars, by Tinus and Higgins. See pp. 9 ff. 
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One arrangement developed by W. Shockley to meet these requirements 
used a thyratron as a switch to generate pulses. High vacuum tubes were 
used at low voltages for comparatively long-time intervals in the driving 
circuit. Deficiencies of the thyratrons available at that time prevented the 
generation of pulse powers as high as required. With the earlier experience 
on low-level coil pulsers in mind, it was natural to think of using a non-linear 
coil for switching pulses at high level, in place of the thyratron. Much 
development was required to arrive at suitable circuits embodying the basic 
ideas, to build non-linear coils capable of withstanding high voltages, to 
proportion the circuit elements for efficient operation at specified powers 
and pulse durations, and to shape the output pulse to the desired flat-topped 
form. 

This development resulted in a power pulser mounted in an oil-filled steel 
box, with associated high vacuum tubes of the sturdiest sort mounted 
externally, operated from a 1200 volt d-c. supply. It was suitable for installa- 
tion integral with the antenna, and rugged enough to withstand gun blast and 
shock. Life of the pulser box components is long, and performance stable 
with time and temperature. The time of pulse emission is linked precisely 
to the input wave, practically independent of voltage and frequency vari- 
ations over a suitable range. Such precision timing, or freedom from jitter, 
permits starting the indicator equipment in advance of the pulse emission 
time so that target ranges may be accurately measured. The power 
rectifier voltage is much lower than that of the pulse applied to the mag- 
netron, and the pulser works directly into the magnetron without requtr- 
ing an intermediary pulse transformer. 

Subsequent developments left unchanged the general form of the circuit 
and its mounting, but were devoted to achieving various pulse widths, 
powers, and pulsing rates to suit different applications. Pulse widths 
covered a range from two-tenths to over one microsecond, peak powers 
ranged from 100 to 1000 kw, and pulsing rates ranged from 400 to 3600 
pulses per second. 


Non-LINEAR COIL STRUCTURES 


An idea of the general form and makeup of non-linear coils used in various 
radar developments can be had from the photograph of Fig. 1. All cores 
shown there are made of molybdenum permalloy tape, one mil thick. Insu- 
lation is electroplated on the tape in a silicic acid bath, and the tape is wound 
in ring form. After the standard magnetic anneal of 1000°C in hydrogen, 
the coating of insulation a fraction of a mil thick adheres firmly to the tape. 

The smallest coil shown in Fig. 1 seen just in front of the oil filled 
container in which it is mounted is used for low-power pulse generation. 
Its core weighing 7 grams is wound on an isolantite form. 
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small. Hence the voltage drop across the coil is small. Little current 
flows in the output mesh, and practically all the input current flows through 
the coil. Matters are much different during the next interval in which the 
increase of current in L; brings the core into the permeable region a-b. Here 
the differential permeability is large so that part of the input current is 
diverted to the output mesh, charging the output condenser until upper 
saturation is reached at 5. There the coil inductance falls to a low value, 
switching most of the condenser voltage across the load resistance. A 
current pulse accordingly develops in the output mesh lasting until the 
condenser charge is exhausted. The form of the current pulse shown in 
Fig. 2d approaches that of a highly damped sinusoid, and the pulse duration 
and magnitude are functions of the three elements of the discharge mesh. 
During the next half-period of the input wave, the same situation develops 
as in the first half-period, except that the corresponding currents and voltages 
throughout are reversed in sign. 

According to this description the non-linear coil acts like a switch which 
automatically shifts the inductance from relatively high to relatively low 
values at specific coil currents. When the core is driven well into saturation, 
as is the case here, the ratio of these two inductances can be made large, 
usually in the neighborhood of several thousand. One feature of its action 
important from the efficiency standpoint is that the pulse occurs for the 
most part in the saturation region, where the contribution to eddy loss is 
small, The principal core loss occurs in the permeable region while the 
output condenser is charging, when variation of current through the coil 
occurs at a relatively slow rate. 

In low-level radar applications the pulser output feeds a vacuum tube 
amplifier biased so that pulses of just one polarity are passed, the other 
oppositely poled pulse being cut off. 

Smce the range sweep of the radar receiver is initiated prior to pulse emis- 
sion, the pulse should occur at a time linked precisely to the input wave. 
Otherwise the received pulse would be blurred introducing an uncertainty 
in measuring target range. No blurring (jitter) is visible with normal coil 
pulser operation. To get a measure of any variations which might be 
associated with core magnetization, tests were performed on a communication 
circuit in which jitter occurring at an audio rate would show up as noise. 
Measurements with a sensitive noise meter indicate the corresponding varia- 
tion of pulse emission time to be smaller than 10~* second. 


PoWER PULSER 
Operating Principles 


The power pulser has the same type of discharge circuit as the low-level 
pulser just discussed. It differs in using a d-c. rather than an a-c. power 
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source, and in charging the load condenser by a free, rather than by a forced 
oscillation. Energy for the free oscillation is taken from the d-c. source in 
a preliminary operation, in which energy is stored in a linear inductor. 
This preliminary operation consists in closing a d-c. path from the plate 
power supply through the linear inductor by means of a high vacuum tube, 
permitting current to build up with time. After a predetermined time has 
elapsed, the tube circuit is opened, the d-c. path is thereby interrupted, and 
energy stored in the inductor transfers to the load condenser. In this way 
the voltage to which the load condenser is charged can be made many times 
greater than the voltage of the plate power supply. The simplified circuit 
of Fig. 3(a) will serve to bring out salient operating features. Conduction 
of the tetrode at the left is controlled by a rectangular wave of grid voltage 
(Fig. 3b) developed by a multivibrator (not shown) which swings the grid 
from a potential below cutoff to one just above cathode potential. The 
plate power source E; feeds two inductors in parallel, Z; being linear, and ZL, 
non-linear. A small biasing voltage Zo drives polarizing current ¢) through 
the two inductors in series. 

The preliminary operation which serves to transfer energy from the main 
power source to the inductors is initiated when the tetrode grid is driven 
positive. Current from the main’source builds up through the paralleled 
inductors and the tetrode as indicated on Fig. 3c, interval J. The region in 
which the non-linear coil works may be seen from the hysteresis loop of 
Fig. 3d. Its operating pomt is displaced to the left of the origin near d by the 
bias current. When the tetrode conducts, current in the non-linear coil 
rises rapidly at first in the lower saturation region until a is reached. The 
rise thereafter is comparatively small and slow in traversing the permeable 
region a-b, while at the same time current builds up in the linear coil at a much 
greater and practically uniform rate. When the core of LZ; reaches saturation 
near 6 its inductance again drops, preventing further nse of current in Z;. 
At this time the tetrode is driven below cutoff and remains out of the picture 
until the start of the next cycle. 

The second interval, in which energy is transferred from the linear inductor 
to the load condenser, starts with the cutoff of tetrode current. This trans- 
fer is effected in an oscillation with frequency determined mainly by the 
paralleled inductors and the load condenser. In this interval IT of Fig. 3c, 
current through the non-linear coil falls suddenly at first from 5 to c and then 
more slowly from ¢ to d. The rate of change in region c-d is much greater 
than that in ¢-d as indicated by the fainter trace in Fig. 3d, so that eddy 
currents in the core are increased and the slope of the descending branch of 
the loop reduced correspondingly. Thus some of the energy previously 
stored in the linear inductor is used up in completing the magnetization 
cycle and this part, consequently, is not available for transfer to the load 
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condenser. The maximum voltage to which C, is charged in this interval 
is made much greater than that of the d-c. power source (Ey). The ratio of 
these two voltages depends upon the ratio of the inductance charging time in 
the preceding interval to the oscillation period. Both factors can be varied 
over wide limits, and step-up ratios of roughly ten to twenty are generally 
used. 

The third interval starts with magnetization of the non-linear core near 
point d on the loop, where the inductance again drops. This situation is 
precisely the same as that previously described for the low-power pulser. 
As a result the condenser discharges through the load resistance at the time 
indicated in Fig. 3c, driving the core far into saturation with a field of the 
order of a hundred oersteds. This field extends too far to the left of point d 
to be shown in Fig. 3(d). Here the differential permeability approaches 
unity, and the correspondingly low inductance permits a rapid build-up of 
pulse current. Evidently but one pulse is produced each time the tetrode 
conducts, and the number of pulses produced per second is changed simply 
by varying the input frequency without requiring any circuit change, power 
dissipations permitting. 

Energy storage in the linear coil depends upon its inductance, upon the 
bias current, and upon the peak current reached during the tetrode conduc- 
tion interval. A plot of the current in L; against the product of time and of 
voltage across the coil permits this energy to be represented as an area 
(Fig. 3e). Evidently a given area can be made up by varying the relative 
sizes of its component triangle and rectangle, only the latter varying with 
bias current. If for example the bias is reduced to zero, the rectangle would 
vanish and the peak current would have to be increased to attain the original 
amount of stored energy. The higher maximum current requires more 
cathode emission of the tetrode and leads to greater plate power dissipation. 
Thus in addition to determining the energy stored, the amount of bias is 
one of the factors determining power dissipation capacity and emission which 
must be provided in the driving tube or tubes. Additional factors enter to 
make a bias corresponding to d (Fig. 3d) the most favorable from an efficiency 
standpoint. 

The operating principles developed above in terms of a simplified circuit 
have been applied to a number of practical circuit forms which are described 
in the sections following. 


Load Circutt 


In radar applications the useful load is a magnetron which takes the 
place of the linear resistance previously considered. Since the magnetron 
viewed at its nput terminals acts essentially like a negatively biased rectifier, 
additional means must provide for the flow of condenser charging current in a 
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direction opposite to that of the discharge pulse. This takes the form of 
a suitably poled diode shunted around the magnetron input terminals. 
After the main discharge pulse is completed, reactive elements are left with 
some little energy which tends to redistribute throughout the network. 
In course of redistribution, additional pulses of lower energy may occur 
shortly after the main pulse is completed. This tendency is a harmful one 
if the after-pulses are large, since echoes from short-range targets are ob- 
scured. Suppression of after-pulses is assisted by shunting around the 
diode-magnetron a linear inductance known as a clipping choke. This 
added inductance slows down the rate at which energy is redistributed, 
and permits the diode to fulfill its second function of dissipating the greater 
part of the residual energy. The shunting inductor, too, is made to fill a 
second function. Through provision of a bifilar winding, it passes heating 
current to the filament of the magnetron, thereby eliminating the need for 
high-voltage insulation otherwise required in the filament transformer. 
Magnetic Bias 

Several arrangements have been worked out for supplying various amounts 
of bias, some of them using a separate source, others being self-biased.* 
In general the use of external bias leads to a lower demand on the driving 
tetrode and is associated with pulse production at best efficiency. Circuits 
dispensing with an external bias source are that much more convenient in 
use, where the added tube demand and the lower efficiency corresponding 
can be handled without undue increase of the tube complement. In general 
the energy delivered to the magnetron is roughly 25 to 55 per cent of the 
plate energy input, with the higher figure applying to the higher outputs 
and external bias. 


Transformer Coupling 


In some cases it 1s convenient to equip the non-linear coil with primary 
and secondary windings providing voltage transformation or isolation to 
avoid adding a transformer for that purpose. The first case arises in the 
higher-powered pulsers, where the load condenser has to be charged to a 
voltage greater than the driving tetrode can withstand. For the Western 
Electric 5D21 tubes customarily used, voltage breakdown occurs near 20 kv, 
while condenser voltages in certain of the pulsers reach 30 and 40 kv. This 
situation calls for a step-up ratio from primary to secondary to fit the 
required potentials. The need for isolation may be illustrated by reference 
to Fig. 3a where the bias battery Ey is shown maintained at the plate supply 
potential above ground. To avoid the resulting insulation problems in a 


2 One widely used circuit using a sma]l amount of self-bias was developed by L. G. 
Kersta and E. E. Crump. 
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rectifier built to supply bias, a secondary winding is readily provided on the 
non-linear coil for connection to the linear coil and to the bias rectifier, which 
can then be maintained with one side at ground potential. 

In either case whenever coupled windings are employed, the inside wind- 
ing is invariably made to carry the discharge pulse. This provision results 
in minimum saturation inductance, since the inner winding is brought as 
close to the magnetic core as the voltage breakdown strength of the inter- 
vening dielectric permits. This winding is disposed as uniformly as possible 
around the core to avoid leakage which would add to the saturation induct- 
ance, and so limit the rate of current build-up in the pulse. The other 
winding can then be disposed with generous spacings, and with partial core 
coverage if desired. 


Pulse Shaping 


The oscillation frequency of the magnetron is determined primarily by 
its internal structure, although it is to some extent a function of the im- 
pressed potential. Departure of the driving wave from perfectly rectangu- 
lar form permits the oscillation frequency to vary during the pulse, to an 
extent depending upon the size and duration of the departure and upon the 
characteristics of the magnetron.‘ Frequency modulation thus produced 
disperses energy over the spectrum. With the receiver band width limited 
to reduce noise and interference, one effect of this spreading of energy over 
the spectrum is to cut down the strength of the observed echo. For this 
reason, other things being equal, rectangularity must be approximated well 
enough to make the wasted energy a small fraction of that usefully employed. 

It is convenient to regard the rectangular wave as synthesized by a series 
of harmonically related sine waves of appropriate magnitudes. The 
fundamental component according to this concept has a half period equal 
to the duration of the pulse, and the other components, progressively smaller 
in amplitude, have frequencies which are odd harmonics of the fundamental. 
In the low-power pulser with its rounded discharge wave the harmonic waves 
are quite small in amplitude. To approach the flat-topped discharge wave 
necessary in the power pulsers, harmonic components must be built up. 
This can be done by providing additional resonances in the discharge circuit 
at the wanted harmonic frequencies. 

With the close spacing between circuit elements and their proximity to 
the pulser box walls, parasitic capacitances of appreciable magnitude add 
to those normally present. These involve dielectrics of low loss and, since 
the circuit elements and connecting wires are firmly fixed in position, they 
are fairly well reproduced. They can be used, therefore, in conjunction 


“The Magnetron as a Generator of Centimeter Waves, by Fisk, Hagstrum, and Hart- 
man. See pp. 56 ff. 
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order of 150 kw, with pulse durations of the order of a half microsecond. 
The non-linear coil here is similar to the one kilogram model pictured in 
Fig. 1; 1t is mounted on a panel back of the linear inductor indicated on the 
Figure. The two larger insulators are used to support high-voltage termi- 
nals, the double terminal at the left connecting to the cathode and heater of 
the magnetron and the single terminal at the right connecting to the tetrode 
plate. The smaller terminals provide lower-voltage connections including 
those to the plate power supply of 1000-1500 volts, the bias source where 
required, and the heating power supply for the magnetron. In use the 
network is sealed into a closely fitting oil-filled container. 
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Spark Gap Switches for Radar 
By F. S. GOUCHER, J. R. HAYNES, W. A. DEPP and E. J. RYDER 


INTRODUCTION 


N ESSENTIAL feature of radar is the generation, by means of an 
oscillator, of high-energy pulses of short duration, repeated many 
times a second. The energy for these pulses is furnished to the oscillator 
from a power supply in a variety of ways. One of the most widely used of 
these is the “‘line type modulator” in which a pulse-forming network made 
up of a series of condensers and inductances is charged from the power supply 
through a choke and is then discharged by a switch so that a substantially 
constant current will flow for a predetermined short time through the pr- 
mary of a pulse transformer coupled to the oscillator. This switch is, 
therefore, an essential component of this type of modulator. 

To meet the pulsing requirements of radar as it developed during the war, 
this line modulator switch was required to withstand thousands of volts 
between pulses and to carry hundreds of amperes for the pulse duration 
which was of the order of microseconds. Also, the switching operation had 
to be repeated from a few hundred to a few thousand times a second for a 
total operating time of hundreds of hours. Furthermore, the dissipation 
of energy within the switch had to be very small in comparison with the 
energy delivered to the oscillator for efficient operation. 

The switch which had the widest application in this type of modulator 
was that employing an electric spark. Of over 50,000 radars of various types 
manufactured by the Western Electric Co. during the war, over half em- 
ployed the electric spark in switching. One form of this switch was a rotary 
spark gap, operating in air, in which the timing of breakdown was controlled 
mechanically. These gaps were successfully adapted to a variety of radar 
types including airborne radar. However the demands for a more compact 
and lighter weight switch capable of operating at lower voltages for airborne 
radar led to the development of fixed sealed unit type gaps which, when 
connected in series, can be broken down electrically in a simple circuit. 

Many problems had to be solved in the development of these switches. 
They required a considerable amount of study, and with the aid of new tech- 
niques developed during the war, a number of significant measurements 
have been made which have extended our knowledge of sparks generally. 
It is the object of this paper to describe the results of some of these studies, 

270 


Google 





SPARK GAP SWITCHES FOR RADAR 271 


as well as to describe the essential characteristics of a variety of spark gap 
switches which were used in such numbers that they may be considered as 
an important contribution to the war effort. 


I. Rotary SPARK Gap SwITcHES For Low VOLTAGE CriRcuITs 


Rotary gaps were used successfully as switches in some of the earlier radar 
systems developed by Bell Telephone Laboratories. The switching voltages 
in the modulator circuits were relatively high, being in excess of 20 kilovolts. 
No trouble was encountered in switching at the required pulsing rates nor in 
obtaining satisfactorily long life. Fortunately the sparks tend to move 
about the electrode surfaces uniformly and the rate of erosion is such that 
with tungsten or molybdenum electrodes a uniformly small change in elec- 
trode dimensions is achieved which in no way interferes with satisfactory 
operation over long periods of time. 

A difficulty was encountered, however, when the switching voltage was 
reduced to lower values, as required for applications in which the power 
supply voltages were limited. The gaps failed to break down regularly. 

A particular application in which this difficulty was encountered was one 
in which the power supply was limited to 4 kilovolts, and in which 80 
ampere pulses of one microsecond duration were required every 600 micro- 
seconds. The modulator circuit used was that shown schematically in 
Fig. 1(a). Thepulse-forming network includes the condenser elements which 
are charged through the choke and discharged by the spark gap designed to 
break down at the required pulsing rate of 1600 per second. The load is the 
primary of a pulse transformer coupled to a magnetron and is closely equiv- 
alent to a 50-ohm resistance. The constants of the circuit are such that 
following the discharge of the network it is recharged sinusoidally along the 
solid line of Fig. 1 (b) to a peak value of approximately 8000 volts in 600 X 
10~* seconds, at which point breakdown must again occur and the operation 
be repeated. The dashed line is the approximate path of the charging vol- 
tage wave when breakdown at the peak fails to occur. 

A rotary spark gap was designed to meet these pulsing conditions. In 
this gap there are four fixed and four moving electrodes as indicated in 
Fig. 1 (a). These electrodes are tungsten rods 3 mm in diameter and about 
15 mm in length mounted with their axes parallel and so spaced that the 
moving electrodes pass very close to the fixed electrodes with an overlap of 
about one-half their length. The speed of the moving electrodes is such 
that in the region of near approach the maximum gradients are those indi- 
cated in Fig. 1 (c). The solid curve shows the gradients when breakdown 
takes place at the required time and the dashed curve the gradients when 
breakdown fails to occur. Although the latter greatly exceed the normal 
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dielectric strength of air, sparking failed to take place a large fraction of 
the time. 
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Fig. 1—(a) Line modulator circuit with rotary spark gap switch, (b) switch voltage 
vs. time, (c) maximum voltage gradient between electrodes vs. time. 


Experiment indicated that this was caused by spark delay time, as 
irradiation of the cathodes by means of an ultra-violet lamp produced 100% 
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SECONDS AFTER PREVIOUS SPARK 


Fig. 3—Above, perspective drawing of rotary gap showing arrangement of corona 
points. Below, diagram showing voltage (V), and mean voltage gradient (E) at various 
times in the spark-over region. 


base as the fixed electrodes. The moving electrodes pass between the fixed 
electrodes and their associated corona points. This arrangement is clarified 
in the diagram which is a section through a plane normal to the electrode 
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axes and passing through the region of overlap. The shaded areas are for 
the sparking position as indicated and the location of the corona point is 
shown to scale. Experiment shows that when the moving electrode has 
reached the position corresponding to 400 X 10~ seconds after the previous 
spark, corona is established on the point. Thus the cathode is irradiated for 
200 & 10-* seconds prior to breakdown. 

No serious erosion problem was encountered when these gaps were oper- 
ated for many hundreds of hours in air. No deterioration of the points was 
observed when their locations were properly adjusted so as to avoid sparking 
overtothem. The cathode erosion rate is so low that appreciable flats were 
produced only after a hundred hours of operation. The anode erosion was 
estimated to be less than one-tenth of that of the cathode, and was doubtless 
associated with a small amount of reverse current shown to be present. The 
magnitude of the cathode erosion rate for tungsten in air is about twenty- 
five fold less than that for tungsten in hydrogen under the same conditions 
which indicates that oxygen plays an important and somewhat unexpected 
role in making practical the operation of these gaps. 

There was, however, a serious corrosion problem when these gaps were 
adapted to airborne radar because of the necessity for sealing the modulator 
unit in a container capable of maintaining atmospheric pressure at high 
altitudes. Spark discharges in air are attended by the formation of both 
ozone and oxides of nitrogen, the latter combining with moisture to form 
nitrous and nitric acids. These reached such concentrations under continu- 
ous operation in the container that they were damaging to all enclosed equip- 
ment because of their corrosive action. A solution for this was arrived at 
after considerable study on the part of the Chemical Department. This 
consisted of the use of a copper impregnated activated carbon as an absorb- 
ent. With this absorbent a life of 500 hours was shown to be possible. 

Over 10,000 rotary gap switches of this type were manufactured and used 
successfully in both ship and airborne radars. However, under the urge to 
reduce the weight of all possible components used in airborne radar and even 
to eliminate the necessity for pressurizing, the development of glass-enclosed 
fixed gaps as switches was diligently pursued. 

The authors would like to acknowledge the cooperation of Mr. N. I. 
Hall of the Whippany Laboratories whose responsibility it was to engineer 
and develop these rotary gap switches for manufacture. 


II. Frxep Gaps 


Preliminary experiment indicated that a series of fixed gaps could be made 
to operate satisfactorily as a modulator switch. A study was therefore 
made to determine the most suitable gas atmosphere, electrode material and 
gap design for use in sealed gaps. This led to the development of a unit 
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type gap, two or more of which could be operated in series. The first unit 
type gap had an aluminum cathode and a hydrogen-argon gas atmosphere. 
Later, under the urge for higher peak powers, mercury cathode gaps were 
developed. Details of this study and development will be discussed in this 
section. 


(a) Triggering Gaps in Series 


An alternative to a rotary gap in which the timing of spark breakdown is 
controlled mechanically was the use of a fixed gap, the breakdown of which 
is controlled electrically. One method of accomplishing this was to use a 
third electrode to which an impulse voltage was applied periodically at 
double the frequency of the resonant charging circuit. This voltage breaks 
down one gap with a discharge of energy furnished by the trigger circuit, 
which in turn causes a breakdown of the main gap, either through a modifi- 
cation of the field in this gap or through the addition of ions which reduce its 
breakdown voltage. This type of gap, however, required a strong air 
bla&t to de-ionize the gaps and, because of this, its use obviously presented 
no great improvement over the rotary gap. It was well known that the 
rate of de-ionization is greater the smaller the gap, so an attempt was made to 
trigger without air blast a number of smaller gaps which when connected in 
series would withstand the full switch voltage as employed in the rotary gap. 

The arrangement used was that shown in Fig.4. Six tungsten pins, 3 mm 
in diameter, were mounted with their axes parallel and spaced to give five 
0.5 mm gaps. The switch voltage was divided by means of equal high 
resistances connected across the gaps, and a highly damped bi-directional 
trigger pulse was applied to the four middle pins through capacity coupling 
asshown. Corona points were also connected in such a way that the cathode 
of each of the gaps is irradiated in order to reduce the spark delay time. 

By an appropriate adjustment of the circuit elements it was demonstrated 
that this series of gaps could be broken down by the trigger pulse and de-ion- 
ized with sufficient rapidity so that no air blast was required. 

Although no attempt will be made here to elucidate the detailed steps in 
the triggering of the five gaps just described, we can get a qualitative idea 
of the process by considering a simple two-gap and three-gap circuit which, it 
turned out, was all that was required for the various applications of fixed 
gaps as they were eventually developed. 

In the two-gap circuit, Fig. 5 (a), if the first half cycle of the trigger pulse 
and the switch voltage are both positive, gap 1 will break down when the 
potential at the mid point, due to the sum of the switch voltage and that of the 
trigger, is equal to the gap breakdown voltage, which for the moment we 
shall consider as singly valued. This effectively shorts gap 1 and throws the 
full switch voltage across gap 2 which in turn will break down provided this 
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switch voltage is equal to or greater than the breakdown voltage of one gap. 
The gaps will operate for all switch voltages up to a value equal to twice the 
breakdown voltage of one gap when both gaps will break down without the 
addition of trigger. This, then, is the maximum operating voltage and the 
ratio of maximum to minimum operating voltage is two to one on the basis 
of this simple picture. 
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Fig. 4—Line modulator circuit with fixed gap switch composed of five 0.5 mm. air gaps 
triggered electrically. 


In the case of the three-gap circuit, Fig. 5 (b), gaps 1 and 2 may be broken 
down by the simultaneous application of a trigger pulse through capacity 
coupling. The circuit elements can be so chosen that gap 1 first breaks down 
leaving enough trigger on gap 2, over and above that furnished by the switch 
voltage, to break it down. The full switch voltage is then applied across 
gap 3 and it will break down for values of switch voltage in excess of the 
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single gap breakdown voltage. In this case the switch voltage may be 
increased to a value three times that of the breakdown of one gap before the 
three gaps can break down without addition of trigger. Thus the ratio of 
maximum to minimum operating voltage is three to one. Ideally this 
ratio may be increased by the addition of more gaps. 
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Fig. 5—Line modulator circuit (a) using two fixed gaps as switch, (b) using three fixed 
gaps as switch. 


The operating characteristics of actual gaps do not conform exactly to this 
simple picture as we shall see later. This is because the breakdown volt- 
age of a gap Is not singly valued but depends on a variety of conditions such 
as rate of rise of applied voltage, pulsing rate, and the energy of the pulse, as 
well as the type of gap employed. However, we may regard it as a qualita- 
tively correct picture of the operating characteristics of series gaps. 

A more complete description of operating characteristics will be given in a 
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later section, but, in view of the fact that the gap itself plays an important 
part in these characteristics, it seems desirable to describe first the gap types 
with which we have to deal. 


(b) The Hydrogen-Argon Aluminum Cathode Gap 


Following the successful triggering of fixed gaps in air without the use of 
air blast for their de-ionization, experiments were undertaken with sealed 
gaps in various gas atmospheres using simple rod electrodes having their 
axes parallel. A large number of gases were tested and the conclusion 
reached that hydrogen was the most satisfactory because of its high de-ion- 
ization rate. With it fewer and wider gaps were required to meet a given 
pulsing condition. Three 4 mm. gaps in hydrogen at pressures somewhat 
less than atmospheric were approximately equivalent to the five 0.5 mm. gaps 
in air already referred to. Thus, from this point of view, the use of hydrogen 
would very greatly simplify the problem of making practical gaps. 

The spark in hydrogen, particularly with relatively small peak currents, 
was, however, unsatisfactory in that it terminated in a high-pressure glow 
with a high cathode drop rather than the low drop required for efficient 
switching. The addition of about 25% argon corrected this and about this 
proportion was used successfully in the gaps with which we are concerned in 
this report. 

Although the required operating conditions were met with this gas 
mixture, cathode erosion or sputtering was so excessive with all readily 
available cathode materials that this factor appeared as the chief obstacle in 
the way of making practical gaps. The sputtered material was deposited on 
all surfaces in the form of a fine powder which eventually destroyed the 
insulation, thereby limiting the useful life of the gaps to a few hours.' 

A promising lead was, however, obtained in the case of aluminum cathodes. 
It was observed that some of the sputtered material deposited on the 
anodes opposite the cathodes from which it was removed. This deposit 
was reasonably compact and smooth, which suggested the possibility of 
reducing by gap design the extent of harmful scattering. This might be 
achieved by increasing the amount of sputtered cathode material which is 
deposited on the anode or returned to the cathode within the sparking area. 

The tube, Fig. 6, was an early attempt in this direction. This tube had 
three 4 mm. gaps between flat electrodes, the cathode surfaces having 
raised portions to confine the sparking within their areas. The gaps were 

1 At about this time we learned that the British had developed sealed gaps triggered 
by means of an auxiliary electrode and known as “‘Trigatrons.”” These were high pressure 
gaps containing argon with a small amount of oxygen to reduce sputtering of the elec- 
trodes. The life of these gaps was determined by the time required to clean up this oxy- 


gen. Though these were tried it was decided to follow an independent development 
avoiding if possible all clean up effects. 


Google 


wt teiyt i fe ah 
Vf ey Bit ity ‘ . ‘y's 
a) werd ye ‘f \ 


oye Hens 


BB og BABAR srsraus asp COMPONENTS 


over 100 ‘hours eds enough sestteaea 


, 





operated successfully brs om 8 


material accumulated to interfere with gap insulation. A uniform spark 


“distribution was maintained. throughont, this time and measurement. showed. 
that aluminum waa remover! quite ‘uniformly: from the: ‘raised portion ‘of the: 





. is 
a < 
~ Se 
“4 a 
- . ‘ 
‘ a? 
, 
> 
6 
» 
: 
| 
’ ' 
’ ’ ; 
‘ } ' . ' 
; ‘ 
i ’ af ‘ , 
1) a ( 
rvs ¥ ‘ : } ' 
\ | i aif j 
) ‘ yee } 
a ‘ , 
ef ’ Z i 
' g ‘ 
’ > yi! ‘ ; | ; 
i ‘7 . { e Tr? 
sit *. 4 i! , 
«} .§ 
} . 
/ € ; 
ot ’ ! a) 
’ 
. - * i> 
» 7 ‘+ . ~ 
a 
‘J , ‘i ~~ 
> ‘ . 
j , 
‘ , ' * 4 
* } 
¢ ‘ 
} , * ‘ 
; . 
. ? Chea . 
cs my ‘ 
ys 
; *} 





‘ i 





A \ more odes hae id's more Saree pee ee Ss Se ce 
1g we cstinen be eoclenedl d gaps 3 sne of Tek is shows j in the pho 





"yi wir *e 3 
Pe :  Y ¥ 
i , » c 
- ry - , 2 vf 5. 
. . >, A ¥ x : 
“ > ‘ ¢ e = , 
~~ > = 
2 ; { ‘ r . ° 
x, x 2 
r% , ; 7 rs S f | ga "ft 
é J we Fe AE Pege® E29" C 2g : ote, Pee : <* ~* ws f 
> - “baal fn ae ve ‘ . & 3 
f Orig a esi 


= vit 
UNIVERSITYOF MICHIG 


Dighie 'Go ogle : 


ae age 6 Three sap tube med aluindenens deci: ey 4 latino atnuspbere ‘ 
us rar mee 5 


AN 


‘fathade: to. a tae of ean & : eetion: of a ‘millimeter. An ally thick ie 


ow 


~—-— 


a, 


i 

ity sh 
i 

6% Nya 
a mts 
eee i ‘ 
‘ 

aE: ly a 
ot 


~— 


b 
ty” 
\ 
' 
‘h) 
- | 


“a 


eS, 4st te i 
= . ; 
SO TP | 
. au te 


ee 





SPARK. Gar SWITCHES POR RADAR a8 fet 






ne li ers (Rg. 7. In these gaps. the Spuklie s ava Sof: a ; 
emnisphevic a in ‘shape, partly surrounding a : spherical ack a 
erating successfully at the end of 000; bolrs. | Phe 





-_'seattered mpterial was deposited on only a paction of the glass euyelope: al 





» 
7 . 
=f: ’ , i 
i ‘y . . ’ cc, 
I 1 OEE eG 
, ‘ . ? 
; oe -, . » tx . r 
° 2 | “2 a. 
A ee Ae TD, “* er 
Atha iy : = ’ 4 \ 
YAY tee) Pre Teta. ee ’ _r* , a Pwd vat ‘ 
ahh i "> see —* a ( owe ey: 
Fae te Vabt be Seb Ir oe Wkce ys S UAT 
vt ¥ yy ec? 5‘ i &) ta \ yer fe 
Y i . fea +. oF ty ‘Y ; Wy 
Ad (4a) 2 el) ’ / 7. yy > . 
/ yyy "PA ary af sf ‘ , hI / ak CVs 
. ¢y! v4 » ue ~) “4 a* y’ yh iN) ed A 
ie ft vt is ny : owl ' ih aie jie Wa oH 4, ae h . 
. ‘ en on Ve hig AP AeA rye htug et ro 
: ¥ ¢] WN i hy b ‘ i? ‘ HI eR, Wi pnag here ey Fey yes He ty 
ote 





Sty: a Belcher ana sae Te goa the: first ‘anit Se ee ‘having a Se 
re-entrant atiminum cathode.’ spherical aluminum anode and a hyslrogen-argon ga. perpaes 
atrnospbexe, after operating 1000. boues svith eto ANE pane ane. Halepeneney dase: Re 
tion Spee see stir i eecong:. 


e eae ea, aa ee le the photggrapb. The extent of the sutieciad seonoved. eee 

. ¥roor the cathode: and deposited’ on the anode, ag shown i in: the radiograph, eee 
“yeas Buch. #8 Ws castse no marked change in gap spacing. ’ Furthermore; fie oo 

> saperating ‘range remained substantially constant throughout the 100 pass 
Se che at spemtien as shown in ee B aes WHS An A hnnoetsie nies vation since it re ieee 





‘ ‘ ° iw ~ era's +s 
‘ a » a ae a. 7 

. ‘ C : fi : : . . ots é 4 3 G. *< Ms : 

* ‘ eZ ate i> - ~-- a> he 

* ‘> . tag) NOS 2 xe 
> ee << : y an = ~ ° A [i *. 
+ « . ( . ¥ -t wy at : es r 

| | | Q) C 


UNIVERSITY OF MICH AN 


282 RADAR SYSTEMS AND COMPONENTS 


indicated that there is no gas clean-up effect associated with gap operation, a 
fact that was later proved by careful measurement of gas pressure before and 
after operating gaps of this type. A section through the anode of this gap, 
Fig. 9 (a), shows that the anode deposit is not compact but assumes the form 
of a coral-like structure. This low-density deposit must, however, be 
electrically equivalent to a compact surface as shown by the constancy of 
the operating characteristics with time. 

In view of the success of this design it was decided to develop gaps of the 
unit type having anodes well enclosed by the cathode surfaces. An attempt 
to make a more practical gap is that shown in the photograph and radio- 


SWITCH VOLTAGE IN KILOVOLTS 





TIME IN HOURS 


Fig. 8—Maximum and minimum operating voltages as a function of time, for three 
unit gaps of the type shown in Fig. 7, when operated in series. 


graph, Fig. 10, both of which were taken after 750 hours operating time. In 
this gap the anode is an aluminum rod rounded at the end mounted con- 
centrically with the enclosing cathode which has a hemispherical closed end. 
The corona point was added to facilitate starting. Because of the higher 
anode gradient the sparking was confined to the end region of the tube as 
indicated in the radiograph, and for this reason we have designated this 
design an “‘end sparking tube’’. A section through the anode, Fig. 9 (b), 
shows a deposit which in this case is compact due to the fact that the moving 
spark is confined to a smaller area than in the previous tube, Fig. 7 (a). It 
is to be noted also that the scattered material is less in extent than that 
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anode also behaves in this way and its erosion rate differs but little from the 
“end sparking” type of tube; in fact, the practical gaps to be described in 
II-(f) are essentially of this type. 

With these facts in mind it would appear that gaps could be designed to 
meet a variety of pulsing conditions if the total number of ampere hours for 
a pre-assigned life were known, for the electrode areas could be so adjusted 
that the changes in gap spacing would be as small as required. Analysis of 
the gradients associated with the end sparking type of gap shows that there 
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Fig. 11—Cathode loss, in grams per coulomb, as a function of pulse duration showing 
effect of gap design. 


can be a considerable build-up on the anode before there is much change in 
the maximum gradient which determines the spark-over voltage. 
Experience with gaps designed for a variety of pulsing conditions showed 
that substantial anode build-ups could be tolerated without interfering with 
operating conditions, but not as much as theory would predict for an unex- 
pected factor had a controlling influence on gap life. This factor was the 
failure of the spark to keep moving under certain conditions with the result 
that spikes were grown on the anode which introduced a rapid deterioration 
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if lives longer than 500 are to be obtained, there is a limiting peak current of 
about 70 amperes with gap spacings of 250 mils or with a peak current of 70 
amperes there is a minimum spacing of 250 mils. Similar data were obtained 
indicating a different critical spacing for other pulsing conditions. 

This factor of a critical gap spacing imposed an important restriction on 
gap design for it was desirable to make gap spacing as small as possible for 
any given project. This follows because of gap size and weight, also—as 


LIFE IN HOURS. 


300 


200 


100 





0 
PEAK CURRENT IN AMPERES GAP SPACING IN MILS 


Fig. 13—Life in hours measured to the beginning of spike growth obtained with 5-micro- 
- second pulses repeated 200 times a second (a) for a 60-mil gap and various peak currents, 
(b) for a fixed peak current of 70 amperes and various gap spacings. 


we shall see in II-(e)—because of switching efficiency. This led to the 
development of a variety of unit gaps as described in II-(f). 
(c) The Mercury Cathode Gap 


Early in the study of the aluminum cathode gap it was realized that the 
sputtering difficulty might be largely if not entirely eliminated through the 
use of mercury as a cathode and the suppression of reverse current to avoid 
sputtering of the anode. It was shown that simple mercury pool cathode 
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with iron-8Sponge mercury cathodes were developed to the manufacturing 
stage, as discussed in IT-(f). 

In addition to being capable of switching higher peak powers than alumi- 
num cathode gaps, the mercury cathode gaps can be designed to have supe- 
rior operating characteristics. Through the use of small radius anodes not 
possible with the aluminum cathode gaps, a wider operating range and much 
less time “‘jitter’” can be attamed. The small anodes build up corona at 
voltages less than those of breakdown, thus furnishing radiation prior to 
breakdown. For special applications, gaps have been developed having a 
range approaching 3 to 1 in a two-gap circuit, capable of switching 10 mega- 
watts peak power, for many hundreds of hours, and having a time ‘“‘jitter” 
of less than 0.02 microseconds at the operating voltage.?: 3 


(d) Starting and Operating Characteristics 


It has already been stated in IJ-(a) that starting and operating charac- 
teristics of series gaps cannot be interpreted simply because, under the 
circuit conditions of rapidly varying voltage, the breakdown voltage of a 
spark gap is not singly valued. Because of spark formation time the 
minimum voltage at which a spark gap will break down increases as the rate 
of rise of the voltage across it increases. Further, due to spark delay time, 
the voltage across the gap at breakdown is usually still higher than this 
minimum value. It is therefore impossible to designate a unique 
breakdown voltage of a spark gap when the voltage across it is increasing 
with time. It is, however, possible to find a practical minimum and maxi- 
mum breakdown voltage for a particular rate of rise of voltage. The differ- 
ence between this maximum and minimum value isa measure of the maxi- 
mum spark delay time. It is for the purpose of reducing this spark delay 
time that corona points (or radium) are introduced, and it will be shown that 
the value of both spark delay time and spark formation time have an im- 
portant bearing on the operational characteristics of fixed gaps. 

In addition to rate of voltage rise, the breakdown voltage of a spark gap 
depends on the amount of ionization in the gap due to a previous spark. 
When a spark discharge stops, a column of highly ionized gas is left in the 
gap. Although this column is rapidly de-ionized by recombination and 
diffusion of ions, a lower breakdown voltage is found for many micro- 
seconds in consequence of this residual ionization. The minimum value 
of the breakdown voltage of the gap is therefore a function of the time 

2F.S. Goucher, J. R. Haynes and E. J. Ryder, High Power Series Gaps Having Sin- 
tered Iron Sponge-Mercury Cathode, P.B. 19640, U. S. Department of Commerce, Office 
of the Publication Board. 

3J. R. Dillinger, Operation of Sintered Iron Sponge-Mercury Cathode Type Series 


Gaps at S.C.I., A.E.W. and 5 Microsecond Conditions, P.B. 13270, U. S. Department of 
Commerce, Office of the Publication Board. 
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after the spark ceases and is called the re-ignition voltage of the gap. It 
will be shown that this re-ignition voltage determines to a large extent 
the starting voltage of the fixed gaps. 

Before describing the sequence of events required for starting and operat- 
ing, it is desirable to define our terms more precisely than we have defined 
them up to this point. The minimum operating voltage is the lowest switch 
voltage at which the tubes will continue to break down 100% of the time 
under the action of the trigger pulse, and the maximum operating voltage 
is that higher switch voltage at which spontaneous breakdown of the series 
of gaps never occurs. Thus the operating range of voltage is that which 
includes those voltages existing across the series of gaps, at the time of- 
application of trigger pulse, for which the tubes always break down under 
the action of the trigger pulse but never before. Starting voltage is defined as 
the minimum value of d-c voltage at which a series of gaps can be made to 
break down under the action of the trigger pulse. Starting thus differs 
fundamentally from operating in that while operating demands that the 
series of gaps always breaks down under the application of the trigger pulse, 
starting requires only that the gaps break down once in many trigger pulses 
occurring in a fraction of a minute. Thus, a starting voltage is always lower 
than the minimum operating voltage. However, due to the doubling of the 
switch voltage when starting occurs, the d-c power supply voltage required 
to start may be higher than the d-c power supply voltage at the minimum. 

The results of a quantitative oscillographic analysis of starting and oper- 
ating characteristics of a pair of preproduction W. E. 1B22 tubes‘ are now 
presented in detail, for they are qualitatively representative of all spark gaps. 
These tubes operate in a two-gap circuit, a schematic of which is shown in 
Fig. 5 (a). The analysis is carried out by an examination of the voltage- 
time wave which occurs at the point of application of the trigger pulse, the 
midpoint of the two gaps. It will help in understanding the oscillograms® 
which follow if it is borne in mind that the voltage across gap 1 is the voltage 
shown on the oscillogram with respect to ground or ‘‘O” voltage, while the 
voltage across gap 2 is the voltage shown on the oscillogram with respect 
to the switch voltage. 

The sequence required for starting is shown in Fig. 16 (a). Just before 
the application of the trigger pulse the voltage at the midpoint of the two 
gaps is half that of the applied d-c by virtue of the resistance divider. When 
the trigger pulse is applied, the voltage rises to A (3.8 kv) which is the mini- 
mum breakdown voltage for these tubes with voltage rates of rise 
encountered in the trigger pulse. Gap 1, therefore, may break down at A 
‘7 ( ia tubes contain both corona points and radium to reduce spark delay time (see 

e 


* The time scales of these oscillograms are expanded in regions of very rapidly reversing 
voltage in order to make clear the sequence of events. 
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Fig. 16—Oscillographic traces of voltage vs. time as measured at the mid-point of a 
two-gap circuit during breakdown of 1B22 tubes, (a) for starting, (b) for operation at 
minimum switch voltage. 
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passing a low-energy spark supplied by the trigger circuit. In consequence 
of this, the voltage drops sharply to B and then the discharge stops since the 
voltage (v) remaining is insufficient to maintain the discharge. This 
voltage, called the extinguishing voltage, is about 0.2 kv for these low energy 
sparks. Gap 1 is now ionized and has the independently measured re-igni- 
tion voltage characteristics, R, as shown. Under the action of the trigger 
pulse the voltage then proceeds to C + AC when gap 2 may break down since 
it has the minimum required voltage across it (3.8 kv). When this occurs, 
the voltage rises sharply to D, which falls short of the switch voltage by the 
amount of the extinguishing voltage (v). At this point gap 1 may re-ignite. 
If this occurs both gaps are simultaneously conducting and the switch volt- 
age drops to L while passing the high-current pulse of energy from the net- 
work. This sequence occurs relatively infrequently. 

Because of spark delay time, instead of breaking down at A, gap 1 may 
break down at some higher voltage, or not at all. Instead of gap 2 breaking 
down at C + AC, gap 1 may break down in the reverse direction at any 
voltage higher than C, its re-ignition voltage, and is only prevented from 
doing so by spark delay time. Also, because of this delay time, gap 1 will 
usually fail to re-ignite at D, its re-ignition voltage, and since D is also the 
extinguishing voltage (2) for gap 2, the potential will drop to G under con- 
trol of the trigger pulse. If any one of these things occurs the gaps will not 
start on that particular application of trigger pulse. However, since the 
pulses are applied at the rate of many hundred a second, it is usually only a 
fraction of a second until the desired sequence is obtained. 

From the conditions essential for the consummation of each of the three 
steps necessary for starting, it follows that the starting switch voltage Vz. must 
be equal to A — (R + AC) orv-+ R, whichever is the greater. Since R, the 
re-ignition voltage, increases with time, A — (R + AC) decreases while » + R 
increases with time. A minimum for V4, will, therefore, be obtained when 
the period of the trigger voltage wave is such that when gap 2 breaks down, 


A—(R+ AC) =04+ RB, (1) 
and since also for this minimum 
Vao= A — (R+ AC) (2) 
we get 
— A 
Vae 4 ‘oar (3) 


By substituting the observed constant values of A, AC and 2 in (3) we get 
Vae = 1.5 kv, which is the value of switch voltage depicted in the diagram. 
This diagram is, therefore, that for optimum period of the trigger voltage 
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Tig. 17—Oscillographic traces of voltage vs. time as measured at the mid-point of a 
two-gap circuit during breakdown of 1B22 tubes (a) for normal operating switch voltage 
(b) for operation at maximum switch voltage. 
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wave. That this is actually a minimum was demonstrated experimentally 
by varying the period of the trigger pulse. V4. increased for pulse periods 
both greater than and less than that shown in the diagram. The increase 
was small and so is of no great practical interest, but it does confirm the pre- 
diction made on the basis of the above analysis. 

After the tubes have started the switch voltage is nearly double the d-c 
voltage, and the tubes will operate continuously if the switch voltage is 
above the minimum operating voltage. The sequence of events near the 
minimum operating voltage is shown in Fig. 16 (b). During operation the 
spark delay time is much less than during starting, as indicated by a smaller 
value of AA and AC. There are reasons for believing that this is due primar- 
ily to the higher electrode temperature, but is doubtless aided by residual 
ionization left over by the high-energy sparks now passing. As a conse- 
quence the first gap always breaks down at voltages intermediate between 
A and A+ AA. Gap 2 always breaks down at voltages betweenC and C 
+ AC, below the re-ignition voltage of gap 1, and gap 1 always re-ignites 
at voltages between D and D-+ AD allowing the main pulse of current to 
current to pass at a voltage E. However, if the switch voltage is decreased, 
C + AC will occasionally cross the re-ignition voltage characteristic R of 
gap 1. Gap 1 can then re-ignite and thus the gaps will not fire on the 
application of that trigger pulse. A second way in which the gaps can miss 
is by failure of gap 1 to re-ignite at D. Even though either of one of these 
events occurs only once in many thousands of pulses, a minimum operating 
voltage is established. 

Of course, no spark gap tubes are designed to operate very close to their 
minimum operating voltage. A margin of safety is always maintained. 
The characteristics of these tubes with a switch voltage at a practical operat- 
ing voltage is shown in Fig.17 (a). Gap 1 breaks down between A and A + AA 
and before gap 1 is extinguished gap 2 breaks down between C and C + AC. 
Since in this case both gaps are conducting simultaneously, the main pulse 
passes without re-ignition of gap 1. The voltage at the midpoint of the 
two discharges rises to a value between D and D + AD, due to the rapid 
change of spark impedance. This sequence always takes place since ample 
margin is provided. 

If the switch voltage has been increased to a value near the maximum 
operating voltage, the voltage-time characteristic shown in Fig. 17 (b) 
results. Exactly the same sequence occurs as before. However, if the vol- 
tage be slightly increased above the value shown, the gaps can break down 
spontaneously during the network charging cycle and before the application 
of the trigger pulse, even though the value of A is some 20°%%, greater than the 
charging voltage applied to the gap. This is the expected effect of spark 
formation time on minimum breakdown voltage since the rate of rise of 
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trigger voltage is far higher than that of the network charging voltage. 
When spontaneous breakdown occurs, because of circuit conditions, both the 
rate of rise of the voltage of the network charging cycle and its peak value 
are increased. Since the switch voltage arrives at a higher value in a shorter 
time, spontaneous breakdown is most likely to occur again. The effect is 
cumulative so that, after a few increasingly frequent cycles, an arc is 
established. It is clear that this arcing must never be allowed to occur in 
the operating range. 

These characteristics were taken while using a current pulse of 0.75 us 
duration at a repetition rate of 1000 per second and a 30-ohm resistance load. 


MAX iMUM 
OPERATING VOLTAGE 


MINIMUM 
OPERATING VOLTAGE 


SWITCH VOLTAGE IN KILOVOLTS 





0 200 1000 1500 2000 2500 3000 
PULSES PER SECOND 


Fig. 18—Maximum operating voltage of 1B22 tubes in a two-gap circuit as affected by 
pulse repetition rate for a variety of pulsing conditions as follows: 


Pulse Duration Load in 
Curve in Microseconds Ohms 
1 0.75 55 
2 0.75 30 
3 0.75 15 
4 1.50 30 


This produced a peak current at the maximum operating voltage closely 
equal to the switch voltage divided by twice the resistance load, or about 
100 amperes. Under these conditions, due to the relatively low pulse 
repetition rate, there is little residual ionization in the gaps at the time of the 
next pulse, so that the gaps have nearly recovered their maximum break- 
down voltage. However, as the pulse rate is increased, thus decreasing the 
time between pulses, the value of switch voltage at which the gaps break 
down spontaneously is found to decrease due to residual ionization. Thus 
the maximum operating voltage is a function of the pulse repetition rate. 

The decrease of the maximum operating voltage as a function of pulse 
rate, for these tubes, is shown in Fig. 18 for a variety of pulsing conditions. 
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Fig. 19—Pulse characteristics of two 1B22 tubes operated in series. 
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Curve 2 was obtained with the 0.75 us pulse and a 30-ohm load. It will 
be observed that the maximum operating voltage decreases with pulse rate 
in the expected manner. 

If the peak current of the pulse be decreased, fewer ions are produced in 
the spark and so at any given time after the pulse one would expect less 
residual ionization in the gaps. Curve 1 was obtained by keeping the pulse 
duration the same as before but increasing the load resistance to 55 ohms. 
Thus the current at a given switch voltage was reduced to 30/55 of its former 
value. It will be seen that, as predicted, the drop of maximum operating 
voltage with increased pulse repetition rate is less. 

Conversely, if the current is increased the opposite effect is produced. 
Curve 3 was obtained by decreasing the load resistance to 15 ohms while 
keeping the pulse duration constant. This gives twice the peak current at 
the same switch voltage as that of Curve 2 with a resultant increased residual 
ionization and a decrease of maximum operating voltage at the higher pulse 
repetition rates. 

If, instead of doubling the current, the pulse duration be doubled, a 
similar increase in residual ionization is produced. Curve 4 was obtained by 
doubling the pulse duration (1.5 us) and using a 30-ohm load. Thus, while 
the current is the same as Curve 2, the current pulse has twice the duration. 
It will be observed that for these pulses, doubling the time of pulse is the 
equivalent of doubling the current. 

One might expect that the minimum operating voltage would also decrease 
as the pulse repetition rate is increased. However, experimentally it is 
found that, for these tubes, the minimum operating voltage is nearly con- 
stant and, therefore, independent of residual ionization. This result is 
produced largely because the maximum breakdown voltage of the gaps at 
the extremely high rate of voltage-time change encountered in triggering at 
the minimum is little affected by this amount of residual ionization. 

Since the minimum is nearly constant the operating range of voltage of 
these tubes is a decreasing function of the pulse repetition rate, current, and 
pulse duration. This is in general true of all fixed spark gaps; however, the 
amount of decrease of operating range depends on the spark gap spacing, 
gas atmosphere and geometry of the electrodes. 


(e) Dissipation and Switching Efficiency 


In II-(d) we considered the voltage-time relationships leading to the 
simultaneous breakdown of series gaps. In this subsection we will consider 
the voltage and current relationships with time during this breakdown, and 
their bearing on spark dissipation and switching efficiency. 

In Fig. 19 (a) are shown a voltage-time and current-time trace obtained 
oscillographically with a pair of 1B22 gaps. The voltage is measured across 
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both gaps and corresponds to the dotted traces shown for switch voltage in 
Fig. 17 (a). The current pulse is shown in proper time relationship with the 
voltage trace. Similar traces are obtained for any pulse duration and peak 
current. These, then, may be considered as typical of all pulses produced 
by spark switching with these gaps. 

In Fig. 19 (b) is plotted the impedance of both gaps with time, from which 
we see that the impedance of this switch falls rapidly in a small fraction of a 
microsecond to an average value of only a few ohms while the main current 
pulse is passing. The tail of the trace showing a negative impedance is due 
not to the gaps but to inductance inherent in their leads. 

The solid trace, Fig. 19 (c), shows the product of voltage and current in 
kilowatts plotted against time. The integrated area of this plot corresponds 
to the dissipation per pulse of both gaps. This area is independent of the 
pulse repetition rate, enabling one to determine the gap dissipation for any 
project by multiplying the loss per pulse by the repetition rate. 

This area can be divided into two parts as suggested by the two shaded 
blocks Tand II. The first part corresponds to the energy dissipated initially 
by the trigger and then by the pulse forming network in the brief transient 
period when the voltage across and the current through the gaps are changing 
rapidly. The former is comparatively small and usually can be neglected. 
The latter attains a maximum value of power when the impedance of the 
gaps approximates that of the load. The second so-called steady state part, 
corresponding to block II, represents the energy lost during the main pulse 
when the impedance of the gaps is low and comparatively constant. Its 
value will depend on both the pulsing conditions and the gaps themselves. 

A calorimetric study was made of the dissipation of gaps as affected by 
various parameters. This method was superior to the oscillographic 
approach in that it afforded greater accuracy and ease of measurement. The 
curve, Fig. 20, shows observations in terms of joules per pulse per gap 
obtained calorimetrically with the 1B22 type tube as a function of pulse dura- 
tion in microseconds. The peak current in all cases was 70 amperes and the 
trigger energy was included. It is clear that for pulse durations greater than 
0.5 microseconds the dissipation D in joules per pulse per gap is given by 


D=A+ Bi (1) 


where A is the intercept of the extrapolated solid straight line through the 
observed points and where B is the slope of this line. The shaded blocks I 
and II of Fig. 19 (c) were obtained from values of the two terms A and Bi, 
respectively, showing graphically the agreement between the calorimetric 
and the oscillographic methods. 

As a result of calorimetric measurements on a wide variety of gaps having 
either aluminum or mercury cathodes and operated under a wide variety of 
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pulsing conditions, we have been able to establish an empirical formula for 
the dissipation D in joules per pulse per gap in terms of these gap parameters 
and pulsing conditions as follows: 


D = 5.7(10)~7I,S + [40 + 3.9(10)-2 p 94S] I,t. (2) 


Here J, is the peak current in amperes, S the gap spacing in mils, p the gas 
pressure of hydrogen-argon in inches of mercury, and # is the duration in 
seconds of an idealized square-top wave equivalent in ampere-seconds to 
the actual current wave. This formula holds for either aluminum or mer- 


0.030 


JOULES PER PULSE 
o 
o 
oO 
- - 





PULSE DURATION IN MICROSECONDS 


Fig. 20—Dissipation per gap per pulse vs. pulse duration for 1B22 gaps operated in 
series with a peak current of 70 amperes. 


cury cathodes and is independent of gap design. It is modified only slightly 
when pure hydrogen is substituted for the hydrogen-argon mixture, the 
constant 3.9(10)-? becoming 3.1(10)-*. It is based on many measure- 
ments in which the parameters covered the following ranges: 


PARAMETER RANGE 
S 40-350 mils 
p 28-50" Hg. 
t 1-6 X 10-* seconds 
Ip 45-1070 amperes 


After calculating the value of D from Equation (2) the dissipation in watts 
per gap for any project is obtained by multiplying by the pulse repetition rate. 
This equation does not include the trigger energy dissipated which usually 
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can be neglected but which can be measured independently and added if so 
desired. 

It is to be noted that the first or transient term of the formula is unaffected 
by pulse duration and argon content and depends at least to a first approx!- 
mation on only the peak current and length of spark. The numerical 
constant includes the time of this transient, the average gradient during 
this period, and a factor to reduce the peak current to an average value. 
The portion of the second or steady state term within the brackets represents 
the average voltage across a gap when it is highly conducting and is 
approaching the characteristics of a steady arc. This average voltage is 
separated into two parts. The first part, 40 volts, is the sum of the cathode 
and anode drops arising from space charges at the electrodes. The second 
part is the voltage drop along the positive column which has a pressure 
dependent uniform gradient and which is of the order of 100 volts per cm. 
It is only this gradient which is perceptibly altered when argon is added to 
the hydrogen. 

From this formula it is possible to calculate the switching efficiency for 
any design of gap and set of pulsing conditions within the specified range of 
parameters covered by the formula. Calculation shows that with three 
gaps in series the switching efficiency in all projects was at least 90%, whereas 
with two gaps in series it was in most cases as high as 96%. 


(f) Development of Fixed Gaps for Manufacture 


The designs of the fixed gaps for manufacture were dictated by the re- 
quirements of particular modulators. Under the code number of each of the 
gaps a brief description is given of the electrical and mechanical require- 
ments which had to be met. 


W.E. 1B22 


The 1B22 fixed gap tube is an aluminum cathode type with a hydrogen- 
argon filling. An exterior and a cross-sectional view are shown in Fig. 21. 
This fixed gap tube was developed for the modulator of an airborne radar 
known initially as ASH and later an AN/APS-4. In this modulator two 
tubes are used in series to switch a peak power of about 105 kilowatts into a 
W.E. 725A magnetron. It was desirable that the peak voltage in the modu- 
lator section be kept fairly low so that the circuit would perform satisfac- 
torily at high altitude even when the pressurizing container was damaged. 
Furthermore, the equipment was to be very compact and light in weight. 

In order to meet the requirements of this radar, two tubes were used in 
series with a peak switching voltage of 4 kilovolts. They were required to 
pass a current pulse of 67 amperes for 0.75 microseconds at two repetition 
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non-uniform anode build-up and a shortened life. Furthermore, in order 
to prevent failure of the tube, due to sputtered material destroying the 
insulation of the interior glass walls, the inside diameter of the cathode was 
enlarged near the open end, thus confining the sparking to the deeper por- 
tion of the cathode cylinder. 

As discussed in II-(d) the starting voltage of a pair of fixed gap tubes is 
particularly important. The operating voltage of the tubes in this case is 
approximately 4 kilovolts which is derived from the resonant charging of the 
pulse shaping network condensers from a high voltage supply of about 2.2 
kilovolts. The open circuit voltage of this supply is about 2.7 kilovolts. 
This, then, is the voltage available for starting the gaps. In order to make 
the gaps start at a voltage well below this value, corona points were intro- 
duced at the end of the cathode opposite the end of the anode, a small 
quantity of radium was also introduced in this region, and the anode diame- 
ter was reduced to the lowest value consistent with long life. The effective- 
ness of the corona points and the radium was reduced by the sputtered 
material during the life of the tube, but the irregular deposition of this 
sputtered material favored the production of corona and actually reduced 
the starting voltage to a lower value than that for a new tube. 

The tube was designed for fuse clip mounting but it was found that the 
acceleration imparted to the tube when it was snapped into heavy clips was 
greater than that encountered in flying service. Accordingly, a spetial 
mounting was devised so that the tube would not be broken when being 
installed in the radar set. By the end of the war these tubes had been 
installed in approximately 15,000 radar equipments. 


W.E. 1B29 


The 1B29 fixed gap tube is similar in constructional details to the 1B22 
except that it is smaller, the gap spacing being only 90 mils. An exterior 
and a cross-sectional view of the tube are shown in Fig. 22. 

The gaps were designed to switch 2.8 kilovolts and to pass a peak current 
of about 27 amperes for 0.75 microseconds at a repetition rate of 2000 pulses 
per second. The main design problems were those of adequate life and sta- 
bility of tube drop during conduction. 

The small size of these gaps resulted in a life of only 300 hours which was, 
however, quite adequate for this application. As pointed out in II-(b) the 
argon was added to the hydrogen to ensure a uniform low impedance on 
sparking. ‘The extremely small peak current required an increase in the 
amount of argon to 50% instead of the usual 25%. 

In mechanical construction, the 1B29 is essentially a scaled-down 1B22. 
Because of the smaller size of the tube, no new problems existed in making it 


rugged. 
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varying from 10.5 to 17.1 kilovolts, and to pass a maximum current of 200 
amperes for 6 microseconds at a repetition rate of 180 pulses per second. 
They were also required to operate with 1.5 microsecond pulses at 600 pulses 
per second. The main electrical design problems were those of obtaining 
a wide voltage operating range and an adequate life with large peak currents 
and long pulses. 

As discussed in II-(c), the use of an iron sponge mercury cathode with a 
molybdenum rod anode provided a wide voltage operating range as well 
as a long life with 200 ampere, 6 microsecond pulses. The mercury sponge 
cathode also met the vibration and shock requirements of shipboard opera- 
tion. 

In order to secure good wetting of the sintered sponge, which was essential 
to a long life, a special construction, as shown in Fig. 24, was used. The 
sponge was sintered directly into the bottom of a Kovar cup which had six 
radial vanes welded into it. These served to anchor the sintered material 
as well as to conduct the heat away from the center of the cathode. After 
the anode assembly and glass envelope were attached to the upper Kovar 
flange, the two sub-assemblies were welded together by means of a single 
ring weld. This allowed a minimum of handling of the sintered material 
and eliminated all glass work after the sintered material was inside the tube. 

The processing of the tube consisted of first evacuating and then of heating 
the lower portion to 800°C while passing purified hydrogen through the tube. 
After the sponge had partially cooled, the mercury was introduced and wet- 
ting took place instantly. 

Since the temperature of the center of the sponge must be kept below 
the boiling point of mercury, in addition to the internal vanes described, 
the Kovar cup was soldered into a block of copper to which was attached a 
folded copper radiator. 

Several hundred models of the tube were made in the laboratory and 
delivered to the Navy and to equipment manufacturers. Full manufacturing 
information was turned over to the Navy which in turn issued a contract for 
the procurement of several thousand tubes. 


Ratings 

The ratings of the four different models of spark gap tubes developed by 
the Laboratories are summarized in Table 1. In order to permit the use of 
these gaps under a wide variety of operating conditions, yet prevent the 
simultaneous application of the maximum values of peak current, pulse 
duration, and repetition rate, a special system of rating was evolved. In 
addition to placing a maximum value on each of these three quantities a 
maximum value was also placed on the product of any two of these quan- 
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tities. For instance, one of these products would prevent the use of very 
high peak currents along with very long pulses, a combination which would 
give a very short life, especially with aluminum cathode gaps. Or another 
product would prevent the use of the tube at both high peak currents and 
high repetition rates, a condition which would not allow adequate de- 
ionization between pulses. The later types of gaps were rated in this man- 
ner. 


(g) Evaluation of the Fixed Gap as a Modulator Switch 


In order to compare the performance of fixed gaps in radar modulators 
with that of other switching devices, as well as to assess their future poe- 
sibilities, we may consider them with respect to the following points. 





TABLE I 
Ratincs oF W. E. Fixep Sparx Gap TUBES 
rane rating 
iti Peak Peak Volt 
Repetition | peak | Pulse ose ey Ranger? Woliage Pa | Trigger| Required fo 

Tube Cur- | Dura-| jombs | gap Ckt. kv| gap Ckt. kv | Voltage Voltage | Starting 
T eat tion r 3 ga 
Nom- 





1B29 | 500} 2100) 30 
1B22 | 300} 1100) 75 
1B31 | 200} 1600} 300 
1B42 | 160) 1500} 300 


(More complete ao on the above tubes is contained in the JAN Specifications 





for individual tubes 


1) Peak current—The present coded tubes cover a range of currents 
from 20 amperes to 300 amperes. Experimental tubes have been 
tested up to 1000 amperes, and indications are that even larger cur- 
rents are possible. 

2) Switch voltage—The present tubes cover a range from 2.6 to 17.1 
kilovolts. Experimental tubes have been tested up to 30 kilovolts. 

3) Peak power output—With the limits of peak currents and voltages on 
the present tubes, power outputs of 25 kilowatts to 2.2 megawatts 
are possible. Experimental tubes were made which were capable of 
furnishing 15 megawatts. Much larger power outputs seem possible. 

4) Pulse duration—The maximum range of pulse durations covered by 
any of the present tubes is from 0.25 to 6 microseconds. For pulses 
shorter than 0.25 microseconds the efficiency of these tubes would 
decrease rapidly. Pulse durations much greater than 6 microseconds, 
however, could probably be used if proper attention is given to cooling. 
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5) Pulse repetition rate—A range of 160 to 2100 pulses per second has 
been covered by coded tubes. Experimental tubes with very short 
gaps have been tested up to 10,000 pulses per second. However, 
the design of tubes for practical operation in this region would entail 
considerable effort. 

6) Operating voltage range—Although a given set of tubes may exhibit a 
wide range of operating voltage on a laboratory test, the rated range 
must be considerably less because of manufacturing variations and 
changes during life. However, since most radar modulators operate 
at a fixed power level, this limitation is not a serious one. 

7) Trigger requiremenis—The spark gap tubes require a high-voltage 
low-current trigger supply. While this is more difficult to obtain 
than the low-voltage supplies required by some other modulators, it 
caused no real difficulty in practice. 

8) Time jitter—Although the time jitter of coded tubes is of the order of 
one microsecond, experimental tubes have been made which have, 
at the operating voltage, a jitter of the order of one hundredth of a 
microsecond. 

9) Efficiency—The switching efficiency for all of the past applications of 
fixed gaps has been in the range of 90 to 96 percent, which makes the 
fixed gap one of the most efficient switching devices for radar. 

10) Simplicity of manufacture—Since the unit type of fixed gap has only 
two elements of simple geometry, its manufacture is relatively easy. 
11) Dependability—The dependability of the fixed gap has been demon- 
strated by its satisfactory performance in its extensive application. 
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The Gas-Discharge Transmit-Receive Switch 
By A. L. SAMUEL, J. W. CLARK and W. W. MUMFORD 


HE gas-discharge transmit-receive switch has become an accepted 

part of every modern radar set. Indeed, without such a device, an 
efficient single-antenna micro-wave radar would be nearly impossible. 
Many of the early radar sets made in this country employed separate 
antennae for the transmitter and receiver. The advantages of single 
antenna operation are so apparent as hardly to require discussion. The 
saving in space or, if the same space is to be occupied, the increase in gain 
and directivity of a large single antenna is, of course, apparent. But 
even more important, perhaps, is the tremendous simplification in tracking 
offered by a single antenna, particularly where a very rapid complex scanning 
motion is desired. 

The fact that the receiver needs to be operative only during periods be- 
tween the transmitting pulses makes single antenna operation possible if 
four conditions are satisfied. These are: (1) the receiver must not absorb 
too large a fraction of the transmitter power during the transmitting period, 
(2) the receiver must not be permanently damaged by that portion of the 
transmitter power which it does absorb, (3) the receiver must recover its 
sensitivity after any possible overload during the transmitting pulse in a 
time interval shorter than the interval required by the reflected pulse to 
arrive back to the receiver from the nearest target, and (4) the transmitter 
must not absorb too large a fraction of the received power. At frequencies 
of the order of 700 megacycles and at low power levels these conditions 
are not impossible of attainment without recourse to any special switching 
mechanism other than that provided automatically by the usual circuit com- 
ponents. Conditions (1) and (2) can be met by designing the receiver in 
such a way that the change in input impedance as a result of overload will 
cause most of the available input power to the receiver to be reflected. 
Condition (3) requires careful attention to the time constants of all those 
receiver circuits which are subject to overload. Condition (4) fortu- 
nately is automatically satisfied by most transmitters, again as a result of the 
large mismatch reflections which occur at the connections to the trans- 
mitter’s ‘‘tank”’ circuit when the transmitter is not operating. The United 
States Navy Mark 1 radar was operated on this basis. 

The speed with which the transmit-receive switch must operate rules out 
all consideration of mechanical devices, at least for all but the longest range 
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‘early warning” equipment. For example, the go and return time to a 
target at 500 feet distance requires approximately one microsecond. Switch- 
ing times must, therefore, be measured in microseconds. Since these short 
time intervals would at first sight seem to be too small to permit the use of 
gaseous discharge devices, some work was done on the use of specially 
designed vacuum diodes. It is possible to employ balancing circuits (some- 
times called hybrid circuits) to achieve single antenna operation, but such 
circuits require critical balancing adjustments and they dissipate a large 
part of the available power in non-useful balancing loads. The need for a 
still different approach to the duplexing problem was clearly indicated. 

Spark discharges either in air or in enclosed gaps bridged across parallel 
wire transmission lines were used in some of the early experimental long- 
wave radar sets. Dr. Robert M. Page of the Naval Research Laboratory 
was one of the pioneers in this work. These devices were only moderately 
satisfactory because of their erratic behavior and because of electrode wear. 
However, it was observed that the recovery time of such discharges was not 
as long as might be expected on the basis of a simple ionization and deioniza- 
tion explanation of their operation. This led to the investigation of the use 
of low-pressure gas discharges. These very early gas-discharge “switches” 
were actually much more in the nature of “lightning protectors”, their 
principal function being to limit the power delivered to the receiver during 
the transmitting pulse in a gross sort of way, with considerable reliance on 
impedance changes at the receiver and on the rugged overload capabilities 
of the first tube in the receiver. 

The trend toward shorter wavelengths and the desire for better protection 
led to the development of a partially evacuated gas-discharge tube located 
in a relatively high Q resonant cavity. In England, cavity type duplex 
tubes were made by inserting gas in a then current type (Sutton Tube) 
of local oscillator tube. These devices were called TR boxes (abbreviation 
for transmit-receive) by the English, a designation which has continued. 
It is a curious coincidence that some of the earliest cavity type duplex tubes 
made in this country at the Bell Telephone Laboratories were also con- 
structed by inserting gas in an American type local oscillator tube (the 712A 
vacuum tube). This tube (later coded the 709A vacuum tube) was tested 
in an operative system which was subsequently demonstrated to the Army 
with such satisfactory results that the tube was adopted without change for 
several radar systems. The 709A vacuum tube and its associated cavity 
are shown in Fig. 1. 

A similar structure, known as the 702A and shown in Fig. 2 (together 
with the 709A tube) was used for longer wavelengths. The need for these 
tubes was so very great that no time was allowed for their improvement 
before production was undertaken by the Western Electric Company. 
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separate cavity type in which contact through the vacuum envelope is 
made by means of thin copper discs. More recently other designs of tubes 
have appeared in which the entire cavity is evacuated. Over 400,000 tubes 
of the three types discussed in this paper were manufactured in 1944 alone 
and substantially all of the American-made radars which saw active service 
employed one or more of these tubes. 

The TR tubes used in American radars are, of course, no more essential 
than are the magnetrons, the beating oscillators, and the many other special 
parts which go to make up the modern radar. Nevertheless it is interesting 
to note that the 721A tube was an essential part of the radar equipment 
on almost every major ship in the United States Fleet, that the 724B tube 
was an essential part of the bombing equipment on nearly every bomber 
used against Japan, including the planes which carried the atomic bombs, 
and that the capture of Okinawa, to name a single case, would have been 
much more expensive in men’s lives without equipment depending upon the 
1B23 tube. 


METHOD OF OPERATION 


The 709A tube as shown in Fig. 1 was operated in what has come to be 
known as a shunt branching circuit. Its operation can be explained in 
terms of Fig. 4. During transmission, energy flows from the transmitter 
along the coaxial line toward the antenna. Some of this energy enters the 
branch leading to the receiver where it encounters the TR box. This con- 
sists of a resonant cavity with a pair of spark gap electrodes arranged so that 
the maximum resonant voltage is built up across the gap. Since the voltage 
across the gap is then limited by the discharge voltage and the voltage ap- 
plied to the receiver is still further reduced by an equivalent step-down ratio 
of the output coupling in the resonant cavity, the receiver input power is 
held to a small value. The power dissipated in the gas discharge, and there- 
fore abstracted from the transmitted signal is kept small by the impedance 
mismatch. The discharge itself takes the form of a small pale blue glow 
between the electrodes. The effect of the discharge is to place a low im- 
pedance (predominantly resistive) across the maximum impedance point 
of the cavity. This results in the appearance of a still lower apparent 
impedance across the input to the cavity. If the length Z, is an odd num- 
ber of quarter wavelengths, the apparent impedance of the receiver branch 
at the branching point becomes very high in comparison with the impedance 
of the antenna and is therefore unable to abstract much power from the line. 

At the end of the transmitting period, the conductance of the gas discharge 
falls rapidly to a very low value since the small received voltages will be 
insufficient to maintain the discharge. Signals arriving at the antenna 
can then be transmitted through the TR box to the receiver. However, 
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in the circuit shown in Fig. 4, the receiver is still bridged by the transmitter. 
It is a fortunate fact that the internal impedance of many magnetrons 
(the most common type of transmitting tube) becomes very low when they 
are in the inoperative condition so that the tube is nearly the equivalent 
of a short circuit. By adjusting the length Z,, until this equivalent short 
circuit position is an odd number of quarter wavelengths from the junction 
point “B”, the shunting impedance at “B’’ can be made very high so that 
only a small part of the received energy is lost. In the event that this change 
of impedance of the transmitter is not sufficient, a second TR switch com- 
monly known as an ATR, may be introduced to perform this function as 
will be described later. During the receiving period, some loss will occur 
in the TR box resonant cavity as a result of the inherent resistive and 
dielectric losses. An additional loss will occur immediately after the 





TRANSMITTER 


Fig. 4—The elements of a shunt branching circuit 


transmitting period because of the loss producing particles (free electrons) 
which remain for a time in the discharge gap. ‘The combined losses must be 
kept small so as not to impair the performance of the system. 

Most modern radars employ series branching circuits instead of the 
shunt branching circuit just described. A coaxial line example of such a 
system (from the SCR-545) employing the 721A tube is shown in Fig. 5. 
As shown in Fig. 6 the cavity is coupled to the coaxial line by means of a 
window which can be slid along on a slot in the outer conductor of the coaxial 
line leading from the transmitter to the antenna. Fig. 7 is an exploded view 
of the cavity. Such a cavity is in effect in series with the line as the currents 
existing in the outer conductor of the coaxial line are interrupted by the 
window. During the transmitting period the low impedance at this window 
limits the voltage across it to a small value and prevents serious loss of 
transmitter power. 

Reception in the series branching circuit of Fig. 5 is achieved by adjusting 
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behavior after the termination of the transmitting period; and (4) the low- 
level loss, which describes the loss of the received signal including (a) the 
loss in the TR box itself and (b) the loss in the transmitting branch. These 
parameters are interrelated and conflicting. For example, the interde- 
pendence of the leakage power and the low-level loss may be computed on 
the basis of a somewhat idealized TR box as is done in Appendix A and the 
results presented in the form of the curves of Fig. 15. It is customary to 
design the cavities for matched input conditions (o = 1), for obvious reasons, 
and for a low-level loss of one to two db. The relationship between the 
transmitting power dissipated in the TR tube and the low-level loss is shown 
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Fig. 15—The variation in leakage power with the low level loss adjustment. 


in Fig. 16. This curve may also be used to determine the effect of the low- 
level loss adjustment of a TR cavity on the recovery time characteristic 
since recovery time depends upon the gas discharge power rather than upon 
the transmitter power per se. In spite of this interdependence, it will be 
convenient to consider the different operating parameters separately in the 
sections to follow. The receiver protection aspect will be considered first. 

Receiver Protection. The receiver protection problem is complicated by 
the fact that power reaches the receiver through the TR box by three differ- 
ent mechanisms. As shown in Fig. 17, the observed leakage power pattern is 
composed of three parts known respectively as the spike, the normal flat 
leakage and the direct coupling. The spike is the result of the transient 
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condition existing at the beginning of each pulse. Normal leakage power 
can be thought of as due to the finite voltage drop across the gas discharge 
while the direct coupling is that component of the leakage power which 
would be present if the voltage drop across the discharge were zero. 
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Fig. 16—The variation in gas discharge power with the low level loss adjustment 
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Fig. 17—The shape of the leakage power pulse 


The Spike. Because of the rapid rate of rise and fall of the spike, the 
observable deflection on an oscilloscope is dependent upon the bandwidth 
af the video amplifier and upon the energy in the spike. Although an 
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observation of the true shape of the spike has not yet been made, the dura- 
tion is estimated to be of the order of 10-*® seconds, a time interval that is 
probably short compared with the thermal] time constant of the contact on a 
converter crystal. However, it is possible to measure the energy content of 
the spike, and such measurements indicate that this energy is fairly inde- 
pendent of the length of the pulse and of the transmitted power level, 
although it is definitely dependent upon the steepness of the wave front of 
the transmitted pulse. The spike clearly represents energy transfer through 
the TR box during the period required to establish the discharge conditions 
which exist during the flat. The energy contained in the spike varies be- 
tween a few hundredths of an erg to perhaps one erg per pulse, depending 
upon a variety of factors. By way of comparison, the conventional crystal 
rectifiers are proof tested in manufacture with a single spike of 0.3 erg to 
5.0 ergs, depending upon the crystal type. It is generally believed that the 
spike is more damaging than the flat in most radar systems. 

The energy in the spike is found to depend upon the repetition rate of the 
transmitting pulses, presumably because of residual ionization in the gas 
discharge gap. At low repetition rates (that is less than roughly 1,000 
pulses per second), the spike energy may be materially decreased by a d-c 
glow discharge near the radio frequency gap. This discharge provides a 
continuous supply of ions and free electrons and so aids in establishing the 
desired condition in the r-f discharge path. A discharge is supplied in all 
the standard TR tubes. An auxiliary electrode called the “igniter” or 
“keep-alive” is used as the cathode, with the back or inside portion of one 
of the high frequency electrodes acting as the anode. A small amount of 
radioactive material is placed in the tube to insure that the igniter discharge 
starts on the application of the igniter voltage. Fig. 18 is a plot of the way 
in which the spike energy varies with the repetition rate both with and with- 
out an igniter discharge. Igniter oscillations sometimes occur as a result of 
the negative resistance characteristics of the igniter discharge. This causes 
a cyclic variation in the number of free electrons and ions with a resulting 
fluctuation in the spike energy. Inadequate protection may result from 
such oscillations. It is customary to mount a current limiting resistance 
very close to the igniter cap to minimize the effects of these undesirable 
oscillations. When such oscillations still occur they are usually evidence 
of an insufficiently high igniter voltage or of tube failure. The margin of 
safety in the igniter operation may be increased by increasing the discharge 
current but at the expense of greatly reduced tube life. 

When a radar system is first turned on, the first pulse occurs without the 
benefit of residual ions in the discharge, and for the first few pulses the spike 
energy may easily reach dangerously high values. While the magnitude 
of this ‘turn on” effect is greatly reduced by the presence of the igniter 
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discharge, it is customary to provide a “crystal gate” in the form of a 
shutter which isolates the crystal from the TR box until after stable trans- 
mitting conditions have been reached and until the TR tube discharge has 
been established. The need for this additional turn-on protection is some- 
what greater with the 724B than it is with the 721A tube. Another im- 
portant function of the “crystal gate’’ is to prevent the crystal in an idle 
radar from being damaged by energy from other radars operating nearby. 


SPIKE ENERGY IN ERGS 





PULSE REPETITION RATE IN PULSES PER SECOND 


Fig. 18—The dependence of spike on the repetition rate for the 724B tube in a cavity 
adjusted for a 1.5 db low level loss and for a transmitter power level of 8 kw peak 


The energy in the spike is a function of the effective size of the input and 
output coupling windows of the TR box. A convenient method of present- 
ing this effect is to plot the spike energy as a function of the low-level trans- 
mission loss of the cavity which also depends upon the window sizes. Fig. 
19 is such a plot for the 724B tube*. Comparing these experimental data 
with the computed flat power curve of Fig. 15, one notes that the spike 
energy varies at a more rapid rate than does the flat power. In both cases, 
the leakage decreases as the low-level loss increases and crystal protection 
can be purchased at the expense of receiver sensitivity. 


* Based on data taken at the M.I.T. Radiation Laboratories by F. L. McMillan. Jr. 
and J. B. Wiesner. 
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Fig. 19—The variation in spike energy with the low level loss by ipeeaeaty (¢ = nee bot the 
724B. This experimental curve for the spike energy should be compared with 
idealized flat power curves of Fig. 15 
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Fig. 20—The effect of gas pressure on the spike energy for the 724B 
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The way in which the spike energy varies with pressure of the gas in the 
TR tube is illustrated in Fig. 20. These data were obtained on the 724B 
tube structure. Other factors, yet to be discussed, prevent the use of the 
exact optimum pressure as determined on the basis of the spike energy 
only. 

The Flat. The more or less flat portion of the leakage power is in reality 
the result of two different mechanisms of energy transfer, one of which is 
reasonably independent of the transmitter power level. It is this portion 
only with which we will now be concerned. This flat power is critically 
dependent on the chemical constitution and pressure of the gas within the 
TR tube. It can be thought of as being the power transmitted by the TR 
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Fig. 21—Experimental curves showing the relationship between flat pmenaey power and gas 
pressure, taken with a c-w oscillator 


box by virtue of the fact that the voltage drop across the gas discharge is not 
zero. The constancy of the flat power in spite of variations in the trans- 
mitter power level is presumably related to the similar phenomenon of a 
nearly constant voltage drop across a d-c gas discharge independent of the 
discharge current. Because of this constancy, the gas discharge parameter 
Ps, shown in Fig. 15, can be assumed to be a constant more-or-less inde- 
pendent of the transmitter power level. Reasonable values of Po for cavity 
design purposes are 20 volt-amperes for the 721A tube and 10 volt-amperes 
for the 724B tube. Corresponding values of the Qo parameters needed in 
interpreting Fig. 15 are 2500 for the 721A tube and 1500 for the 724B tube. 
Using these valies the flat leakage power for a TR box using a 721A tube 
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and having a low-level loss of 1 db would be 30 milliwatts. The corre- 
sponding flat leakage power for the 724B tube in a 1.5 db box would be 16 
milliwatts. Actual measured values are usually somewhat less than these 
figures. As most crystals will withstand flat powers very much greater than 
this amount, the flat power is normally of much less importance than the 
spike in contributing to converter crystal failure. 

Since the flat portion of the leakage power represents quasi-steady-state 
conditions, it is possible to simulate it for purposes of study by the use 
of a C.W. oscillator. Fig. 21 contains three experimental curves taken at 
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Fig. 22—The pressure for minimum leakage power as a function of frequency 


three different frequencies showing the relationship between the flat leakage 
power and gas pressure. These curves were all taken with tubes filled 
with hydrogen only. Fig. 22 shows that the pressure for minimum flat 
leakage is proportional to the frequency. This simple law probably does 
not apply at frequencies much less than 1000 mc. 

Water vapor is used in commercial TR tubes to improve the recovery time, 
as will be discussed later. The variation in flat leakage power with partial 
water vapor pressure as measured on a 721A type of tube containing both 
hydrogen and water is shown in Fig. 23. These data were taken in a 
radar system. 

In this connection, it is of interest to note that the characteristics of the 
gas discharge in the TR box must of necessity be quite different from those 
that obtain at lower frequencies. Simple calculations indicate that the 
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mean free path of an electron is in general of the same order as the distance 
between the electrodes but that very few electrons are able to reach the 
electrodes because of the very rapid reversals in the r-f field. Electrons 
therefore oscillate rapidly to and fro, losing energy to the neutral gas mole- 
cules and to positive ions through occasional collisions The positive ions 
do not contribute in any substantia] way to the discharge current because 
of their large mass and correspondingly low velocity. The r-f voltage drop 
across the discharge is maintained at a relatively low value by the formation 
of more ions and free electrons by collisions between electrons and neutral 
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Fig. 23—The effect on leakage power of the addition of water vapor to 20 mm of hydrogen 
in the 721A type tube 


molecules as soon as this voltage rises above some critical value. Measure- 
ments indicate that the voltage drop across the r-f gap is of the order of 80 
to 100 volts for a typical TR tube. The variation in voltage drop with gap 
length may be inferred from the flat power measurements recorded in Fig. 
24. 

Direct Coupling. At very high transmitter power levels a third component 
of leakage power is observed which is directly proportional to the trans- 
mitter power. This component is usually called “direct coupling’’. It is 
due to the transmission of power through the cavity in modes which do not 
have voltage maxima at the gas discharge gap. It can therefore be ob- 
served even when the gap in the tube is short circuited. In fact measure- 
ments made under such short-circuited gap conditions yield results com- 
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parable to the values observed for actual tubes. The direct coupling com- 
ponent of the total flat power and the gas discharge limited component are 
found to be additive. Direct coupling power is logically measured in terms 
of db below the transmitter power level and for the usual TR box is of the 
order of 60 to 70 db. An abnormal form of direct coupling which may 
reach dangerous values can occur under certain improper operating condi- 
tions when the magnetron produces an appreciable amount of power at other 
than the normal operating frequency. Some of these spurious frequencies 
may be in the vicinity of the resonant frequencies for these “direct coupling” 
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Fig. 24—The variation in flat leakage power with gap length, measured at 3000 megacycles 


modes in the TR box and so be transmitted without much attenuation. 
Normally, direct coupling is of interest only in very high power systems. 

Receiver Self-Protection. The fact was mentioned earlier that a receiver 
can provide itself with a certain amount of self-protection as a result of its 
change of impedance with level. This effect is still of use even in systems 
employing TR boxes. Unfortunately the apparent source impedance at 
the TR box output terminals is different for the different components of the 
leakage power so that the self-protection feature cannot be utilized for all 
components simultaneously. The matter is further complicated by the 
fact that the converter crystals themselves vary greatly in their impedance 
and in their variation of impedance with power level. The best designed 
converters as far as crystal protection is concerned are usually those which 
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provide a certain amount of self-protection against the spike. It has been 
estimated that this self-protection seldom exceeds 2 db in practice. 

Leakage Power Measurement. The c-w method of measuring the flat 
power has already been mentioned. Spike energy and direct coupling 
must, of course, be measured under normal high level operating conditions. 
Relative measurements of the spike can be made with an oscilloscope, acting 
ballistically, and the factors which affect the spikes can be studied in this 
manner. A correlation between the relative spike energies and the degree of 
crystal protection can be obtained by trial and from this correlation the 
operating conditions for adequate protection can be determined. Most of 
the early studies were made in this way. It is possible to deduce absolute 
values for spike energy, flat power, and direct coupling from measurements 
made when all three are present because of the different ways in which these 
parameters vary with the recurrence rate, pulse length and transmitter 
power. The method of doing this is outlined in appendix D. 

A more precise method of measuring the spike energy involves thecan- 
cellation of the flat power by a signal of adjustable phase and amplitude 
obtained from the high-level transmission line. The average spike power 
is then measured directly and energy per spike computed. Most of the 
spike data quoted earlier were obtained in this fashion. 

High-Level Loss. The power dissipated in the TR box as a result of the 
gas discharge is not ordinarily a large enough fraction of the total transmitter 
power to be of any concern. Using the Po values previously quoted, it is 
possible to compute the gas discharge power by the use of Fig. 16. Ata 
line power of 100 kw and a low-level loss of 1 db the gas power in the 721A 
tube is 63 watts. The corresponding figure for a 1.5 db box using the 724B 
tube is 47 watts. For these cases the high-level loss is therefore less than 
0.005 db. Low as this fraction is in db it still may be high enough to affect 
the life of the TR tube, as discussed in a later section. No trouble of this 
sort is ordinarily encountered with the 724B or 721A tubes. The chief 
cause of failure of the 1B23 is from loss of Q and this in turn is caused by the 
sputtering action of the high-frequency discharge. 

Recovery Time. As mentioned earlier a TR box must recover its low- 
level properties at the end of the transmitting pulse in a very short period of 
time. The actual “recovery time” is in fact several orders of magnitude 
smaller than the deionization times of the usval gas discharge so that a 
quite different mechanism must be involved. While an exact theory of the 
recovery is beyond the scope of the present paper, a qualitative picture of 
the recovery process may be of intercst. 

During the transmitting period the free electrons provide almost all of the 
discharge current, and are repens by electron-molecule collisions. At 
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the end of the transmitting period these electrons may migrate from the 
discharge region, they may recombine with the positive ions, or they may be 
captured by molecules to form negative ions. Negative ion formation by 
attachment effectively removes an electron from the discharge because of 
the great increase in mass. It is an experimental fact that those gases 
which readily form such ions (of which water vapor is the most common) 
are the gases which exhibit good recovery in a TR box. This process is 
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Fig. 25—A typical recovery time characteristic for the 721A tube in a TR cavity adjusted 
to 1.5 db low level loss with a transmitter power level of 100 kw peak 


not deionization in the ordinary sense and it can take place at a surprisingly 
rapid rate. 

Of course, immediately upon the termination of the transmitting pulse, 
the cloud of free electrons will cause an extremely high loss to any reflected 
signal but the loss will rapidly decrease to some limiting value set by the 
fixed losses in the TR cavity itself. 

A typical recovery curve for the 721A tube is shown in Fig. 25. This 
curve has a particularly fortunate shape in that the variation in loss with 
distance, or more correctly with time, is at approximately the same rate as 
the variation in the reflected signal level with distance for a target of fixed 
size. The importance of this can be understood by considering the way in 
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which the reflected signal intensity varies as an object of fixed size approaches 
a radar set from a great distance. Such an object as seen by a given radar 
set may be represented on Fig. 25 by a straight line having a slope of 12 db 
per factor of two in distance. Several such lines are shown. Considering 
line A it will be observed that this target can first be seen at adistance 
corresponding to 12 microseconds. Since this target line always remains 
below the TR recovery line for times shorter than that at the intersection 
point, an object once seen will remain in view continuously as it approaches 
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Fig. 26—The recovery time characteristic at two different transmitter power levels for the 
724B tube in a 1.5 db TR box 
the transmitter even in spite of the poor recovery characteristics of the TR 
box. A certain amount of sensitivity-time-control action is actually pro- 
vided. The recovery time characteristic frequently does not necessarily 
set a lower limit on the effective range of a radar system although it always 
sets a limit on the smallest effective target size which can be observed. 
The recovery time characteristic is critically related to the transmitter 
output power level as shown by the data for a 724B tube shown in Fig. 26. 
When the recovery time curves for two different power levels are compared, 
the target line which is just detectable at a power level of 11.4 kw is shown 
as the line marked A Contrasting with the 721A behavior this target would 
be visible only at one point and would then be lost from sight as it approached 
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the transmitter. This same target is represented on the plot as line A’ 
for a transmitter output power of 155 kw, that is being displaced vertically 
by approximately 12 db to take account of the difference in transmitter 
power. At this higher power level the target would be visible at a much 
greater distance (corresponding to 7 microseconds elapsed time) and would 
remain in view until the target distance corresponded to 2.1 microseconds 
time. In this case an increase in power by 12 db resulted in an increase 
in range by a factor of 2.8. While this would indicate that an increase in 
range can be obtained by increasing the transmitter power, it should not be 
inferred that an increase in the near-range sensitivity will always result from 
an increase in power. At any specified range there appears to be a unique 
value of transmitter power output beyond which the loss in TR box recovery 
more than offsets any increase in range due to higher output powers. While 
accurate figures are not available for the 721A tube, there is some evidence 
that an output power of 100 kw is already too large for ranges corresponding 
to elapsed times of 10 microseconds or less. Under these conditions im- 
proved operation results from a decrease in the transmitter power level. 
Such an effect has never been observed by the writers with the 724B tube, 
probably because the transmitter powers available in its operating fre- 
quency range have usually been somewhat less than that available with the 
721A tube. 

It should be noted, at this point, that the recovery time does not depend 
upon the transmitter power only, but rather upon the gas discharge power 
which is a function of both the transmitter power and the low-level loss 
adjustment of the TR box as shown by [ig. 16. A very great improvement 
in near range sensitivity can usually be obtained by increasing the trans- 
mitter power level and at the same time increasing the low-level loss adjust- 
ment of the cavity to limit the gas power to a value for which the recovery 
time is satisfactory. This of course increases the ultimate low-level loss and 
so adversely affects the long-range sensitivity. 

The dependence of the recovery time on the ambient temperature for the 
721A tube is shown in Fig. 27. The 724B tube is much less temperature 
dependent. This variation in recovery time with temperature is caused 
by the reduction in water vapor pressure through condensation, as shown 
by the identity of the recovery curve for a standard 721A tube at —186° C. 
with a special tube filled with hydrogen only. 

With continued life the water vapor content of the tube decreases with 
the corresponding change in the recovery time characteristic. Fig. 28 
shows the effect with the 721A tube. The dependence of the recovery time 
on the water vapor content in the 724B tube is shown in Fig. 29. Comparing 
this curve with Fig. 27, it will be observed that the loss of water vapor has 
much less effect on the recovery characteristics of the 724B tube than on the 
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721A tube. It should be noted, however, that the 724B tube frequently 
reaches the end of its useful life as a result of its failure to provide adequate 
receiver protection before serious loss of recovery occurs. 

The ATR, if one is used, can also contribute to poor recovery as may be 
seen by referring to Fig. 30. These data are not necessarily representative 
since it is possible to adjust the length of line between the magnetron 
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Fig. 27—The dependence of the recovery a on the ambient temperature for the 721A 
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and the ATR junction so as to minimize the effect. Nevertheless the effect 
is important and should not be overlooked. 

Low-Level Loss. An analysis of the low-level loss must take into account 
two components of loss, the first resulting from power loss in the TR cavity 
itself and the second resulting from the fact that some power will always 
be absorbed by the transmitting branch of the system. 

The relationships existing between the low-level loss adjustment of a TR 
box and its other performance characteristics have already been discussed. 
One aspect of the problem, not previously considered, has to do with the 
dependence of the performance on the Q of the cavity. This is clearly shown 
in Fig. 15 which has already been referred to in a different connection. From 
this aspect, at least, the higher the Q of the tube and its associated cavity the 
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Fig. 28—The variation in recovery time with life for a typical 721A tube 
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Fig. 29—The variation in recovery time with gas content for the 724B tube 
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better the over-all performance of the system.* Any basic improvement in 
Q can be reflected either in a lowering of the leakage power or in a reduction 
of the low-level loss, as may be desired. 

Variations in the Q between tubes used in a given cavity of fixed design, 
are, however, seen as variations in the low-level loss only and have no 
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Fig. 30—-The ATR recovery effect 


noticeable effect on the leakage power. This may be understood by refer- 
ence to the equations derived in appendix A. The performance of a some- 
what idealized TR box may be expressed in terms of three design parameters 
do, 5; and 6; which relate respectively to the properties of the cavity, its 
input coupling, and its output coupling; and in terms of a gas discharge 
parameter Py. In terms of these new parameters the in-tune low-level 
tansmission of a TR box is given as a power ratio by 


= 45163 
[50 + 5: + 6)? 
* As eo later in this section, band width limitations set an upper limit to the 
eQ. 
t Numbered equations in the text correspond with the numbers used in the appendices. 


T (12)t 
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The input standing wave ratio on the input line is given by 





—_ _ 1 
o Re (13) 
The leakage power is similarly given by 
P, = Pods (14) 


while the gas-discharge power in terms of these parameters and the power 
in the transmitting line (P) is given by 


P, = (P Pod)” (19) 


The parameters 6, and 6; are properties of the input and output coupling 
as they are geometrically related to the cavity and are substantially in- 
dependent of the Q of the cavity. The parameter do is, however, the recipro- 
cal of the intrinsic or unloaded cavity Q. Equation 12 is seen to depend 
upon 59 but equations (14) and (19) do not. The effect of variations in 
Q is thus demonstrated. 

The over-all performance is also affected by the relative values of 4, 
and 52. In view of the dependence of P, on 4 directly and on 6; indirectly 
through the fact that Pp is not entirely independent of Py, it is advantageous 
to adjust the values of 5, and & so that the input standing wave ratio (¢ of 
equation 13) is unity. Such a condition is also very desirable for system 
reasons as well. When this condition is met, equation (12) reduces to 
@e — be 

T = -. 
The curve marked o = 1 of Fig. 15 and the curve of Fig. 16 were plotted on 
this basis. It should be noted that matched input requires that the input 
window be larger than the output window. 

TR boxes are unfortunately not always operated in the in-tune condition, 
and they must also pass a band of frequencies as fixed by the narrowness of 
the transmitter pulse. For these reasons the Q must not be set at too high 
avalue. The additional low-level loss which results from off-tune operation 
may be computed from equation 28 of appendix A. 

Incidentally, it is an experimental fact that the leakage power and the 
gas-discharge power are not materially altered by small departures from the 
in-tune adjustment, presumably because of the very low effective Q of the 
gas discharge. 

The ATR Low-Level Loss Component. The component of low-level loss 
which results from losses of power to the transmitting branch depends very 
greatly upon the “‘cold impedance” of the magnetron or other transmitting 
tube and upon the properties of an ATR box if one is used. As shown in 
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appendix C the loss chargeable to the ATR and the associated transmitting 
arm can be expressed as a factor F given by 
| a (33) 
Q+G! +B 
where G and B are respectively the conductance and susceptance of this 
branch in units of the surge admittance of the transmission line. Since 





Fig. 31—Curves for constant ATR loss in db as a function of the impedance of the trans- 
mitting branch 

curves for constant values of F appear on the reflection coefficient plane 

(Smith transmission line chart) as circles this presentation is very con- 

venient. Fig. 31 is such a plot (impedance circles rather than admittance 

circles are shown). 

If now an ATR is introduced having a resistive component of impedance 
the range of values of G and B is restricted so that a minimum value of F 
exists for any random value of the magnetron impedance. With variations 
in the magnetron cold impedance or in the effective length of line between 
the magnetron and the ATR junction the value of F will vary between this 
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minimum value and some maximum value which may approach unity. 
For example if the ATR is adjusted to have the same gas-discharge power 
as that in a TR adjusted for a transmission of 7, its low-level in-tune input 
impedance will be 


Fe fe (38) 


20 OB 
MAGNETRON 
CIRCLE 





Fig. 32—The ATR low level loss as a function of the magnetron impedance with an ATR 
adjusted to an impedance of 8 + j0 


Actually since the gas-discharge power is usually not the limiting factor in 
the design it is possible to adjust the ATR to have an input impedance of 
8 or 9 (in terms of the line characteristic impedance), corresponding to a 
TR low-level transmission of the order of 1/2 db (JT = 0.89) and yielding 
an ATR loss of approximately 1/2 db. 

Since the exact value of the impedance of the magnetron branch 3s not 
necessarily known it is convenient to show the dependence of the loss factor 
F for any given ATR on the magnetron impedance by a plot somewhat 
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similar to Fig. 31 but transformed to the magnetron side of the ATR junc- 
tion. This may be done by subtracting the ATR impedance from the values 
read off of Fig. 31 corresponding to desired values of F and replotting these 
on the reflection coefficient plane. As an example, the in-tune value of Z 
for one typical 724B ATR cavity is 8+ j0. Points lying on the R= 8 
circle on Fig. 31 will then lie on the magnetron R = 0 circle, the region 
inside being distorted and expanded to fill the entire positive R region on 
the reflection plane. The results are shown in Fig. 32. From this plot it 
is evident that the maximum possible low-level loss chargeable to the trans- 
mitting branch would be slightly more than 0.52 db and that this would 
occur only for a restricted range in the value of magnetron impedance. Asa 
matter of practical interest the “‘cold impedance” of the usual magnetron 
is such as to give at most a 20-db standing wave. This restricts the possible 
range in impedance values to the area on Fig. 32 within the dotted circle, 
thus limiting the maximum loss to slightly less than 0.52 db, and imposing 
@ minimum loss limit of 0.22 db. 

This type of analysis may be extended to consider the ATR loss during 
the recovery period if desired although the problem becomes rather com- 
plicated as a result of the simultaneous variation in input impedance of both 
the TR and the ATR. 


TR Box DESIGN CONSIDERATIONS 


The desired electrical properties for a TR box can of course be achieved in 
a variety of different physical structures. A construction technique which 
separates the gas-discharge tube from the rest of the TR box cavity offers 
many advantages. In the first place the cost of the entire device is kept low 
by reason of the fact that it is not necessary to transmit the tuning motion 
through the vacuum-tight tube enclosure. The replacement cost is also 
greatly reduced since the more complicated part of the TR box is a perma- 
nent part of the equipment. Then, the same tube structure can be used 
for a variety of different types of equipment operating in different wave- 
length bands and requiring different amounts of receiver protection by the 
use of different size cavities and different size coupling windows. This 
greatly simplifies the problem of maintaining replacement stocks. An addi- 
tional factor, which was of importance during the early days of the war, 
is that the design of such a tube can be frozen at an early stage, before all 
the possible circuit aspects of the TR problem have been solved since changes 
in the external parts of the TR box can be made independent of the design 
of the replaceable tube element. The widespread use of the 721A and 724B 
vacuum tube is, in a sense, proof of the essential soundness of the arguments 
for the external cavity type of construction. 
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The chief difficulty to be overcome in the design of a separate cavity type 
of TR box has to do with the need for a low-loss contact between the internal 
portions of the tube and the external cavity. A copper-disc sealing tech- 
nique, developed at the Bell Laboratories in connection with the construc- 
tion of water cooled tubes* and later superseded by the now conventional 
Housekeeper seal, had previously been applied at ultra-high frequencies 
in the design of oscillators and amplifiers. This technique makes possible 
very satisfactory high-frequency connections by simply clamping the er- 
ternal portion of the disc between machined surfaces. The flexibility of 
the copper discs is sufficient to compensate for minor machining errors and 
for differential thermal expansions while the relative softness of the copper 
insures a continuous contact around the entire periphery. The goodness 
of contact provided by these contacts is evidenced by the fact that Q’s 
of 4000 and greater are obtained at 3000 megacycles with discs of the 721A 
type. This technique was therefore adopted for the 721A tube and the 
724B tube and for one electrode of the 1B23 tube. The second high-fre- 
quency electrode of the 1B23 was made in the form of a rod terminating 
in a ball for convenience in replacing tubes since the accompanying loss of 
Q can be tolerated in the frequency range where this tube is used. 

In an external cavity type of TR box the over-all goodness of the design 
is largely determined by the design of the gas-discharge tube. It is the 
tube designer’s responsibility to determine the optimum shape and size for 
the copper discs and for the glass tube envelope and to determine the opt- 
mum gas composition and pressure, with due consideration being given 
to such matters as mechanical ruggedness, manufactureability and freedom 
from undesirable ambient temperature, pressure and humidity effects. 

With the copper-disc type of tube the system designer has at his disposal 
the ability to vary the design of the external cavity, and to arrive at any 
specific compromise between the various conflicting performance critena 
which he feels to be the best for his particular application. For example, 
in systems employing vacuum tube converters it is customary to adjust the 
TR box for a low-level loss of 1 db or somewhat less since receiver protection 
is of minor interest while in systems employing crystal converters it is cus- 
tomary to fix the low-level loss at 1.5 db or sometimes as high as 2.0 db. 
Certain cavities, notably the one shown in Fig. 5, have to be designed to 
have an extended tuning range, in this case achieved by a piston tuner with, 
however, some loss in Q, while other cavities, the one shown in Fig. 11 being 
typical, do not require this same tuning range and a different tuning mecha- 
nism (in this case, tuning plugs) can be employed. 

An extreme example, illustrating the advantages to the system designer 


* W. Wilson, “A New Type of High-Power Tube,” B. S. T. J., vol. 1, p. 4, July 1922. 


Google 





GAS-DISCHARGE TRANSMIT-RECEIVE SWITCH 345 


of the external cavity type of tube, is that of certain radar systems which 
were required to be capable of receiving signals on occasion at a frequency 
differing from their normal tuning. This was done by a solenoid-operated 
plunger which could be preset to alter the tuning of the cavity by the de- 
sired amount whenever the solenoid was energized. 


THe TuBEeE DESIGN 


The 702A and 709A vacuum tubes, as previously mentioned, were put 
into service with little or no consideration of their real suitability. With 
these stop-gap designs in production the basic design problem was given 
serious consideration, with separate studies being made of the mechanical 
design considerations as they relate to the size and shape of the discs and 
glass of the tube, and of the gas filling. 

The exact shape of the disc is determined first by the total tuning range 
which is to be required of the tube, and second by the necessity for main- 
taining the Q of the structure as high as possible. It has been shown that 
in a spherical resonator with coaxial cones the maximum Q occurs when 
the cone half-angle is nine degrees. The copper-disc tube can only roughly 
approximate the ideal spherical resonator; nevertheless it appears desirable 
to use cones of this angle. The disc spacings and diameters are so chosen 
that the tube resonates at the shortest wavelength at which it is to be used 
in a “square’’ cavity; i.e., one in which the inside diameter approximately 
equals the height. Such a cavity is about the closest practical approach to 
a sphere. The glass diameter is made as large as mechanical considerations 
permit so it is as far as possible removed from the region of high electric 
field intensity. 

The experimental results of Fig. 24, previously noted, indicate that the 
leakage power of a TR box decreases as the gap spacing decreases; thus one 
is tempted to make the gap extremely small. Too small a gap is very 
troublesome, however, since such a gap has an unreasonably rapid variation 
of resonant frequency with gap separation, making the tuning extremely 
subject to change as a result of dimensional variations due to processing or 
to temperature changes. Accordingly one chooses a compromise gap separa- 
tion. The electrode radius at the gap must be large enough to permit the 
radio frequency glow discharge to dissipate the required power without ex- 
cessive spreading, and must be determined by experiment. 

Rather than attempting to hold all of the mechanical! variations in the tube 
(including glass thickness) to the necessary tolerances to insure the desired 
uniformity in tuning, the tubes are pretuned before exhaust by deforming 
the copper discs. The tubes are placed in a special cavity and the disc 
inside the envelope distorted by a tool until resonance is obtained at a speci- 
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fied frequency. It is quite easy to tune tubes in this way so that they are 
uniform to within + 0.25%. 

Unless the tube is properly designed, changes in ambient temperature may 
seriously affect its resonant frequency. The part of the disc which is inside 
the glass envelope may be considered as a diaphragm supported around its 
periphery by the glass which has a temperature coefficient of expansion 
negligibly small compared to that of the copper. An increase in tempera- 
ture, which causes the copper to expand, will force the cone tip to move 
toward or away from the gap, depending on the initial slope of the nearly 
flat portion of the disc. The temperature coefficient of frequency may be 
either positive or negative, and will have extreme variations in magnitude 
from tube to tube if consideration is not given in disc design to avoid 
such difficulties. 

A cavity made wholly of copper will have a fractional change in wave- 
length with temperature the same as the fractional change in length of 
copper (approximately fourteen parts in a million per degree centigrade). 
As the temperature increases, the frequency decreases. At a frequency of 
1000 mc, the approximate temperature coefficient of frequency is —.014 
megacycles per degree centigrade; at 3000 mc it is —.042 mc/°C; and at 
10,000 mc it is —.14 mc/°C. Magnetrons normally have temperature 
coefficients of about these magnitudes. The ideal TR tube would have the 
same coefficient as the magnetron; practically speaking, any coefficient be- 
tween zero and twice the value for copper is satisfactory. 

It is practical to make a copper disc structure which has the required tem- 
perature coefficient. Fig. 33, which is a cross-section of a 721A tube, shows 
how temperature compensation within the tube is effected. The disc is 
slanted away from the center portion of the tube, so that as temperature 
rises the cone is carried away from the gap. At the same time the cone 
itself expands; the net effect is to increase the gap between the two cone 
tips. The angle of the slanted part of the disc must be such that the gap 
increases with temperature at the same rate that it would in an all-copper 
cavity. If this condition is fulfilled, the net result of the expansion of all 
the tube parts, and of the cavity itself, will be the same as if it were all made 
of copper. This result is achieved by an experimental series of successive 
approximations. A number of models are built until the angles are found 
which give the desired temperature coefficient of frequency. 

The gas content of the tube was the subject of considerable study. As 
stated in the section on Recovery Time, gases which readily form negative 
ions are invariably the most satisfactory from that viewpoint. Gases of 
low ionization voltage, such as the rare gases, give excellent protection but 
usually have extremely poor recovery. The choice of a TR gas must oi 
necessity be a compromise between the two requirements. Some otherwise 
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The lack of water vapor in a tube which has been operated for some 
hundreds of hours may manifest itself by a failure in either protection or 
recovery time. The operating frequency determines which failure becomes 
important first; at long wavelength it is likely to be recovery, while at shorter 
wavelength the spike protection is likely to fail first. 

The life of a TR tube operated without igniter is very much longer. This 
may be understood from the picture given above under “recovery,” of the 
state of affairs existing in the radio-frequency discharge. Electrons do not 
completely traverse the gap, but oscillate about some mean position, while 
the positive ions hardly move at all. Thus there is little more interaction 
between the metal electrodes and the gas molecules with the R.F. discharge 
on than with it off. A few 721A’s have been operated without igniter for 
as long as 5000 hours with no measurable change in either protection or re- 
covery. This experiment was done at a transmitter power level of 250 kw. 
peak power. The best life that can be erpected with the igniter operating 
at 100 microamperes is 500 hours, at which time the recovery time is badly 
deteriorated. In order to maximize the life of the tube, the initial gas filling 
consists of a minimum amount of hydrogen and as much water vapor as 
may be introduced without causing excessive leakage power (see Figs. 20 
and 23). 


MANUFACTURING AND TESTING 


Some interesting problems occur in the manufacture of copper-disc seal 
TR tubes which are quite different from those encountered in the construc- 
tion of more conventional tubes. The copper-disc seals are usually made by 
high-frequency induction heating. Close control of the spacing between 
discs must be maintained during the bulb-making operation in which the 
discs are fused to the glass parts of the tube. One way of accomplishing 
this is shown in Fig. 34, which depicts a machine setup for making the 724B 
TRtube. The parts are held by lavite forms which support and locate them 
during the bulb-making process. The seal is made possible by a correct 
choice of copper thickness. The copper disc is stressed due to forces set up 
by the different expansion coefficients of the glass and the copper, and if too 
thick will pull the seal apart. If too thin, the copper itself will tear. Never- 
theless, a properly designed copper-disc seal is very strong; the copper-disc 
seal TR tubes will pass the JAN1-a* mechanical and thermal shock tests for 
glass tubes without any difficulty. 

The electrical pretuning operation, referred to earlier, comes right in the 
middle of the manufacturing process. Before the igniter is sealed in, the 
bulb is placed in a special pretuning cavity. The setup includes an oscillator 


* Joint Army-Navy Specification for electron tubes. 
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not-ionize in a cavity of restricted tuning range. Every tube must resonate 
within the range of the tuning adjustment, and the transmission loss through 
the test cavity must not be excessive. 

Two additional tests are made at the time the d-c igniter characteristics 
are checked. One, igniter interaction, is important in the 721A, the 10 
cm. TR tube. This tube has rather large openings in its cone tips, so that 
if the igniter electrode is sealed in too close to the cone tip, the glow discharge 
which surrounds it may extend out into the gap. Such a defective tube will 
show igniter interaction; the low-level loss through it will be more when the 
igniter arc is on than when it is off. Normal tubes do not show this effect. 

The 724B 3 cm. TR tube has such a tiny opening in its cone tip that 
igniter interaction does not occur. The tube is more subject to igniter os- 
cillations, perhaps because it is filled to a higher gas pressure. The conse- 
quences of these oscillations was explained in the section on The Spike. 
Igniter oscillationS are usually due to an improper gas filling, and are de- 
tected by means of a cathode ray oscilloscope. 

The above tests are made on each tube as it comes off the production line. 
Some additional tests are made on selected samples to insure that the quality 
is being maintained. Selected tubes are subjected to mechanical shock 
tests and to temperature variation tests to verify both their resistance to 
thermal changes and that their temperature coefficient of frequency is not 
excessive. Absolute recovery time, Q, and leakage power tests are made 
on these tubes, and some are set aside for life testing. By all these tests 
the important electrical properties of the tube are under constant scrutiny 
and the danger of shipping defective tubes is minimized. The importance 
of adequate testing can hardly be over-emphasized, as a defective TR tube 
may render a whole radar system inoperative. 
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APPENDIX A 


ANALYSIS OF THE IDEALIZED TR Box 


Schelkunoff has shown* that the impedance of a resonant cavity can be 
represented in terms of its resonant _— as 


De (1) 
e-3)45 
or in the vicinity of any single resonance as 
Z= 2,4 2 (2) 


._fo Wn 1 
He ~2) +5 


Under most conditions the Z, term is negligibly small. We are therefore 
justified in thinking of the generalized resonant cavity used as a TR switch 
as a shunt resonant circuit to which are coupled input and output circuits. 
For the moment we will consider (1) that these external circuits are resistive 
only, (2) that the Z; in equation (2) is zero; and (3) we will restrict the analy- 
sis to the in tune condition. 

When the cavity is excited by energy supplied from the input circuit 
there exists in the cavity a certain amount of reactive power which will be 


*S. A. Schelkunoff, “Representation of Im ce Functions in Terms of Resonant 
Frequencies,” Proc. I TRE, vol. 32, pp. 83-90, February (1944) 
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designated by the symbol Po. Of this power, a certain fraction 8 is dis 
sipated as losses in the cavity itself where 


ae 
Qo” 
The symbol Qo with the subscript is further defined as the intrinsic Q, 
that is, the Q without external loading, to differentiate it from the more 
general Q, which is the measured Q when the cavity is loaded down by 
external coupling. It should be noted that this definition of 6 differs from 
the logarithmic decrement by a factor z. 
When coupled to the external circuits the loaded 6 is increased. On the 
assumption that the loading effects of the input and output irises are in- 
dependent we can write 


(3) 


dp = bo + 1 + bs (4) 


where 6, is the loaded 5, and 6, and 4; are respectively the input and output 
loadings. Physically the assumption underlying this expression is that the 
distribution of electromagnetic fields within the cavity is not seriously al- 
tered by the input and output coupling devices. This assumption should 
certainly be valid as long as the absolute values of the 8’s are very small 
compared to unity. Since the 6’s usually encountered are of the order of 
10~ or less, the assumption seems to be justified. 

Equation (4) may be written 

i 1 

0. O + 6d: + ds (5) 

The values of 8; and 6; evidently depend upon the ratio of the apparent 
series resistance which the external coupling introduces into the resonant 
cavity to the effective reactance of the cavity, that is, 

RiRy 


1 = XY (6) 


where &, is the transformation ratio of the input coupling device, R, is the 
resistance of the input circuit and X is the cavity reactance. Similarly 
_ RRs 

=: (7) 
The values of the 5’s may be equally well considered as the ratios of the 


coupled conductance to the shunt susceptance of the cavity considered as a 
shunt resonant circuit so that equations (6) and (7) become 


ae 
ki B 


ds 


61 (8) 
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RB 
when the R’s and X are replaced by their reciprocals and transformed from 
a shunt to a series circuit. z 

The equivalent circuit is shown in Fig. 37, where for convenience every- 
thing is referred to the cavity and the sources for receiving and transmitting * 
are represented by constant current generators, J and J, respectively. 

The Low-Level Transmission. We are now in a position to express the 
low-level transmission of the cavity. For this purpose we will assume that 


bs (9) 


0B 





TR CAVITY 


rnd 
CRITICAL LENGTH 
OF LINE 


Fig. 37—Equivalent circuit of a system referred to the TR cavity 


the admittance of the transmitting branch at plane AB is infinite. The 
available power is given by 


r 

Pravaii = 46, B . (10) 

while the power actually going into the load is given by 

I’ 3.B 
Put = Oro 11 
* Bo + 8: + 5s)? B? me 
the power transmission ratio defined as T is given by 

T 451 59 (12) 


(6 + a + &)? 
One additional expression is desired. This is the ratio of cavity input 
resistance to the resistance of the input circuit. This is evidently the 
reciprocal of the conductance ratio and is given by 
= _ o1 
bo + 52 


o 


(13) 
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The symbol g is used to call attention to the fact that the in tune impedance 
ratio is numerically equal to the voltage standing wave ratio on the input 
line. 

The low-level behavior of the cavity is thus defined by three equations. 


dz = bo + b: + Ss (4) 
i 451 5 

TG th +a va 

= ree (13) 


High-Level Operation. The high-level performance of the cavity con- 
taining a gas discharge can be expressed directly in terms of our original 
definitions. Fig. 37 still applies, the transmitter admittance changing 
to its operating value which is assumed to be 6,B at the plane AB. When 
the gas discharge becomes conducting, the switch S is closed, the value of 
the reactive power in the cavity (Po) is set by the character of the discharge 
and the leakage power is given by 


P, = Pods. (14) 


A constant value of Po is equivalent to a constant value of V in the figure. 
The power dissipated in the cavity walls, the gas discharge and in the out- 
put circuit must evidently be given by 


InV 


P= an (PPp 1)” (15) 
if V << I,./6,B. 
Of this power an amount called the excitation power 
P, = Podo (16) 


is lost in the cavity walls. The net loss of power in the gas discharge is 
given by 


P,=P,— P,—P, (17) 
or 
P, = (P Pod;)'? — Po(5o + &:). (18) 


Since the last term is usually very small compared to the first term, we may 
write 


P, = (P Pods). (19) 
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This equation was used for plotting Fig. 16, where 6, is replaced by its equiva- 
lent in terms of o, Qo and T. 

The Derived g Parameters. For some purposes it is convenient to eliminate 
9 from the expressions for Jando. This may be done by defining 





6 
2> ;, (20) 
and 
6 
£2 = - (21) 
Introducing these new parameters the equations become 
Oo itn te (22) 
QO. 
421 £2 
T = 23 
C+ +o (23) 
28! 
= + £2 (24) 
P,=P o &2 (25) 
P, = (PP efi) (26) 


The g parameters are particularly useful in defining the behavior of a 
tube and cavity combination when 4o is a fixed quantity while the effects of 
changes of 59 are more clearly shown when the 5 parameters are used. The 
g parameters may be determined experimentally, using equations (21) and 
(22) without knowing the value of 50, that is of Qo. On the other hand the 
g’s are altered if a tube is replaced by one giving a different Q value while 
the 6’s are intrinsic properties of the coupling mechanisms and remain fixed 
as long as the cavity and the tube tune at the same frequency and have the 
same effective reactance. 

Tabulation of Related Equations. In the interest of completeness a num- 
ber of the more important combinations of the basic equations are listed in 
Table 1. Some of these are of interest for measurement purposes while 
others apply particularly to actual system conditions. 

Off-Resonance Analysis. The analysis can be extended to predict the 
transmission when the cavity is detuned from resonance by introducing the 
necessary susceptance term in equation (11) above and solving for T. This 
gives for the absolute value (neglecting phase) 


451 5e 


o TL = > 
e+ +o + [2-2 
Go Gq 


(27) 


Google 


RADAR SYSTEMS AND COMPONENTS 


358 














OL — 1) _ 
a dawal | 
oF ‘ 2d | 2 — 1) 
tL “dd 
(Z — 1) 
: I*d 
0 Ou 1) 
0 OL — 1) 
2 - 
a+] — 
Q 
10 
T @ J 
o= Tmo 
osm WIV ost) WI 
SOBED [eedS 


; | Jamod 





(2+ 1) [ L | oF | cep oeg — gleegal] 


24a “qd |} 


[Zs(2 + 1) — *4¥O 


| ee eee ——— 
1 


























Jomod a8uyvo 
Ls(* + 1) ae 
et ee eee, A en 
"OLE (9 + 1) — 4] : 
ee ee ee 9 g yndjn 
Ls(2 + 1) : : 
i Sa a at amd Ig ig ¢ anduy 
Zz , 
Le(2+ 1) — F - 70 
RN st ee ee 9 I 0 eae ogel 
@+ D> OC? + 'e + °9) rr 0 
% :(© + 1) s(*@ + "9 + %) UOISSTUISUBI |, 
Bern-4| °F a t fae] MoT 
. tg ++ 09 Ones 2ABA 
> . Zurpueys jnduy 
D 9 °Z ‘# 30 swiss} Uy © 3 $,¢ Jo eurz9) UY joqurég AyUENg 


suoysso1drg [e024 
susppuosng Kpavd usompq suoyDpy—| TIEV] 


| | 
| siajourered [aaa] qaTH | 


siozourered [eAa] “07 


Google 


GAS-DISCHARGE TRANSMIT-RECEIVE SWITCH 359 


where we and w are respectively the resonant angular frequency and the 
operating angular frequency. 
This may be rewritten as 


To 
2 
1+o1/¢ -* 


where 7 is the in tune transmission and Q, is the loaded Q, if one assumes 
that the 5’s and Q, remain unchanged for small departures from the resonant 
wavelength. 


The input impedance of the cavity in terms of the input line impedance 
is then 


T= (28) 


(29) 


The effect of other resonant modes which have been neglected in this 
analysis may be included by the addition of a term (0) in equation (29) 
giving | 

by 
j[2-S] tats 
wo 


@® 


Z = 01 + (30) 


Equation (30) and equation (2) are identical except for terminology. 


APPENDIX B 


EXPERIMENTAL DETERMINATION OF “‘g’”? PARAMETERS OF WINDOWS 


The derived g-parameters which express the electrical size of a window 
between a resonant cavity and a surge impedance line were defined in Equa- 
tions 20 and 21 of Appendix A. Numerical values of these parameters may 
be of some interest, together with their relation to physical dimensions of the 
windows. The 721A test cavity was used for an experimental determina- 
tion of the relation between window width and “g.” This cavity is 27) 
inches inside diameter, and is coupled by means of windows to two 7 diam- 
eter coaxial lines. The width of the windows may be adjusted by rotating 
the coaxial lines so as partially to close the openings. The insertion loss 
through the cavity was measured at 3100 mc. by means of a superheterodyne 
receiver which included a calibrated attenuator in its intermediate frequency 
section. The windows were carefully maintained geometrically equal. In 
this case, 

ru 
5 20 — TH) 
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which follows immediately from equation 23 of Appendix A on the assump- 
tion that g: = ge. Fig. 38 shows the results; g proves to be proportional 
to the fifth power of the window width, over a very large range of values 
of g. A knowledge of this relationship permits one, with the aid of equa- 
tions 23, 24, 25, 26, and 27 of Appendix A to calculate the window size 


0.5 


WINOOW WIOTH IN INCHES 





Fig. 38—The relationship hetween window conductance (g) and window width for the 721A 
test cavity 


necessary to give any desired conditions of match, insertion loss, and leakage 
power. 


APPENDIX C 


THe ATR Box 


The value of the input impedance of the ATR is given by equation 29 
with 5: equal to zero so that 


by 


(31) 
j[2-S]+. 
which reduces to 
61 
Z=-2 (32 
5, ) 


for the in tune case. This impedance is in series with the magnetron branch 
and hence restricts the possible range in values for the impedance at plane 
AB. Defining as F the fraction of the available power which is not ab- 
sorbed by the ATR, then from Fig. 39 with the admittance of the receiver 
branch assumed to be 6,B, 


4 


“= CEOS BR 


(33) 
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SoB 





ATR CAVITY 


6, BY ny 
C 
D 
os CS > oaeeae 
————— 4 
QUARTER WAVELENGTH OPTIMUM LENGTH FOR 
LINE OF CHARACTERISTIC BEST PERFORMANCE 


IMPEDANCE 8,8 
Fig. 39—Equivalent circuit of a system including an ATR 


t, =0.6p SEC 
to=2.34 USEC 





Ww 
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= 
< 
= 
Oo 
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Y 
= 
z 
ac 
a 
6 $00 1000 ’ 1500 2000 
F IN CYCLES 
Fig. 40—Average leakage power as a function of repetition rate for two different values o 
pulse duration for 724B tube 
where 
ne ee (34) 
(Z, + Z) 


and Z,, is the impedance of the transmitter referred to the cavity and meas- 
ured at the plane CD. The worst condition will occur when Z, = 0. 
Under these conditions but assuming that the ATR is in tune 


4 


"OF oF = 
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But now G is the reciprocal of the Z of equation (32) so that 


45? 
~ (28: Oy)?’ 


F (36) 


120 


IN MICROWAT TS 


Pe 





40 
0 1.0 20 
t IN MICROSECONDOS 


Fig. 41—Average leakage power as a function of pulse duration for the 724B tube 


120 





CROWATTS 
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f= 1000~ 
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Fig. 42—Average leakage power as a function of average magnetron power for two different 
values of pulse duration for the 724B tube 


This equation is analogous to equation (12) of Appendix A. At high levels 
the gas discharge power will be given by equation (19) as for the TR 


P, = (P Pod)” (19) 
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If the ATR and the TR are designed to have the same value of P, then the 
values of 5; and 59 must be the same so that a relationship will exist between 
F and T given by 


ape ee 
(3 — T)? 


The input impedance Z to an ATR adjusted to the same gas discharge power 
of a TR with a transmission of 7 is given by 


Beceteee 
1-T' 


APPENDIX D 
THE ANALYSIS OF LEAKAGE POWER DATA 


F (37) - 


Z (38) 


The section on receiver protection described the three components of 
leakage power which were referred to as spike, flat, and direct coupling. 
One may write down at once the following simple expression for leakage 
power: 


P, = Ef + Pptt + Puls (39) 


where P, is average leakage power 

E, is energy in a single spike 

f is pulse repetition frequency 

Py is flat power 

¢ is pulse duration 

Py is average magnetron power (averaged over the recurrence period) 

and 

T p is direct coupling insertion loss. 
Experimental curves verifying the linear relationships indicated by this 
simple equation are shown in Figs. 40, 41, and 42. It is a straightforward 
operation to deduce numerical values for the three TR box leakage param- 
eters from the slopes and intercepts of these curves. 

Equation (39) was written on the assumption that gas-limited flat power 

and direct coupling power add linearly. If instead we assume that a phase 
angle @ exists between the two currents, we find: 


Py = E.f + Prft + ToPu + 2V PeftToP x cos 6 (40) 


This of course is identical with equation (39) except for the cos @ term. If 
cos @ is not zero, we no longer expect a linear variation of Ps with f, ¢, or 
P,,; the experimental curves demonstrate quite clearly that cos @ must 
vanish, hence 6 must equal 90°. 
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The Radar Receiver 
By L. W. MORRISON, JR. 


INTRODUCTION 


HE spectacular development of radar during World War II remains 

an outstanding achievement in the history of communications and the 
allied electronic sciences. With military necessity furnishing the required 
driving force and through the full interchange of technical knowledge among 
all interested workers in this field, it has been possible to extend our visual 
senses far beyond the horizons considered quite inelastic only a few years 
ago. The potentialities of radar in the peacetime world and the future 
application of radar design principles and techniques to the communications 
and allied fields justify a review of some further details of this wartime de- 
velopment. 

The performance and design aspects of radar receivers will be considered 
in this paper. For this purpose, the radar receiver will be defined as that 
assemblage of components within the radar system which is required to 
detect, amplify, and present the desired information as gathered at the radar 
location. The input signals to the radar receiver consist of radio-frequency 
pulses containing information regarding the area under observation by the 
radar system, together with coordinate data defining further characteristics 
of this observed area. The output of the radar receiver is most commonly 
an optical presentation of this composite information, but in certain appli- 
cations the output is further converted into electrical or mechanical signals 
for specific use. In general, the output of a radar receiver is presented in a 
form capable of immediate analysis and use. 

Though the functional boundaries of the radar receiver are by the above 
definition quite distinct, the exact detailed composition of the receiver and 
the specific component designs are influenced by a considerable number of 
factors. The successful performance of a radar receiver is dependent to a 
large degree on the nicety with which these individual components are 
assembled into the system as a whole. 

A study of the principal factors which influence the design of the radar 
receiver is presented in the following sections, followed by a more detailed 
exposition of the principal design aspects of the various components associ- 
ated within the receiver. Illustrative equipment descriptions are included 
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where military security permits. All of the specific equipment examples 
presented here have been chosen from radar systems that have been de- 
veloped within the Bell Telephone Laboratories and manufactured for the 
services by the Western Electric Company. This latter limitation excludes 
many interesting experimental developments which have not been produced 
in quantity and which have not, therefore, been substantially employed by 
the services during the war period. 

It should be observed that the rapid development and successful employ- 
ment of radar systems during World War IT have come about through the 
cooperation and coordination of various governmental and military agencies, 
many research and development organizations, and countless individual 
workers. It is, therefore, an impossible task to assign individual credit for 
the details of the development which is here described. Radar has reached 
its present state of development through the efforts of many, not only those 
employed specifically on radar projects during the war years, but also those 
technical workers in the communications and allied fields in the years prior 
to the war who so adequately supplied the firm basic foundation upon which 
to build. 


1. RADAR RECEIVER DESIGN CONSIDERATIONS 
1.1 The Miltary Radar System 


The specific use and area of operation of the radar system are two basic 
factors which exercise a profound influence on the receiver design. It is, 
therefore, pertinent to consider some common classifications of radar sys- 
tems as employed during the war years. 

A convenient functional classification of military radar systems may be 
made as follows: 


A. Search or Navigation 

This classification may include warning of the presence of enemy surface 
vessels or aircraft, navigation by location of landmarks, and reconnaissance. 
B. Missile Control 

This function includes radar systems to control gunfire and release bombs 
or missiles. 
C. Aircraft Interception 


This classification may be considered as an airborne combination of search 
and missile control, but is separated here because of the special radar design 
problems encountered. 

As the detailed electrical performance requirements are primarily in- 
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fluenced by the above functional classification of radar systems, the me- 
chanical equipment design or arrangement is likewise considerably in- 
fluenced by the area of use of the radar system. As an illustration of this 
factor, radar systems may be alternatively classified according to the area 
of operation as -follows: 


A. Ground Equipment 


The equipment design of a ground radar system must include provisions 
for portability, protection against damage in movement over rough terrain, 
and for operation under extreme weather conditions. 


B. Naval Surface Vessel Equipment 


Radar equipment employed on surface vessels is subject to extreme at- 
mospheric corrosive conditions, severe shock from gunfire and, in some 
cases, partial immersion in sea water. Large naval vessel installations 
often involve extreme distances between the location of the various com- 
ponents of the radar system. 


C. Airborne Equipment 


Mechanical equipment features for aircraft use must include provision 
for operation over rapidly fluctuating conditions of temperature and atmos- 
pheric pressure. Vibration conditions coupled with strict weight require- 
ments result in many additional problems from the equipment designer's 
standpoint. 

Figures 1, 2, and 3 indicate typical radar equipments employed on the 
ground, sea, and air, some component designs of which will be reviewed in 
later sections of this paper. 


1.2 The Function of the Radar Receiver 


The basic function of a radar receiver is to translate and present the in- 
formation received at the radar location in a desirable form. This requires 
(hat the receiver contain provisions to enable: 

A. Conversion of the received signals, originally of a microwave fre- 
quency character, to signals in a frequency region more convenient to 
utilize. — 

B. Amplification of the extremely low energy signals as received to 
amplitudes useful to the observer. 

C. Correlation of all other available pertinent data with the received 
microwave signals to allow determination of the complete coor- 
dinates and other desired characteristics of the target under observa- 
tion. 
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exact choice of these parameters being dictated by the specific application 
of each type of equipment. 

It has been customary to employ a common antenna system for both the 
transmitting and receiving functions, the necessary protection of the sensi- 
tive receiver input circuits from the high power transmitted pulse being 
furnished by a TR switch or tube.* The gas discharge TR switch assembly 
attenuates the energy fed to the input terminals of the receiver for the 
duration of the microwave outgoing pulse. At the time of decay of this 
transmitting pulse, the TR switch is arranged to offer low attenuation be- 
tween the antenna and the receiver to any received signal. 

The received microwave signal will be found to fluctuate in amplitude 
between extremely wide limits. This amplitude characteristic of a re- 
ceived radar signal is affected by the size and composition of the target, 
the power of the radiated outgoing pulse, the distance or range to the target, 
and miscellaneous propagation effects. Military requirements necessitate 
designing the radar receiver to perform successfully with the minimum re- 
ceived signal, while not unduly compromising this performance when sig- 
nals of relatively high energy content are encountered. 

Other characteristics of the transmitted microwave signal, such as pulse 
shape and repetition rate, are chosen to enable maximum performance to 
be attained for the specific application to be covered. The proper treat- 
ment of these miscellaneous characteristics of the radar signal is of basic 
concern to the receiver designer. 

The primary basic information which can be derived from the charac- 
teristics of the received radar signal itself consists of data concerning the 
range to the target under observation. This range data is made available 
by a measurement of the elapsed time between the departure of the out- 
going pulse and its return after reflection from the target and consideration 
of the velocity of electromagnetic wave propagation. 

To determine the complete coordinates of a radar target, correlation of 
the range information, as determined above, and the direction of radiation 
from the antenna is necessary. Signals containing information as to the 
instantaneous attitude of the antenna with respect to chosen reference axes 
are, therefore, to be considered as essential inputs to the radar receiver. 

Though the natural coordinate system of radar is of a polar form, many 
specific applications of radar systems require conversion of this information 
into other forms more convenient of use. For example, while in gun-point- 
ing radar applications, it is desirable to present the final information in a 
polar coordinate form, corresponding to the aiming axes of the guns in many 
airborne radar bombing systems, it is necessary that the presentation be 


3‘“The Gas-Discharge Transmit-Receive Switch,” A. L. Samuel, J. W. Clark and W. 
W. Mumford. See pp. 310 ff. 
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made in terms of rectangular or other convenient coordinate systems re- 
ferred to the ground itself. In certain applications, the characteristics of 
the display or presentation device requires that coordinate conversion func- 
tions be included within the radar receiver. The conversion and proper 
presentation of all radar system coordinate information will, therefore, be 
considered a necessary function of the radar receiver. 

Additional forms of radar receiver input signals encountered are those 
primarily associated with the specific application of the radar system. 
Reference coordinate axes data obtained from compasses or gyroscopes are 
among the most common of these. In gun-fire control and bombing appli- 
cations a considerable quantity of computed data must be accepted by the 
receiver. These data may include predicted quantities which must be 
presented in addition to the usual received present-time radar information. 
In the case of airborne radar systems, provision must be included to properly 
display navigational beacon and identification signals. The beacon is 
operated by the radar transmitter in the aircraft and returns a coded signal 
at a frequency slightly removed from the normal radar band. All aircraft 
radar receivers are required to adequately detect and ‘properly display this 
information. It has also become common practice to require provision 
within the radar receiver for display of interrogator-response signals as 
employed for military identification purposes. The identification equip- 
ment (IFF) proper is not a radar system component and, therefore, it will 
not be considered here. 


1.22 Character of the Output of a Radar Recewwer 


The output of a radar receiver is required to be available to the observer 
in a form which will permit immediate analysis and use of a maximum 
of the received information. The consideration of some additional charac- 
teristics of the radar information available and the military applications 
will furnish a basis for choice of presentation means in the receiver. 

Because of the inherent pace of the constantly changing tactical mili- 
tary scene, the basic requirements imposed upon the radar presentation 
device are severe. For example, the use of radar in an aircraft, or on the 
ground or sea directed against aircraft involves a process of obtaining in- 
formation on targets having relative velocities upward of 500 feet per 
second. If the radar system under consideration is being employed to fur- 
nish data for the release of bombs or to direct gunfire, a fraction of a second 
represents dimensions comparable to the target size. Such considerations 
adequately emphasize the extreme importance of retaining the “immediacy” 
characteristic of the information through the presentation device. 

Another factor influencing the design of the presentation components in a 
radar receiver is found in consideration of the extreme complexity of the 
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received radar information. This complexity is created out of the compara- 
tively limited resolution available and from the military need for presenta- 
tion of detailed information concerning large areas during small time 
intervals. 

The effect of limited resolution on the choice of presentation means of a 
radar receiver can be appreciated by considering the following. The micro- 
wave pulse employed in modern radar systems has a duration in time cor- 
responding in linear range dimensions of hundreds of feet, while the beam 
wiith of commonly employed radar antenna systems likewise includes 
hundreds of feet of target at useful ranges. Thus, the inherent radio- 
frequency “‘resolution”’ is limiting to an extent that, while it usually enables 
one to determine the coordinates of the centroid of the target, it will not 
furnish adequate information as regards the exact size or shape characteris- 
tics of the target. The radar response of an area of military interest is a 
function of electrical conductivity and other related characteristics, rather 
than of the military importance of the target. These factors indicate 
strongly that the human observer must be required to supply a certain 
function of interpretation, and that the chosen radar presentation means 
should be such that this is possible. An effective illustration of this situa- 
tion is found in the descriptive term “navigation by constellation” which 
was common among the radar operators in the long-range bombing forces. 
Here the navigation to and the orientation with respect to the military 
objective was often possible only through the interpretation of strong 
radar responses from known landmarks. Offset bombing, where the 
bombing radar operator carried out his observations on a satisfactory 
radar target in the vicinity of the final objective and introduced the known 
offset coordinates in the computed release point so as to strike the military 
objective, was found to be a successful method of partially overcoming this 
basic limitation of World War II radar equipments. 

Modern warfare is concerned with rapid movement and extremely large 
area operations. The display of continuous information regarding these 
large areas is a basic military requirement of the modern radar system. 
For specific military applications the radar viewpoint may often be re 
stricted to selected limited areas with increased demands on detail and on 
reproduction of changing information during small time intervals. 

The above considerations have led to a choice of presentation means for 
the military radar system which is of an optical nature and has the essential 
characteristics of motion pictures. Such a display of complex information, 
in general, allows the observer to concentrate his attention at any time on 
any desired region of interest, to orient himself with respect to the broad 
features of the complete area, and to be cognizant of changes in the scene as 
they occur. 
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The cathode-ray tube has been most universally employed as the display 
device in the modern radar system. The incoming electrical information 
from the various receiver inputs is here electronically converted into a 
visual form capable of being modified over small intervals of time as the 
change in the radar scene occurs. Multiple presentations having various 
map-scale factors are found in many modern radar systems to enable de- 
tailed examination of a small magnified target area, while retaining the 
ability to observe the broad area features at will. 

The use of radar for the purpose of control of gunfire, release of bombs, or 
steering of a vessel or aircraft requires that essentially continuous coordinate 
information be transmitted from the radar observer to the device under his 
control. This is usually accomplished through the registration of mechan- 
ical or projected electronic markers upon the visual radar display, this 
process of successive alignment furnishing the required information to the 
controlled device. In the case where automatic means of maintaining 
coincidence between marker and target are employed it should be observed 
that the original selection of the target and the initial coincidence adjust- 
ment still remains a matter for interpretation on the part of the human oper- 
ator, and here again the visual radar display form is desirable. 

The presentation means of a radar receiver has, therefore, been chosen 
to allow complete display of the data as quickly as it is received and in a 
form most convenient to the understanding of the human operator. In 
a broad sense, the radar system output terminal conditions and require- 
ments are similar to those encountered for any communication system 
le. to supply the human observer with all the information available to the 
system in a form which will permit maximum usefulness with a minimum of 
delay. 


1.3 Composition of the Radar Receiver 


For convenience in the discussion to follow, the generalized radar receiver 
will be partitioned as shown in Figure 4. This particular choice of com- 
ponent division is somewhat arbitrary, but is chosen because of its func- 
tional simplicity. Mechanical, and in some cases electrical, conditions 
encountered in any particular radar system design often indicate physical 
arrangements which will differ considerably from the arrangement illus- 
trated. 

The converter component of the radar receiver has, as its primary func- 
tion, the conversion of the received microwave signal to an intermediate 
frequency region where further amplification and discrimination is possible. 
The converter consists of a beating oscillator operating in the microwave 
frequency region and a nonlinear element, which at the higher radar fre- 
quencies consists of a point-contact crystal element. At the lower radar 


Google 





374 RADAR SYSTEMS AND COMPONENTS 


frequencies it is customary to employ vacuum tube radio-frequency ampli- | 
fiers preceding the converter element, and in these cases, similar vacuum | 
tubes are employed as the nonlinear element. The output frequency of the 
converter commonly ranges from 30 mc to 100 mc. Because of the com- 
parative difficulties experienced in the transmission of microwave energy 
over transmission lines or waveguides as contrasted with the problem at the 
lower intermediate frequency region, it is standard practice to locate the 
converter in close proximity to the antenna and transmitter portions of the 
radar system. 

The intermediate frequency (IF) amplifier and associated second detector 
unit following the converter in Fig. 4 is required to obtain the necessary 
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Fig. 4.—Schematic diagram of principal components of a military radar receiver. 


amplification to the wanted signal, to supply discrimination against un- 
wanted signals, and to finally convert the desired signal to a video form for 
presentation purposes. The usual gain required of a modern radar inter- 
mediate amplifier is of the order of 100 db. The band width of the IF 
amplifier is usually chosen between 1 mc and 10 mc depending on the specific 
radar system requirements. The techniques of construction developed for 
high gain radar IF amplifiers have resulted in compact component designs 
which are complete units in themselves, capable of being integrated into 
various radar systems. 

The video amplifier characteristics are dependent to a large degree on 
the particular type of display system associated with it. Its primary func- 
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tion is to amplify the video signal output of the second detector, together 
with some other signals to be impressed on the cathode-ray tube. In this 
field the principles of design follow closely those developed for television 
prior to the war. Band widths of the order of 1 mc to 5 mc are commonly 
employed and output voltages ranging from 10 volts to 250 volts are re- 
quired by the cathode-ray tube. Controllable nonlinear amplitude-gain 
characteristics are occasionally included in these video circuits to enhance 
the contrast or improve the apparent signal-to-noise performance. 

The display device universally employed in modern military radar systems 
is the cathode-ray tube. The electro-optical response characteristics of this 
device may be chosen over quite wide limits to suit the specific needs of a 
“particular system. In slow scanning systems, use of long time-decay optical 
characteristics of the sensitive screen is found to be advantageous, while in 
other cases of high-speed scanning, shorter persistence-type screens are 
employed. Screen diameters commonly employed range from 2” to 12” 
with a wide variety of color characteristics available to fit the detailed re- 
quirement of the radar system. A variety of radar presentation forms are 
employed to display most conveniently the received information for the 
specific application at hand. These display types differ primarily in the 
manner in which the radar field coordinates are presented. The deflection 
methods employed may be of an electrostatic or magnetic nature with com- 
binations of each occasionally encountered. 

The sweep circuit components of the radar receiver generate the electrical 
time wave forms necessary to display the received data properly. Here 
again the television art has supplied a technical background for these 
specialized electronic circuits. The great number of display types em- 
ployed, requiring varied wave forms, has resulted in the development of a 
myriad of specialized sweep circuits whose apparent complexity is the result 
of varied combinations of elemental electronic circuits. 

The range and time-marker circuits are required to interpret the coor- 
dinate data available to the receiver and to prepare this data for display 
in the desired form. | Here again, television techniques have been employed 
and enlarged upon as the radar systems became more complex. A large 
number of specialized electronic circuit forms has resulted. 

The automatic frequency control (AFC) and automatic gain control 
(AGC) components of a radar receiver have a function not unlike those ele- 
ments found in most radio-communication systems. The automatic ad- 
justments of the tuning and gain of the radar receiver has contributed greatly 
to the successful employment of radar under practical military conditions 
and have now become practically indispensable in the art. The circuit 
designs follow, in general, the techniques previously employed in radio 
communications though it will be observed that the character of the signa! 
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and the close association of the receiver and the transmitter in the radar 
system introduces some additional new considerations. 

The power supply components are shown divided into two types “low 
voltage” and “high voltage.’”’ This is a convenience which is desirable 
because of the different design problems encountered and the quite different 
equipment and circuits employed. The low d-c voltages required for the 
operation of the electronic components of a radar system vary from 1™ 
volts to 590 volts with both polarities with respect to ground often required. 
The cathode-ray tube and “keep alive” circuits of the TR tube require 
voltages from 1000 to 7000 volts usually at low current. The voltage 
regulation of these power supply components to permit stable radar system 
operation under the extreme and variable military operating conditions en- ' 
countered presents a problem of considerable magnitude to the radar re- 
ceiver designer. 


2. RADAR RECEIVER COMPONENT DESIGN 
2.1 The Radar Receiver Input Circust 


The conversion of the received microwave radar signal to a lower fre- 
quency region where more efficient amplification is possible represents an 
extremely important function of the radar receiver. The basic military 
requirement of radar, that of providing the greatest possible useful sensi- 
tivity, depends fundamentally on the efficient handling of the low-energy 
microwave received signal in the input of the radar receiver. The micro- 
wave character of the received signal and the extremely low amplitudes en- 
countered contribute to the difficulties of radar input circuit design. 

The techniques of microwave transmission available to the communica- 
tions engineer have but recently been developed and are at this time still 
extremely limited in comparison to those methods commonly employed at 
the normal radio frequencies. Even short physical connections required 
between elements in the microwave region become ‘“‘electrically long,” a 
matter of several wavelengths in the usual case, and here the design prob- 
lem becomes acute. Network element of inductance, capcitance, and re- 
sistance are not available in the form so efficiently employed at the lower 
frequencies. Waveguides and cavities at radar frequencies replace them, 
and the design of selective frequency networks in the microwave region 
becomes a matter of precise arrangement and control of complex mechanical 
forms. 

Suitable means for vacuum tube amplification at frequencies above 1000 
mc have not been available to date; this represents another extremely re- 
stricting situation for the radar receiver designer. 


Google 





THE RADAR RECEIVER 377 


2.11 Input Signa: Characteristics 


The low amplitude of the signal at the input terminals of the radar 
receiver requires that this signal be efficiently utilized. The power of the 
received signal at this point under somewhat idealized free space assump- 
tions is given by the following: 

G’ PA’ 
16x* D' 
Where G = Power gain of common transmitting and receiving antenna 
P = Transmitted power of radar system 
Ae = Equivalent flat plate area of target (This represents an equiva- 
lent flat plate normal to the incident beam which reradiates 
all impinging energy) 
D = Range to the target. 

The two following sample computations are illustrative of the military 
radar system conditions: 

1. Naval Vessel Search Radar System 

Frequency = 3000 mc 
Target range = 25 nautical miles 
Target-Destroyer (Effective flat plate area = 0.03 sq meter at 3000 mc) 
(This value has been determined from a study of target response with 
military radar systems) 
Power gain of Antenna = 30 db 
Transmitter Peak Power = 100 kw 
Received Peak Power = 13 X 10-" watts 
2. Airborne Search Radar System 
Frequency = 10,000 mc 
Target Range = 70 nautical miles 
Target-Destroyer (Effective flat plate area = 0.2 sq _ meters 
at 10,000 mc) | | 
Power Gain of Antenna = 30 db 
Transmitter Peak Power = 100 kw 
Received Peak Power = 11 * 10-" watts 
A reduction of the available received signal power, as computed above, 
is to be expected in practice due to multiple path effects and absorption and 
refraction effects over the propagation path. 


P,= 





2.12 Input Circuit Notse Considerations 


While it is possible to conceive of providing sufficient gain within a radar 
receiver to meet any desired sensitivity requirement, this sensitivity cannot 
usefully be employed beyond certain limits as determined by the amplitude 
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of the noise disturbances at the input terminals of the receiver. Noise 
disturbances may be defined as the resultant unwanted interfering electrical 
energy at the point under consideration and includes contributions due to 
atmospheric disturbances, unwanted radiation from adjacent electrical 
equipment, microphonic disturbances, and noise due to vacuum tubes and 
thermal agitation. At microwave frequencies we are usually concerned 
only with the thermal agitation and tube noise contribution. Atmospheric 
disturbances at radar frequencies are negligible and microphonic and elec- 
trical interferences from adjacent electrical equipment can, by proper and 
sufficient engineering, be reduced to any desired level. 

It has been shown‘: ® that the thermal noise (Johnson noise) voltage which 
appears at the input terminals of a radio or radar receiver is determined by 
the value of the resistance component of the generator impedance at this 
point. For maximum transfer of signal power the load termination is re- 
quired to be equal to the internal impedance of the generator and for this 
condition the total thermal noise power delivered to the load is given by 


Py = KTB (watts) 
where: 


K = Boltzman’s constant = 1.38 X 10-* Joule/degree abs. 

T = Absolute temperature in degrees 

B = Bandwidth under consideration in cycles per second; and the signal- 
to-noise ratio is given by 

zo = oe (a numeric) 
where P, = maximum available signal power. 

If the signal generator referred to is followed by any 4-terminal network 
representative of a converter element, an amplifier, or a passive network. 
the effective signal-to-noise ratio at the output terminals of the network wil! 
be modified. To obtain a measure of this effect we may assign a figure of 
merit, F, to the network called the “noise figure” of the network and define 
this as the ratio of the available signal-to-noise ratio at the signal generator 
terminals to the available signal-to-noise ratio at the output terminal of 
the network. 

This may be written as: 
Ps Pa, Py, 


Fx 78 = 
Py Py, KTBG 


4““The aan Sensitivity of Radio Receivers,” D. O. North, R. C. A. Review, Vol. 
January 1 
as Figures of Radio Receivers,” H. T. Friis, Proc. 1. R. E., Vol. 32, No. 7, July 





(a numeric) 


VI, 
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where: 


G= P. , by definition the “gain” of the network. 
or we may write: | 
Py, = FKTBG watts. 

It is common practice to express F in decibels given by the relation 10 logioF’. 
For the case of two generalized networks in tandem following the signal 
yenerator and having the same effective bandwidth we may similarly write: 


Pay, = FeGaG, KTB + (Fy — 1)G,KTB 


Hout 





(7. +- Me a ‘) G.G, KTB watts. 
where the subscripts refer to networks a and b. 
The effective noise figure of such a system is given by: 


Fete ™ (7. + “= ) 


This expression indicates the importance of the gain of the first network in 
the over-all system noise performance. 

As an illustration, a noise figure of 11 db and a loss of 6 db may be con- 
sidered as acceptable performance for a typical silicon crystal converter 
operating at 3000 mc. If the following input circuit of the IF amplifier 
has an effective noise performance represented by a noise figure of 5db , the 
over-all system noise figure will be found to be 13 db. The reduction in sys- 
tem performance due to the noise contribution of the input stage of the 
IF amplifier here is approximately 2 db. If the system performance must 
be improved by increasing the power of radiation, the importance of this 
secondary noise contribution is apparent. 

A comparison of the noise figures of a point-contact crystal converter 
element and the GL-2C40 Lighthouse vacuum tube used as an amplifier 
and as a converter element is given in Fig.5. At frequencies below 1000 mc 
there is a definite advantage in employing a vacuum tube as a radio- 
frequency (RF) amplifier preceding the nonlinear element. 





2.13 1000 MC Radto-Frequency Amplifier Design 


In the design of military radar systems for the 1000 mc operating range 
the GL-2C40 vacuum tube has been employed rather universally in con- 
verter circuits.6 The essential design features of this special purpose triode 


‘The Lighthouse Tube,” E. D. McArthur and E. F. Peterson, Proc. of National 
Electronics Conference, Vol. I, 1944. 
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are illustrated in Fig. 6. The basic advantage of the GL-2C40 tube for use 
at high frequencies is found in its construction, whereby the tube elements 
are arranged to form an integral portion of the external circuit with a mini- 
mum of mechanical disturbance. At these frequencies external coupling 
circuits of the transmission line type are usually employed. This tube 
when operated at an anode potential of 250 volts has a mutual conductance 
of approximately 6000 micromhos and an amplification factor of 35. It has 
been customary to employ one or two stages of RF amplification associated 
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Fig. 5.—Comparison of noise figures for point-contact silicon crystal rectifier and 
GL2C40 vacuum tube. 


with the nonlinear element and a beating oscillator using this same tube. 
The reduced performance of the GL-2C40 tube as a converter element as 
indicated in Fig. 5 is not of importance, if sufficient gain is provided prior to 
the actual conversion process, and the ability of this vacuum tube to operate 
at higher levels is a positive advantage. 

The electrical circuit design techniques employed in this frequency region 
are based on the use of transmission line elements in place of the more or 
less orthodox lumped element configurations at the lower frequencies. The 
difficulties experienced in practical designs of radar converters of this type 
revolve about successfully terminating and satisfactorily isolating each stage 
so that confusing and inefficient interaction effects are minimized. 
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quency. One or more of the networks involved may, of course, be arranged 
alternatively in a parallel configuration if desired. The nonlinear element 
may be a vacuum tube with properly chosen operating conditions or a point- 
contact silicon crystal rectifier. The beating oscillator in the modern 
military radar converter employs special types of vacuum tubes such as the 
GL-2C40 type previously mentioned or the single-cavity velocity modulated 
types’ at the higher radar frequencies. 

A typical voltage-current characteristic of a point-contact silicon rectifier 
is shown in Fig. 9. This nonlinear characteristic may be expressed mathe- 
matically as a power series with coefficients whose amplitude decreases 
quite rapidly with the order of the associated term. If two sinusoidal 
voltages represented by frequency /f; and f2 are simultaneously impressed 
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Fig. 8.—Basic configuration of a radar converter. 


upon such a nonlinear element, the resultant current flowing in the output 
impedance will produce output signals of the form nf; + mf, where m and m 
are integers including zero. The effective amplitude of each of these modu- 
lation products is related to the magnitude of the power series coefficients. 
In the radar converter under consideration f; may represent the received 
signal frequency and f2 represents the beat oscillator frequency. The 
difference terms of the above expression are of the greatest importance here 
because the desired output signal frequency has been chosen at a low value 
as compared with the input received radar signal. The selection of the 
wanted first-order difference term is accomplished by the frequency selec- 
tivity characteristics of the converter output coupling network and the 
following IF amplifier. 

A major design problem encountered in the practical] development of 
microwave radar converters is one concerning the design of the coupling 
networks. The previously referred to limitations of microwave network 


7“ Reflex Oscillators,” J. R. Pierce and W. G. Shepherd. See pp. 488 ff. 
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techniques and the difficulty in maintaining precise control of each element 
over the required band of frequencies are the fundamental problems of the 
radar converter designer. The network problem here is concerned with 
realizing the desired frequency conversion with a minimum of dissipation of 
the useful signal. This implies that coupling of the nonlinear element to 
the input and output terminals must be achieved in such a fashion that 
matched impedance conditions result for the signals in their respective ire- 
quency regions. Since the output signal has been shown to appear as a 


CURRENT IN MILLIAMPER 





“O02 -0O.1 0 0.1 02 03 04 O§5 06 0.7 08 
POTENTIAL IN VOLTS 


Fig. 9.—Typical voltage-current characteristic of a point-contact silicon crystal 
rectifier. 


number of energy concentrations extending over a wide frequency range, it 
would appear that an efficient design of output coupling network would 
involve optimizing the impedance relationships over this wide-frequency 
band. Several factors tend to simplify this problem by restricting the out- 
put frequency band which must be considered in a practical radar converter 
design. First, the greatest amount of energy is found to be present in the 
lower order modulation products because of the rapid reduction in amplitude 
of the higher order terms in the equivalent expression for the nonlinear 
element. This results in a concentration of energy at the input, output, 
and beat oscillator frequencies and their respective second harmonic regions. 
Second, the ratio of f; to fe in a microwave radar converter is of necessity 
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to effect an impedance mismatch and thus reduce the interaction between 
this circuit and the input circuit. The output coupling network, in this 
case operating at 60 mc, consists of an inductive impedance tuned with a 
variable condenser. The output of this converter is fed into the following 
IF amplifier by means of a 75-ohm coaxial transmission line. The loss of 
this converter unit, defined as the ratio of the power of the wanted 60-mc 
output signal to the signal power impressed upon the input terminal, is 


368A 
23 eas (800 MC) 
IN23 
17 eBBockl 


a A 
IN 26 


GS 0 
IN21A IN25 
(3000 of (1000 MC) 


IN2Z3A 
(10,000 MC) 


a 


10, fee 


ool a IN23B 


IN2) 
(3000 eof 


RECEIVER NOISE FIGURE CALCU- 
LATED FOR POOREST ACCEPTABLE 
CRYSTAL UNIT UNDER EACH SPECI- 
FICATION. THE FOLLOWING I-F 
AMPLIFIER IS ASSUMED TO HAVE 


GL 446 
is (1060 MC) A NOISE FIGURE OF 5 DECIBELS. 


RECEIVER NOISE FIGURE IN DECIBELS 





1941 1942 1943 1944 
YEAR 


Fig. 11.—Chronological development of point-contact silicon crystal rectifiers and 
associated receiver noise performance. 


approximately 6db. The noise figure of a typical unit of this type is approxi- 
mately 20 db, this value being of secondary importance since sufficient gain 
is provided in the associated radio-frequency amplifier. 

At the higher radar frequencies the noise performance characteristics of 
silicon crystal-point contact rectifiers are considerably better than that of 
vacuum tubes available during the past war years. Figure 11 outlines the 
chronological developments of these units with respect to the receiver noise 
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tion of the similarity of the crystal elements as well as the other elements 
shown. In practice, no particular difficulty was experienced in maintenance 
of sufficient balance with the improved production control of crystals during 
the latter part of the war program. 

The advantages of the balanced radar converter here described are two- 
fold. First, the signal power dissipation in the beating oscillator branch is 
reduced to a minimum and conversely the beating oscillator power fed back 
into the antenna and reradiated is reduced. Second, the noise sidebands, 
which are associated with the output frequency of the reflex oscillator, are 
reduced effectively in the IF output branch by the degree of balance avail- 
able. This local oscillator noise sideband contribution is normally respon- 
sible for a definite degradation of the over-all radar receiver noise perform- 
ance and hence, the use of a balanced converter will contribute to improved 
performance. An additional advantage of the balanced converter is the 
minimizing of signal branch impedance vaniation effects on the beating oscil- 
lator load impedance and, therefore, its frequency. The variation of the 
antenna impedance during the scanning cycle has in this design little effect 
on the tuning of the receiver. 


2.15 The Radar Receiver Beat Oscillator 


For microwave radar receiver purposes the selection of the local beat 
oscillator within the converter assembly has been essentially limited to two 
types of tubes, both of which were developed during the past war period. 
For radar systems operating at frequencies of 1000 mc and lower, the 
GL-2C40 lighthouse triode has served quite satisfactorily, while at fre- 
quencies above 1000 mc, the single-cavity reflex oscillator tube has been 
extensively employed. Both of these tube types have adequate power 
output and frequency stability characteristics to meet the normal radar 
system requirements. 

Some of the desirable characteristics of a beat oscillator tube for use in 
military radar receivers can be listed as follows: 

A. At least 20 milliwatts of useful output power is desirable. In the case 
of the silicon crystal rectifier element, the applied power is limited to 
approximately 1 mw; however, the availability of additional oscillator 
power enables the converter designer to effectively isolate the beat 
oscillator and signal branches by simple inpedance mismatch means. 

B. The frequency stability of the ideal beat oscillator tube must be in- 
herently good, or convenient means to automatically control this 
frequency must be provided. The maximum allowable radar receiver 
frequency variation due to all causes is of the order of 1 mc. In terms 
of the beating oscillator frequencies employed in the radar systems of 
the past war, this represents an allowable oscillator frequency variation 
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plate-grid cavity and thence to the output coaxial line. The frequency 
stability of this particular design has been quite satisfactory due to the con- 
siderable development effort expended on the mechanical design features of 
this assembly. 

Another radar receiver beating oscillator which has been extensively 
employed in military equipment designs operating at 3000 mc and higher 
during the past war period is the reflex velocity-modulated oscillator. The 
2K25 type, which is a typical single-cavity reflex oscillator for operation in 
the 10,000-mc region, is illustrated in Fig. 17. The general principle of 
operation is quite straightforward, but the complete theory of operation is 
exceedingly complex and has been described in detail elsewhere. A beam 
of electrons of relatively uniform velocity and density is projected from a 
cathode surface toward a cavity space defined in part by two grids and then 
toward a repeller electrode beyond. The presence of the oscillatory poten- 
tial between the two cavity grids acts to impart initial velocities to the 
electron stream in accordance with the cavity radio-frequency potentials 
existing at the time of crossing of this gap. Under certain operating condi- 
tions between these grids and the repeller electrode, which is maintained 
at a negative potential, ‘‘bunching’”’ of electrons occur and upon the return 
of the electrons to the cavity region under the retarding influence of the 
repeller electrode, a certain amount of power may be extracted and utilized 
externally. As might be expected from this cycle of events, the optimum 
operating conditions necessary for reinforcement of oscillation within the 
cavity are related to the time required to return the electrons to the cavity 
with reference to the instantaneous oscillatory radio-frequency potential of 
the cavity. Thus, numerous modes of oscillation are found in this type of 
reflex velocity-modulated oscillator which are related to each other by 
integral numbers of periods of the oscillatory frequency and the transit time 
of the electrons. In the practical application of the reflex oscillator the 
number of useful modes are limited to perhaps two or three, the ‘external 
power output available at the additional theoretical modes being reduced 
by dissipative conditions within the oscillatory system. The relation of 
repeller potential to the appearance of these modes is illustrated in Fig. 18 
for the case of a 2K25-type oscillator. It should be observed here that the 
frequency at the maximum power output condition for each mode is the 
same, i.e. the frequency associated with the cavity dimensions for that series 
of modes. The cavity dimensions of the reflex oscillator tube are varied 
by the application of external mechanical pressure regulated by an adjustable 
tuning strut as shown in Fig. 17. The power for external use is obtained 
from a coupling loop located within the cavity region and transmitted 
through the base by means of a coaxial lead. | 


¥% Pierce and Shepherd, Loc. Cit. 
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The single-cavity velocity-modulated oscillator is admirably suited to 
electrical remote control of its oscillation frequency by means of the potential 
applied to the repeller element, thus lending itself to automatic frequency 
control in a simple manner. Figure 19 indicates the frequency and power 
output versus repeller voltage characteristic of a typical 2K25 10,000-mc 
reflex oscillator when operating at a normal mode previously shown in 
Fig. 18. It is customary to define the electronic tuning range of a reflex 
oscillator as that range of frequencies over which the power output exceeds 
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Fig. 18.—Typical output power modes vs. repeller oe for a 2K25 type reflex 
scillator. 
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50% of the maximum power output. The tube whose characteristic is 
illustrated in Fig. 19 would accordingly have an electronic tuning range 
of 53 mc. 


2.16 Typical Radar Input Circutt Designs 


An example of a radar receiver input circuit operating in the 1000-mc 
frequency range is shown in its final mechanical form in Fig. 20. This 
particular design was employed in several military ground radar systems 
including the Mark-20 Searchlight Control equipment of Fig. 1, and in modi- 
fied form in several naval fire control systems. It consists of two stages 
of radio-frequency amplification, a converter stage, and a local beating 
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oscillator all of which employ the GL-2C40 lighthouse tube. This particular 
equipment example has been developed in the form of a sliding drawer to 
assure ease of maintenance but with no sacrifice in rigidity of mechanical 
assembly so necessary in this type of equipment. Further mechanical 
details of the cavity and tube structures of each component are shown in 
Fig. 21 and are generally similar to the examples previously descnbed. 
These cavity structures are heavily silver-plated to assure good electrical 
and thermal conductivity. The problem of adequate conduction of heat 
from the GL-2C40 vacuum tube under the severe ambient temperatures 
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encountered in military service is extremely important. Positive locking 
devices are provided for all adjustments in this mechanical design. 

Figure 22 indicates the schematic diagram of this design. It may be 
observed that separation filters are employed extensively to assure negligible 
interaction effects between the various stages through the common power 
supply connections. 

The over-all performance of this particular design of a radar receiver 
input circuit is as follows: 


Tnput: Frequency sass Sine iscba nen oooh hanes (idee 1000 mc 
Output Intermediate Frequency................. 0.0. c cee eee 60 mc 
Over-all Band Width.............0.0.0.0 00000 cc cece eee eee ee 5 me 
Over-all Gain. .........0..0.000 000000020000. io aan Oa at ade 18 db 
ak Noise Figure...............0.00 00 cece eens Sieh Ayalon 14 db 
ut pee Sati aave ee etscgnetate net neain oa Gia enh eatin tems aie SO ohms 
Output IF Impedance................ 0... ee 75 ohms 
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converter is similar to a form described in a previous section. The signal in 
this example is introduced: into the converter section of the waveguide 
through an iris following the TR tube. Two 2K25 reflex oscillator tubes 
are mounted upon this waveguide with their output probes extending into 
the guide proper. The crystal cartridge is located near the end of the wave- 
guide with an adjustable piston"terminating the guide. A waveguide to 





Fig. 22.—1000-mc Radar Receiver Input Circuit. Schematic diagram. 


coaxial transforming section employs the crystal as an extension of its axial 
element with an adjustable capacitance element for tuning purposes. 

It will be observed here that a shutter is included in this design, whereby 
the crystal element can be isolated from the signal input end of the wave- 
guide. This is a most necessary device on all radar converters employing 
crystal converter elements to prevent accidental overload of the crystal. 
When the transmitter is not in operation and accordingly the TR tube ‘“‘keep 
alive’’ is not energized, there is a possibility of subjecting the crystal element 
to signals of sufficient, amplitude to destroy its characteristic. These over- 
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2.2 The Radar Intermediate Frequency Amplifier 


The intermediate frequency (IF) amplifier component of the radar re- 
ceiver has as its function the selection and amplification of the received 
signal following its conversion to the intermediate frequency. The further 
conversion of the IF signal to a video form suitable for use in the display 
device is usually included as an integral part of the IF amplifier and will, 
therefore, be considered here as an additional function of this component. 


2.21 IF Amplifier Requirements—Band Width 


The frequency-selectivity characteristic of the radar receiver is deter- 
mined effectively by the IF amplifier, since the preceding converter and 
other microwave components offer little or no selectivity. The receiver 
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Fig. 24.—Schematic diagram of 10,000-mc AN/APS-4 converter unit. 


band width required to adequately transmit the wanted signal, while restrict- 
ing the noise contributions, is an extremely important factor in the radar 
system design and represents, therefore, a basic consideration in the design 
of the IF amplifier. 

The receiver band width required to adequately transmit the basic re- 
ceived pulse information can be determined by a consideration of the fre- 
quency-energy characteristics of a radar pulse. The microwave pulse is 
created by the sudden application of a high-energy pulse to the magnetron 
microwave generator. It has been found sufficient to treat this output 
envelope as a simple rectangular pulse in band width computations. Fig- 
ure 25 indicates the amplitude, time, and frequency relationships which 
exist for an idealized rectangular radar pulse envelope. It may be observed 
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that approximately 75% of the energy contained in the idealized original 
pulse will be available after transmission through a band-pass structure of 
band width dimension of < cycles per second. A further doubling of the 


band width to = cycles per second will increase the available energy by only 


about 15%. In the case of the practical radar-pulse envelope which usually 
is characterized by a trapezoidal form with finite rise and decay intervals, 


the energy contained at frequencies outside of a 4 band is reduced some- 
what over the idealized case illustrated in Fig. 25. 


ENERGY => 


AMPLITUDE => 





TIME => FREQUENCY =» 


Fig. 25. iene and energy-frequency relationships for a rectangular 
radar pulse envelope. 


The signal-to-noise ratio of the radar receiver is dependent on the over-all 
receiver band width as indicated in the previous section of this paper. It 
is extremely important then to restrict the IF band width as much as pos- 
sible, consistent with adequate transmission of the signal itself. The final 
band width choice is that value where a further increase would result in a 
noise increase greater than the corresponding signal improvement and where 
a band width reduction would diminish the signal by a greater increment 
than the noise. The exact determination of the optimum radar receiver 
band width must be carried out using the final display device in making 
the signal-to-noise comparisons. If the radar system is to be employed for 
search purposes where echo presence is the primary measure of the perform- 
ance of the equipment, the optimum over-all receiver band width has been 


found to be of the order of = cycles per second resulting in an IF ampli- 


fier band width of — : — cycles per second to adequately transmit the double- 
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sideband signal at this point. In the case of fire-control radar equipments, 
where precision range measurement is required, it is desirable to determine 
the range by reference to the leading or lagging edge of the radar received 
pulse. Here the optimum band width may be considerably greater than 
the value indicated above for a simple search system to assure a 
minimum rise time of the displayed pulse and an accordingly more precise 
determination of the position of the pulse. Additional factors which influ- 
ence the radar receiver band width value in a particular system design 
involve the frequency stability of the microwave generator and the local 
beating oscillator, the sensitivity characteristics of the automatic frequency 
control system, the frequency stability characteristics of the IF amplifier 
itself, and finally the desire to permit ease of tuning by the radar operator. 

The phase distortion introduced by the IF amplifier is of secondary in- 
terest in the case of radar systems. The faithful reproduction of all char- 
acteristics of the received radar pulse is usually not of extreme importance, 
since with few exceptions the criterion of presence is all important. The 
detailed form of the transmission characteristic is likewise not extremely 
critical, the usual “rounded” IF transmission characteristic, however, con- 
tributing somewhat to ease in tuning the radar receiver. 


Gain Characteristics : 


A consideration of the converted input signal levels encountered and the 
video output level desired indicates the IF amplifier gain requirement. The 
input signal to the IF amplifier is determined by the type of converter em- 
ployed and the presence or not of radio-frequency amplification preceding 
the IF section and the absolute noise power resulting. The video level at 
the second detector must be maintained at a sufficiently high level so that 
microphonic disturbances within the remaining video components are neg- 
lhigible and low enough to assure satisfactory detection without serious over- 
load effects. Undesired feedback at the IF frequency also tends to limit 
the practical gain which can be introduced into the IF amplifier. In the 
military radar systems of the past war period the usual maximum gain 
associated with the IF amplifier was of the order of 110 db with a maximum 
detector output level of approximately 1 volt rms of input circuit noise. 
The extreme variation of the level of the desired radar signal makes neces- 
sary that provision for a large gain control variation be included in the IF 
_ amplifier design. This gain control often involves automatic, as well as 
manual, adjustment and commonly a gain variation range of the order of 
80 db is required. 

Another consideration which enters into the IF amplifier design and is 
associated with gain features, is the behavior of the amplifier in the presence 
of extremely large radar signals or enemy “jamming” signals. Optimum 
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protection against complete “blocking”? of the IF amplifier under these 
conditions involves the use of extremely small-valued filter or by-pass ele- 
ments which are associated with the grid and cathode circuits to present 
very short time constants and, accordingly, assure recovery of the amplifier 
in fractions of a microsecond after overloading by a large pulse signal. The 
gain control method is also chosen to minimize possible overloading by reduc- 
ing the gain of the amplifier at a point as far forward in the radar receiver 
chain as possible. 


Intermediate Midband Frequency 


The choice of the intermediate frequency for a radar receiver is essentially 
a compromise between the need for reduction of unwanted external inter- 
ference and noise, and the desire to realize maximum performance in terms 
of gain and noise figure. 

The tendency to employ a high IF midband value arises from a considera- 
tion of the character of the certain local beating oscillator noise sidebands. 
As mentioned previously, the noise sideband output decreases as the fre- 
quency interval from the oscillator frequency is increased and it is apparent 
that a high value for the IF will be advantageous. In the case of balanced 
converters where the oscillator noise sidebands are reduced by the circuit bal- 
ance, this factor assumes less importance. A moderately high IF is also 
advantageous in the elimination of the IF signal from the final detected video 
output which must be accomplished by the use of low-pass filters. The 
automatic frequency-control problem is somewhat simplified by the use of 
a high IF. The wider separation of the desired tuning point and the image 
response and the reduction of interfering TR pulse energy is a positive help 
in the performance of the automatic frequency-control circuits and will be 
discussed in detail in a later section. 

There are also a number of factors which indicate that a low value of 
midband IF may be desirable. The noise figure of the input stage of the 
IF amplifier is generally better at a low frequency, though this improvement 
tends to be quite small for the band widths employed in the military radar 
system. A more important advantage of a low IF value is found in the 
improvement of the absolute frequency stability of the JF transmission char- 
acteristic under the influence of variations of tube and circuit capacitance. 

Intermediate midband frequencies of 30 mc and 60 mc have been employed 
in the majority of military radar systems developed in the United States 
during World War II. In general, 30 mc has been employed quite exten- 
sively in naval and ground radar equipments for fire control where radar 
pulse widths of the order of one microsecond are used. For airborne radar 
equipments with the emphasis on compactness, weight, and the trend toward 
higher microwave transmission frequencies, 60 mc has proven to be an 
extremely popular intermediate frequency value. 
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The Second Detector 


The final conversion of the IF signal to a video form is accomplished by 
simple detection. This process is usually associated with the IF amplifier 
because of the relative ease by which the video signal can be transmitted to 
the following display circuits, usually physically removed from the IF ampli- 
fier, as compared with the transmission problem which exists at the inter- 
mediate frequency. 

Two types of second detector circuits which are commonly employed in 
radar receiver design are the linear diode rectifier and the plate circuit detec- 
tor, both similar in form to those employed in prewar television practice. 
Several factors must be considered in the choice of the second detector 
operating characteristic. Linear detection of the signal is desirable from 
the standpoint of realizing the greatest possible visibility of weak radar 
signals in the presence of noise of comparable amplitude. In the case of 
lobing radar signals where bearing determinations are made by comparison 
of the return signal amplitude for two bearing conditions of the antenna 
radiation, the characteristic of the second detector enters to affect the sensi- 
tivity of azimuth response in two ways. The lobing sensitivity is increased 
by the use of a square law detector, however, the presence of a “‘jamming”’ 
signal of the CW type which may be located off axis can introduce a false 
bearing indication, which is not present when a purely linear detector is 
employed. In general, the linear detector has been employed in most radar 
systems developed during the past war period. 

The detailed circuit design of the IF amplifier can be conveniently sepa- 
rated into three quite distinct parts. These include the input circuit design, 
the interstage arrangement, and the design of the second detector circuit. 


2.22 IF Amplifier Input Circutt Design 

The primary consideration in the IF amplifier input circuit design is the 
effect of this stage on the over-all receiver noise figure. As indicated pre- 
viously, this over-all receiver noise figure is dependent on the performance 
characteristics of the first or input IF amplifier stage to a degree dependent 
on the loss of the converter stage preceding it. In the military radar field, 
employing microwave frequencies of 3000 mc and greater, the crystal con- 
verter is universally employed and the over-all noise performance is deter- 
mined largely by the IF input stage. The use of high-gain pentodes in the 
IF amplifier assures that noise contributions from the following stages 
are negligible. 

Figure 26 represents an equivalent input circuit of the IF amplifier con- 
venient for discussion of the noise performance of this circuit. Here the 
noise contribution, exclusive of the signal source, is observed to be composed 
of two sources, one due to shot noise of the first IF stage referred to the grid 
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circuit and a second noise source related to active grid loading effects." 

The optimum IF amplifier input circuit design involves primarily the 
selection of impedance transformation means which results in the maximum 
over-all signal-to-noise performance for the radar receiver. It can be shown 
that this optimum value of impedance transformation is not that value which 
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Fig. 26.—Simplified a (phan input circuit of an intermediate frequency amplifier 
and noise-figure vs signal source impedance. 


maximizes the signal but rather is a condition where a definite signal mis 
match obtains. This may be understood by an inspection of the character- 
istics of the two fictitious noise sources illustrated. The shot noise con- 
tribution of the vacuum tube employed in the input IF amplifier stage is 
here represented by the series noise generator Vr. Under conditions of 
shorted grid this is the only effective noise contribution, and this procedure 
offers a simple method for determination of the magnitude of this effect. 


11 “Considerations in the oe of a Radar IF Amplifier,” Andrew L. Hopper and 
Stewart E. Miller, Proc. I. R. E., November 1947. , 
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The additional noise contribution under the condition where an impedance 
is placed in the grid circuit is shown by the noise generator Vg. This noise 
source is related to the active grid loading. The resistance Rg represents 
this effective loading which is due to transit time and tube lead inductance 
effects and, therefore, has a value which is associated with the frequency of 
operation and the particular design of tube employed. At very low fre- 
quencies, Rg — ©, the shot noise effects are entirely controlling, and the 
optimum IF amplifier input grid circuit condition for minimum noise figure 
is that condition where the impedance of the signal source approaches an 
infinite impedance. As the frequency of operation is increased, Rg assumes 
a finite decreasing value and the optimum signal source impedance is given 
by the relationship illustrated in Fig. 26. It should be noted that the 
frequency values associated with the above characteristic are indicative of 
the performance of the 6AK5 pentode, one of the most satisfactory of avail- 
able tubes for this purpose. It should be observed that the input IF ampli- 
fier stage noise figure is independent of the impedance of the signal source 
providing that a perfect or lossless transformer can be employed to achieve 
the optinum impedance transformation indicated. 

The realization of proper impedance transformation characteristic in the 
radar IF amplifier input circuit is basically a network problem. The input 
grid impedance which can be maintained over the desired band of frequencies 
is limited by the total capacitance present in the grid circuit. For narrow 
IF band widths, particularly at the lower frequencies, the realizable imped- 
ance at the grid may be in excess of the active grid loading value and here 
the noise performance indicated in Fig. 26 may be realized. However, for 
wide IF band widths at normal radar IF midband values the maximum grid 
circuit impedance which can be achieved under the limitation of the grid 
circuit capacitance will be less than the value associated with the active grid 
loading and the noise figure obtained will be somewhat higher than the opti- 
mum shown. This restrictive design condition is referred to as “‘band width 
limited.”” In modern military radar receivers this condition normally 
obtains. 

To achieve the maximum input coupling network efficiency it is extremely 
desirable to minimize all parasitic capacitances under control of the designer 
and to employ the most effective network arrangement available. The 
double-tuned transformer and autotransformer networks are commonly 
employed for this purpose. Any loss in the impedance transforming net- 
work will result in further degradation of the noise performance, since this 
loss is effective in reducing the signal energy while having no effect on the 
tube noise level. The magnitude of the impedance transformation ratio 
required in a typical radar design case for optimum noise figure is approxi- 
mately seven times, where a crystal converter of the type shown in Fig. 14 
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is employed, and the optimum grid impedance at 60 mc as shown in Fig. 26 
is approximately 3000 ohms. 

The vacuum tube employed in an input stage of an IF amplifier should 
have the following characteristics to achieve the optimum performance. 
The tube should be capable of providing sufficient gain to assure that the 
noise contribution of the following stages is negligible. The input con- 
ductance of the selected tube at the intermediate frequency should be as low 
as possible indicating generally that physical size should be small to assure 
small transit time effects and low lead inductance values. The noise output 
of the tube itself should be a minimum, this characteristic being somewhat 
controllable by proper emission characteristics. The characteristics of the 
most desirable of the vacuum tubes available to the radar receiver designer 
during the past war period for IF amplifier purposes is given in Table I. 


TABLE I.—Princtpal Characteristics of IF Amplifier Tubes 


Interelectrode Capaci- 
tances Micromicrofarads 
Total 


Nominal | ——————_—____—— Band 
H Pl P : C 
Type | Power | Current | Congump- | Tganscon- |ControlGrid| Plate to | Merit 
Watts ma eee icromhos | Cathode, | Cathode, mc 

Screen Screen, 

SuPreeser Suppressor 

rid rid 
6AC7 2.84 10 4.7 9000 11 5 89 
6AG7 4.10 30 9.6 11000 13 7.5 85 
6AG5 1.89 7.2 3.0 5100 6.5 1.8 95 
717A 1.10 7.5 2.3 4000 4.9 3.8 73 
6AKS 1.10 7.5 2.3 5000 3.9 2.8 117 


The development of the 6AK5 pentode was the direct result of the necessity 
for improved radar IF amplifier performance, and details of this develop- 
ment and the performance of this tube have been described elsewhere.” 

The noise present in a pentode is greater than in a triode, primarily due to 
the presence of additional grid structures. Because of this fact, a number 
of attempts have been made to employ triodes in the input stage of the IF 
amplifier. To prevent oscillation due to large positive feed-back present 
through the plate-to-grid interelectrode capacitance, neutralization methods 
have been employed. For moderate IF band widths at 60 mc such experi- 
mental designs have shown an improvement in noise figure of slightly more 
than 1 db over the pentode design ; however, the criticalness of the neutraliza- 
tion scheme and the difficulties in extending the performance to wider IF 
band widths has not allowed this design to be adopted extensively to 
military radar equipment during the past war period. 


12“ Characteristics of Vacuum Tubes for Radar Intermediate Frequency Amplifiers.” 
See pp. 740 ff. 
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2.23 Interstage Ctrcust Design 


The design of the IF amplifier interstage circuit is basically concerned with 
achieving the greatest possible gain per stage while not compromising the 
frequency characteristic and stability, or complicating the structure to an ex- 
tent where it will be difficult to realize the designed measure of performance 
under military operating conditions. The problem can be resolved into the 
choice of the vacuum tube and the selection of an interstage coupling 
network. 

The gain of a pentode operated into a 2-terminal parallel resonant network 
which exhibits a maximum impedance R, at resonance Is given by G,R, 
under the restriction R, << R,. Ifa band width AF is defined as that 
band of frequencies where the magnitude of the impedance Z of the network 


R, , 
is equal to or greater than Va it can be shown that 


1 
2eRC 
The gain-band width product of an amplifier stage is a measure of perform- 
ance of the stage and serves as a criterion for tube performance if a standard 
load impedance as above is adopted. Then the band merit B, for this con- 
dition will be given by 


AF = 





Bo = AFGa Ro = se On Re = a 


The band merit Bo of a tube has the dimensions of frequency and may be 
interpreted as the frequency at which the voltage gain of the vacuum tube is 
at unity with a plate load impedance restricted solely by the sum of the plate 
and grid tube capacitances. The ideal IF amplifier vacuum tube will 
exhibit a high band merit figure, stable operating characteristics over the 
life of the tube, uniform characteristics during the production period, small 
size for compact amplifier use and for resulting mechanical rigidity, and 
finally low-power consumption, desirable from both the power supply stand- 
point and heat dissipation considerations. The actual types of vacuum 
tubes generally employed for radar IF amplifiers during the past military 
program in order of their availability were the 6AC7, 717A, and finally the 
6AK5. The improvement in performance achieved through this succession 
of developments can be observed by reference to Table I and the band merit 
and power consumption figures for these tube types. 

Figure 27 illustrates three types of interstage coupling networks which 
have been commonly employed in radar IF amplifiers for military purposes. 
The synchronous single-tuned network design has an advantage of simplicity 
of construction and permits relatively simple realignment procedures under 
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the limited resources of military field conditions. This type of interstage 
has been employed quite widely in radar equipments designed during World 
War II. To achieve the maximum gain per stage it is necessary to restrict 
the total shunt capacitance of the interstage circuit to the unavoidable ele- 
ments due to tube and circuit arrangement. Additional capacitance con- 
tributions are avoided by the use of a variable inductance element adjustable 
through the use of movable magnetic cores to resonate the network to the 
desired midband IF value. The shunt resistance element is chosen to 
achieve the desired band width. 


SYNCHRONOUS 
SINGLE TUNED 


STAGGERED 
Ed 


SINGLE TUN 


OOVBLE 
TUNED 





Fig. 27.—Typical IF Amplifier Interstage Circuits. Simplified schematics. 


The band width required of each individual interstage circuit of a multi 
stage amplifier of this type to meet an over-all band width requirement of 
B cycles is given by 

B= AFV/2UN — 
where AF represents the band width of the individual interstage network, 
defined as the band over which the response is within 3 db of the midband 
IF value, and N is the number of interstage circuits employed. As the 


individual interstage band width is increased to achieve the desired over-all 
value, the gain per stage is reduced and a greater number of stages is required 
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to meet the over-all gain requirement. The over-all gain of a multistage 
amplifier employing synchronous single-tuned interstage networks is 
given by 


Z (= ry 
, oxCrB 


where Cr represents the total interstage shunt capacitance and B is the over- 
all band width requirement. Table II presents the individual interstage 
band widths and the maximum over-all gain obtainable for multistage IF 
amplifiers having a 5 mc over-all band width requirement. Here the use of 
the 6AKS5 pentode is assumed and the total interstage shunt capacitance is 
assumed to be 12 micromicrofarads. It should be observed that unavoidable 
misalignment of circuits, aging of tubes, and other such effects all tend to 
reduce the idealized computed performance under the practical military 
radar conditions and must be considered thoroughly in the design. 


TABLE II.—Interstage Band Width and Over-all Gain of Multistage IF Amplifiers 


Synchronous Single-Tuned Interstage Double-Tuned Interstage 
No. of Amplifier | ————————————————— 
oa Band Width «=| OverallGain | pinsvidth | Over-all Gain 
mc mc 
1 5 24 5.0 27 
2 7.8 37 6.2 47 
4 11.5 61 7.6 87 
6 14.3 80 8.6 125 
8 16.6 96 9.3 162 
10 18.7 110 9.8 198 


The double-tuned interstage network configuration shown in Fig. 27 is 
a somewhat more efficient circuit form than the single-tuned variety just 
discussed, and because of this improved performance has been employed to 
about the same extent as the synchronous single-tuned type during the past 
war. Its performance advantage lies in the basic fact that the transmission 
response curve for this structure has a flat-top characteristic resulting in a 
slower rate of over-all band width reduction as these circuits are cascaded. 
Theability to separate theoutput plate and the input grid circuit capacitances 
and the elimination of the plate-to-grid coupling capacitor with its additional 
parasitic capacitance to ground results in a greater gain-per-stage perform- 
ance. In this structure the resonant frequency of both primary and second- 
ary circuits corresponds to the midband IF and the conditions of equal Q 
of primary and secondary circuits and critical coupling are assumed. These 
conditions result in a smooth flat-topped response characteristic having 
optimum gain performance. The relationship between the individual inter- 
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stage band width and the over-all band width of a multistage amplifier 
employing double-tuned interstage circuits is given by 


B = AFY/4(2"" — 1) 


which is illustrated in Table II together with the corresponding over-all gain 
of multistage IF amplifiers of this design. 

The third type of interstage network arrangement illustrated in Fig. 27 
represents a method employed to realize improved performance of the single- 
tuned interstage network type by resonating alternate interstages at fre- 
quencies above and below the desired midband IF value. This stagger-tuned 
interstage design permits greater gain per stage together with an increased 
over-all band width for each pair of amplifier stages over that obtained with 
the synchronous single-tuned design. In the case of IF amplifiers having 
six or more stages a variation of this stagger-tuned method can be employed 
where three successive interstages are considered as a design unit and the 
individual interstage resonances are adjusted below, above, and centered at 
the midband IF respectively. Toafford a measure of the improved perform- 
ance of a stagger-tuned IF amplifier we may consider the relative performance 
of a 6-stage IF amplifier of 5 mc over-all band width employing the 6AK5 
vacuum tube. An individual interstage band width of 7.2 mc and an over- 
all gain of 116 db will result from the use of stagger-tuned interstage circuits 
while reference to Table II indicates the synchronous single-tuned design 
would have an over-all gain of only 80 db while the double-tuned design 
would result in an over-all gain of 125 db. The use of a triple stagger-tuned 
design would produce a 6-stage amplifier having approximately the same 
gain performance as the double-tuned example above. 

The choice of the interstage network configuration to be employed in a 
radar IF amplifier must be made considering the circuit efficiency, the gain- 
frequency stability behavior, and with due regard for the ever-present prob- 
lem of maintenance of performance under the field conditions of modern 
warfare. From a standpoint of circuit efficiency alone, it has been shown 
that the synchronous single-tuned interstage network is decidedly inferior 
to the more complex forms, but the obvious simplicity of construction of this 
type and the possibility of adjustment and realignment with simple methods 
available in the field is a strong recommendation for its adoption in military 
radar IF amplifiers. The double-tuned circuit has a considerable advantage 
in circuit performance over the case above, but some portion of this increased 
efficiency must be sacrificed since it is impractical to construct this network 
with adjustable elements. Here the normal variations in interstage capaci- 
tance with replacement of vacuum tubes or aging effects must not be allowed 
to reduce the over-all amplifier performance below the design limit. The 
solution to this problem must be achieved by design of each interstage circuit 
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to obtain a somewhat wider band under average tube conditions so that 
under subnormal but acceptable tube conditions the over-all performance of 
the amplifier is still within requirements. The use of stagger-tuned inter- 
stage designs will also result in increased performance over the basic syn- 
chronous single-tuned variety, but the maintenance of the over-all perform- 
ance of a radar IF amplifier of this type involves relatively complex measure- 
ments not always possible under military conditions. 


2.24 Second Detector Design 


The final conversion of the IF signal to the video form, as required by the 
following radar display device, is accomplished by simple detection or recti- 
fication. For this purpose either a diode rectifier or a triode operating as 
plate circuit detector is usually employed. The second detector design 
follows the practices generally developed for television receivers prior to the 
war. The diode second detector method has the advantage of simplicity 
with no plate supply voltage being required, but the performance of such a 
detector is somewhat limited for the frequencies employed in radar systems. 
The linearity of rectification of a diode depends on maintaining a high load 
impedance relative to the internal impedance of the tube. The external 
load impedance is limited, by the presence of tube and parasitic circuit 
capacitance and the video band width required, to somewhat less than 1000 
ohms for the typical radar case. The internal impedance of the usual avail- 
able diode is of the order of several hundred ohms so that the linearity of 
detection suffers. The low value of the diode load resistance is also reflected 
in the termination of the last IF amplifier stage and affects the gain of 
this stage. 

The plate circuit detector often employed consists of a triode operated 
near plate current cutoff. Here the detector load impedance 1s effectively 
isolated from the plate circuit of the last IF amplifier stage. The linearity 
that can be obtained from this type of second detector is essentially the same 
as with the usual diode detector. 

The polarity of the detected video output signal may be chosen of either 
sign by proper circuit arrangement for convenience in the video amplifying 
and limiting circuits which follow. It is desirable to reduce the amplitude 
of the IF signal which appears at the output of the second detector to prevent 
overload and interference in the video amplifier following. This is accom- 
plished commonly by the inclusion of a low-pass filter of simple form in the 
output circuit of the second detector. 


2.25 Typical Component Designs 
In the military radar system design it has been observed that a maximum 
video output signal of the order of one volt of noise is desirable as a design 
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objective resulting in an over-all gain requirement of the order of 110 db. 
If the radar system employs RF amplification, the entire IF amplification 
may be provided in one unit. However, in radar systems operating above 
1000 mc it has proved advantageous to provide the total IF gain required in 
two separate amplifier sections. The IF preamplifier assembly is commonly 
designed to be mounted adjacent to the crystal converter located in the 
transmitter portion of the radar system and usually consists of two stages 
of IF amplification. The main IF amplifier is usually located at some 
distance from the preamplifier, commonly associated with the indicator 
components of the radar receiver. The main IF amplifier assembly includes 
the second detector circuit and occasionally one stage of video amplification 
is included. 

The IF preamplifier location as described above is quire desirable, elimi- 
nating the need for a long transmission line connecting the IF output circuit 
of the crystal converter to the input stage of the IF amplifier. As has been 
discussed previously, the impedance transformation employed in the IF 
input stage is chosen to realize optimum signal-to-noise performance. The 
output impedance of the crystal converter is normally of the order of 
400 ohms. To assure negligible impedance reflection losses in this circuit, 
any connecting cable employed would have to be designed to present a char- 
acteristic impedance of this order of magnitude which is inconvenient. The 
practical solution as employed in past military radar systems is obtained by 
locating the IF preamplifier in close proximity to the converter. The 
absence of long leads at this IF input stage is also advantageous in reducing 
the interference pickup into this low signal level point. After moderate 
amplification the output of the IF preamplifier is usually fed over a 75-ohm 
coaxial transmission line to the main IF amplifier. 

Figure 28 illustrates the converter and IF preampl!ifier assembly as em- 
ployed on the AN/APQ-13 and AN/APQ-7 airborne radar bombing equip- 
ments operating at 10,000 mc. The local oscillator and silicon crystal con- 
verter are arranged in a manner similar to a basic type previously described 
in this paper. The IF output of the crystal converter is introduced directly 
into the preamplifier assembly without exposure. This preamplifier 1s 
arranged to offer two stages of amplification employing the 717A pentode 
and using a double-tuned input, interstage, and output network. Figure 29 
indicates the circuit arrangement. The gain of this IF preamplifier is 30 db 
and an IF band width of 6 mc is provided. The output transformer network 
is arranged to operate into a 75-ohm coaxial transmission line. It should be 
observed that provision is here included to disable the preamplifier by appli- 
cation of a positive pulse to the cathode circuit of the second amplifier tube. 
This feature reduces the gain of the IF preamplifier during the short interval 
coincident with the outgoing radar pulse, which assures that the TR tube 
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This equipment design features short and rigid connections and the use of 
silvered-mica button-type by-pass elements which are mechanically an- 
chored in slots cut into the chassis and soldered in place. The entire unit is 
arranged to plug into a multipin socket which supplies all power and receives 
the video signal output. The IF signal input is arranged for plug-in connec- 
tion at the opposite end of the chassis. 

The adjustable inductance elements shown are wound on forms having an 
approximate diameter of }” and the small variation in inductance required 
to compensate for circuit variations is achieved by the use of tuning screws 
as illustrated. These coils are adjusted in manufacture by a comparison 
technique employing factory standards of the same form. The completed 
amplifier is aligned with mean capacitance tubes and all tuning screws locked 
and sealed. Sufficient design margin of gain has been included in this design 
to enable meeting the radar system gain requirements with a complete set 
of ‘‘low-limit’’ tubes. 


2.3 The Radar Video Amplifier 


The video amplifier of the radar receiver, which follows the IF amplifier 
and second detector, has as its function the final preparation of the received 
and detected signal for display. This process involves amplification of the 
signal in its now video form, introduction of additional coordinate signals 
and wave forms required for proper display, and often includes modification 
of the original amplitude characteristics of the signal itself to enhance the 
presentation. The radar video signal is quite similar in many respects to the 
television video signal and the circuit technology, therefore, parallels the 
television art in many respects. Two characteristics of the radar video 
signal result, however, in somewhat less stringent demands on the radar video 
amplifier design. The lowest frequency of concern in radar video practice 
is related to the repetition rate which rarely is found to be less than 250 pps., 
while it is customary to design television systems to adequately transmit 
signals of the order of 1 cps. The requirement of faithful reproduction of the 
radar pulse shape is usually of secondary importance; the quality of presence 
alone usually sufficing to meet the radar system design objective. In certain 
fire-control radar systems, however, the radar system band width must be 
adequate to reproduce the received pulse to an exactness of the order main- 
tained in standard television practice. In general these somewhat reduced 
transmission requirements for radar purposes result in a desirable economy 
of circuit elements and power consumption. 


2.31 Gain-Frequency Considerations 


The limiting performance of a video amplifier can conveniently be evalu- 
ated by a consideration of the transmission problem at the extremities of the 
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video band of frequencies. At high frequencies the gain-frequency char- 
acteristic of a video amplifier stage employing pentodes as illustrated in 
Fig. 33 is given by 
8m Ri 
V1 + f2/fR 


where fz represents the frequency at which the relative gain has been reduced 
3 db over the value achieved at the video midband region. This cut-off 
frequency relationship is similar in form to that encountered in the radar IF 
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amplifier design previously reviewed. In the video amplifier design the 
vacuum tube band merit B, again determines the limiting performance of the 
amplifier, but since the associated video interstage circuit elements con- 
tribute considerably to the total circuit parasitic capacitance by reason of 
their large physical size, the effective band merit of a vacuum tube for video 
purposes must be considered in terms of the total tube and circuit capaci- 
tances. The additional consideration in vacuum tube choice for radar video 
amplifiers is one of load capacity, since the output signal voltage required 
for indicator use may range upward to several hundred volts. 

In a somewhat analogous manner to the relationships discussed inthe 
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design of IF amplifier interstage networks, the video amplifier performance at 
high frequencies can be improved by the use of more complex 2- and 4-termi- 
nal interstage networks. In military radar systems, however, the added 
performance realized is more than offset by the undesirability of the addi- 
tional circuit elements required and the more complex maintenance problems 
that arise, so that usually only the simple resistance-coupled interstage 
design is encountered in radar systems. 

At the low-frequency extreme of the video band the gain performance of 
the simple video amplifier is related to the product of the series interstage 
plate-grid coupling capacitance and the input resistance of the following 
grid circuit. The low-frequency cut-off of a video amplifier is again defined 
as the frequency where the gain has fallen 3 db over the value at midband 


frequencies and is given by f; = The highest value of Rg that can 


24RoC. " 
be employed is related to the grid current characteristics of the vacuum tube 
chosen. The use of a large value of C, is undesirable for two reasons. 
First, the interstage shunt parasitic capacitance increases as a physically 
larger condenser is employed, which results in poorer high video frequency 
performance. Second, the use of large coupling capacitances is undesirable 
from the standpoint of increase in susceptibility to blocking or paralysis in 
the presence of large signals or enemy jamming. The low-frequency gain 
response can be improved by certain proportioning of the plate, screen, and 
cathode by-pass elements also resulting in somewhat less possibility of un- 
desirable feedback through the common power supply impedance. 

In certain military radar system designs, multistage negative feedback 
video amplifiers have been employed. Here considerably greater trans- 
mission band width may be realized with the simple interstage network 
design and an order of improvement in stability results. The feedback 
amplifier design in these cases usually involves common cathode feedback 
impedance between the first and third stages. 


2.32 Gain-Amplitude Considerations 


The use of nonlinear gain versus amplitude characteristics in a video 
amplifier is a condition peculiar to the radar system and represents a con- 
siderable departure from established television practice. The factors that 
indicate the desirability of this treatment of the signal involve the behavior 
of the amplifier under the extreme range of received radar and jamming 
signals encountered and the electro-optical characteristics of certain radar 
indicator cathode-ray tubes. 

Definite amplitude limiting of the video radar signal is commonly included 
in military radar systems. By introducing amplitude limiting at an early 
part of the video amplifier, complete amplifier paralysis is avoided when 
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extremely large overloading signals are encountered. These signals may 
represent strong radar return echoes from objects in the vicinity of the radar 
antenna or may be due to enemy jamming signals. The ability of the radar 
receiver to recover in a short time following such serious overloading is an 
extremely important design consideration. In the case of jamming signals 
of a continuous-wave or long-pulse form, their effectiveness can be minimized 
by the inclusion of a high-pass network at the input of the video amplifer. 

In the case of radar systems which employ intensity modulated displays 
of the B, C, and PPI forms the maximum useful brightness that can be 
attained is limited by ‘‘blooming,” a phenomenon in which the cathode-ray 
tube spot on the fluorescent screen undergoes a sudden defocussing when the 
brightness is increased beyond a critical value. In addition, halation effects 
are quite pronounced in these long-persistence cascade layer screens and 
contribute to an undesired masking effect when large areas of extreme bright- 
ness are encountered. In these cases it 1s extremely important to limit the 
maximum amplitude of the signal that can be impressed upon the indicator. 
The usual radar video amplifier includes an amplitude limiting stage located 
early in the amplifier chain whose operating conditions are such as to be 
driven to plate current cut-off by signals which exceed a preselected 
amplitude. 

The range of useful brightness of the cascade screen radar indicator is 
severely limited in comparison with the extreme amplitude range of the 
received radar signals. As has been discussed, the maximum useful bright- 
ness has been seen to be limited by halation and defocussing effects while the 
minimum brightness threshold is controlled by halation and ambient viewing 
conditions. These limitations of the viewing tube result in a criticalness 
of adjustment required of the radar operator to achieve the optimum per- 
formance of the radar system. In an effort to improve the general repro- 
duction efficiency of the military radar system, several circuit forms have 
been devised whereby the amplitude of the indicator signal is related to the 
received radar signal in a nonlinear fashion. In certain instances two paral- 
lel amplifier paths have been provided where one path operates in a normal 
fashion until overload is reached when the second transmission path, de- 
signed to properly transmit the higher amplitude signals, becomes effective. 
In this manner two relatively linear amplification regions are provided with 
a step or amplitude limiting region interposed. Such a nonlinear circuit 
arrangement has been referred to as “‘duo-tone’’, indicative of the two 
reproduction regions employed. Another video nonlinear characteristic 
which was employed in a certain airborne radar bombing equipment de- 
veloped toward the end of the war was of a logarithmic form realized by a 
two-path amplifier design. In general this nonlinear treatment of the 
radar signal amplitude has proven capable of reducing the critical adjust- 
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ment which has in the past been required of the radar indicator and in this 
respect has contributed some measure of improved performance under 


military operating conditions. 
2.33 D-c Restoration Methods 


It is pertinent to examine the exact form of the video signal encountered 
at the output of the video amplifier as it exists available for indicator use. 
The presence of series coupling condensers in the video amplifier has re- 
moved the d-c component from the signal as detected and, therefore, the 
average value of the signal is zero. In this form the amplitude of the posi- 
tive and negative signal excursions are dependent on the form of the signal 
itself. If such a signal is impressed upon an indicator of the intensity 
modulated type the average brightness of the scene will remain constant, 
and the presence of several large amplitude signals will tend to drive any 
accompanying weak signals below the useful reproduction threshold and 
effectively fail to reproduce them. In the case of an A-type display where 
the video signal deflection modulates the beam, the no-signal base line will 
assume a position on the screen dependent on the video signal form. For 
these applications it is required that the d-c component be restored to the 
signal before display. In many other parts of the radar system d-c restora- 
tion is required to enable utilizing to the fullest extent the load capabilities 
of vacuum tubes under the conditions of varying duty cycles of the im- 
pressed wave forms. In sweep circuit design a considerable economy of 
power is achieved by operating the amplifier tubes at or near plate current 
cut-off for no-signal conditions. Through the medium of d-c restoration, 
the signal excursions are confined to positive regions only and then regard- 
less of the duty cycle the signal range of amplitude impressed upon the tube 
is maintained within desired limits. 

Figure 34 illustrates three circuit forms which are employed to “re- 
insert” the d-c component of an a-c video signal. The diode restorer com- 
monly employed in radar systems is shown in Fig. 34a. The impressed 
input wave, assumed to have an average value of zero as shown, will cause 
the diode to conduct whenever the signal polarity is negative. During this 
diode conducting period the condenser C will be charged rapidly, the full 
effective negative peak signal voltage appearing across its terminals. Dur- 
ing the following positive excursion of the signal this voltage difference 
will be applied effectively in series with the signal. The time constant 
RC is chosen large with respect to the period of the signal: repetition rate 
and thus maintains this additive bias for the remainder of the signal cycle. 
Since the effective time constant during the diode conducting period is 
extremely small] valued, limited only by the conductive internal resistance 
of the diode itself, an extremely small negative excursion time will suffice to 


Google 


424 RADAR SYSTEMS AND COMPONENTS 


restore the grid circuit to reference zero potential. This particular d-c 
restorer circuit form is referred to as a positive restorer, indicative of the 
final polarity of the restored signal. A simple reversal of the diode elements 
will reverse the polarity of the restored signal. 

Figure 34b illustrates the usual radar circuit form of a negative d-c 
restorer where the diode is eliminated, the normal vacuum tube grid circuit 






SIGNAL 
INPUT 


SIGNAL 
INPUT 
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Fig. 34.—Typical D-c Restorer Circuit Forms. Simplified schematic diagrams. 


serving here to fulfill this function. Here again an impressed signal form 
having an average value of zero is assumed, and a negative polarity re- 
stored signal is desired at the grid of the amplifier tube. During periods 
of positive excursions of the input signal the vacuum tube grid will conduct 
since it is normally operated at zero bias. The series condenser C is ac- 
cordingly charged relative to the positive signal peak amplitude and this 
value of potential will be additively combined with the signal during nega- 
tive excursions in a similar manner to the diode restorer action just de- 
scribed. 

A third form of d-c restoration is known as a clamper or synchronized 
d-c restorer and is illustrated in Fig. 34c. Here a diode bridge circuit 
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is arranged to be normally nonconductive except during the application of 
a clamping pulse bias introduced as shown. During this clamping interval, 
the grid circuit point of the condenser is re-established to reference poten- 
tial by the low impedance of the conducting diode circuit. At the time of 
decay of the clamping pulse wave forms the operation of this circuit follows 
the principles of the d-c restorer types just described. This circuit has 
been employed less extensively than the preceding simple d-c restorer 
methods because of the relatively more complex arrangement, but has an 
advantage in that the impressed signal may be clamped to a convenient 
reference potential at any particular repetitive point in the cycle. 


2.34 Typical Radar Receiver Video Amplifier Circutts 


The radar receiver video amplifier signal output is required to modulate 
the indicator by either position or intensity change. In the A type of 
display the video signal is usually impressed upon a pair of vertical de- 
flection plates of an electrostatic type of cathode-ray tube to present the 
amplitude characteristics of the signal while the range to the target is 
displayed as the horizontal coordinate. The maximum video signal am- 
plitude required here to deflect the beam satisfactorily is usually of the order 
of several hundreds of volts. In the case of B, C, and PPI forms of display 
the radar video signal is required to intensity modulate the cathode-ray 
tube. Here a maximum video signal amplitude of 50 volts is commonly re- 
quired by the radar indicator. 

In certain military radar system applications it is desirable to locate the 
indicator component at some distance from the main radar receiver and 
video amplifier assemblies. This requirement is commonly encountered 
in large naval vessel installations where the main radar components may be 
located below deck and the indicator mounted as a part of the gun pointing 
mechanism. In such cases video amplifier designs employing video trans- 
former coupling between the output amplifier stage and a coaxial trans- 
mission line and between the line and the indicator circuit proper, have 
proven to be entirely successful. 

The development of video pulse transformers for radar purposes repre- 
sents a considerable advance in the art of communication transformer de- 
sign. The greatly improved wide frequency band performance of these 
components is the result of the employment of improved magnetic core 
materials such as supermalloy having relative permeabilities upward of four 
times that available in the permalloy materials, improved techniques of 
coil winding distribution, and the use of additional network elements in the 
final configuration. Figure 35 illustrates the constructional features of 
such a video pulse output transformer which has a band width extending 
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A-type indicator which was employed for certain conveniences in operation 
and maintenance of the equipment. This circuit design includes a main 
video amplifier for the ground plan indication and a separate amplifier for 
the A-type display, both of which are of the negative feedback type. The 
limiting amplifier is included as the second stage with negative d-c restora- 
tion included in this grid circuit and diode d-c restoration at the grid of the 
last stage. To provide sufficient output signal level with the wide video 
band width required it was necessary to employ two 6AG/7 tubes in parallel 
in the final output stage of the main video amplifier. The local indicator is 
fed from the plate circuit while the remote navigator’s display is fed by 
means of a low impedance coaxial transmission line. The video gain control 
is essentially an adjustment of the video amplitude limiting level, the actual 
signal amplitude being previously adjusted by the IF amplifier gain control. 
The over-all gain of the main video amplifier is approximately 32 db with a 
band width of approximately 5 mc. The over-all gain of the A-type display 
amplifier circuit is approximately 43 db with a useful band width of ap- 
proximately 6 mc. 


2.4 The Radar Indicator 


The radar indicator assumes a position of extreme importance in the 
components of the radar receiver. Here with a few specific exceptions all 
of the electrical information which has been obtained regarding the area 
under observation is finally correlated and converted into an optical display 
for use by the radar observer. In the discussion thus far, only the received 
radar microwave signal properly selected, amplified, and finally converted 
to the video form has been discussed in detail. The preparation of the addi- 
tional coordinate and reference data necessary to properly present the com- 
plete scene is reviewed in the following sections. In this section the charac- 
teristics of the presentation will be reviewed from the standpoint of the 
requirements imposed by the various radar applications. The electro- 
optical characteristics of the display device are also discussed. 


2.41 Classification of Radar Display Types 

The number and types of display methods which have been developed for 
military radar systems during World War II are the result of the varied 
specific applications to which radar has been subjected. These types of 
displays are in general related directly to the functional classification of 
military radar systems previously discussed. It is of interest to consider 
at this time the various types of indicators which have become common in 
the radar field. Figure 37 illustrates the basic characteristics of the most 
important types of radar presentations. 

Basically the three coordinates which determine the position of the target 
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in space and which are determinable from a single radar observation loca- 
tion are the range to the target, azimuth angle with respect to a chosen 
direction axis, and elevation angle as measured from a convenient reference 
plane. The classification of radar displays shown in Fig. 37 results from the 
fact that the only available and convenient display device has the property 
of resolving only two such coordinates simultaneously. The radar display 
problem is then one of selecting the most important two coordinates for the 
specific radar application and choosing the presentation means accordingly. 
For example, if the radar system under consideration is to be employed on a 
surface naval vessel against similar naval vessel targets, it follows that 
elevation angle radar information is redundant and, therefore, type-A or B 
display patterns are quite satisfactory and are in fact the typical presenta- 
tions which have been universally employed for surface target fire-control 
applications. The basic A-type indicator presents range-only data, but 
for fire-control purposes a modified form is often employed with lobe switch- 
ing by which accurate training of the radar antenna is possible and bearing 
information is thus secondarily obtained. 

For airborne radar search and bombing applications the presentation 1s 
concerned with targets, one coordinate of which is known by other than radar 
means. Since all targets of interest are in this case located on the ground 
plane, the relative location of which is determinable by reference to the al- 
timeter and a gyroscopic artificial horizon within the aircraft, it 1s sufficient 
here to present all information as a 2-dimensional map. The presence of 
targets and to some extent their composition is observable as an intensity 
modulation of the field of view. For this type of application the PPI or its 
more exact successor the GPI form of presentation is extensively employed. 

For military radar applications where fire-control information is desired 
pertaining to targets which are not confined to a definite plane all three de- 
terminable coordinates must be known and, therefore, presented to the radar 
observer. In certain instances this requirement has been fulfilled by the 
use of multiple displays each presenting the information regarding one or 
two coordinates and in cases where gun training is accomplished through 
separate operators for each coordinate axis, range, bearing, and elevation, 
this method has proven entirely satisfactory. During World War II the 
fast moving and highly maneuverable aircraft target has required a more 
direct and, therefore, faster system of gun pointing. In these cases, the 
operator has been provided with a display which electronically duplicates a 
sighting telescope and which merely requires the operator to position the 
gun (and associated radar antenna) until the target image is centered. To 
introduce a measure of range to the target the size or form of the target 
“spot” is often varied in accordance with the range data. For defense 
against low-level aircraft attacks this admittedly crude range information 
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has proven quite satisfactory. Similar presentation methods developed 
for airborne aircraft interception radar equipments have employed, in 
addition, separate instruments to notify the pilot or gunner at the time when 
the range to the target was proper for firing of the guns. Another variation 
in method of obtaining accurate range information simultaneous with the 
elevation and azimuth data is through the employment of automatic range 
tracking. In this case after identification and selection of the target has 
been made and the initial coincidence accomplished, the operator is then free 
to track in elevation and azimuth with the automatic tracking device con- 
tinuing to furnish the changing range data to the gun. 

Figure 37 indicates the fact that included in these display forms are varia- 
tions which are a function of the deflection coordinates peculiar to the display 
device itself. The factors which determine this choice are related to the 
required form of the presentation from the standpoint of military use, the 
characteristics of the particular display device available and the mechanical 
form of the antenna scanning system. 

It should be observed that a number of minor variations in the exact 
presentation is available to the radar system designer within the general 
classification indicated in Fig. 37. As mentioned previously, the A-type 
display may be modified to indicate azimuthal pointing errors. In this case, 
sometimes referred to as a K-type display, the radar system employs an 
antenna capable of producing two beams of radiation, available one at a 
time, with azimuthal bearings differing by the order of the beam width. 
Two signals, each of which is associated with one position of the radiated 
beam, are displayed in the basic A-type form with one slightly displaced in 
the range coordinate with respect to the other. By “steering” the antenna 
until the amplitude response of the desired target appears equal for each 
image, the target bearing is determined as the direction line bisecting the 
two antenna lobes. 

It is often desirable to limit the display to a small area or to a small se- 
lected range interval to enable magnification of this particular portion of the 
scene. The accurate measurement of range for fire-control purposes can 
be accomplished on a conveniently small indicator screen by expanding only 
a selected small range interval of interest. The loss of information at otber 
ranges under these conditions is unimportant. In certain airborne appli- 
cations it is desirable to present large area information for navigational 
purposes, but at the time of starting the radar bombing attack the area ol 
interest is limited to a narrow sector extending outward from the plane in 
the direction of the attack. Here a selected sector may be expanded with a 
probable increase in accuracy of individual target identification and final 
bombing accuracy. 

In the “range only” classification of Fig. 37 the J-type of display has an 
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advantage of expansion of the range information by a factor of approxi- 
mately three times for the same size screen. The A and J types are em- 
ployed extensively in fire-control radar equipments. 

In the range versus azimuth class of radar presentations the B scan his- 
torically preceded the other forms shown. Its application was found 
originally in airborne radar systems for interception purposes. It was com- 
monly employed in conjunction with an auxiliary C-type indicator for 
target elevation determination. The B type of display suffers from a dis- 
tortion due to the reproduction of polar coordinate information directly 
on a rectangular coordinate field. This particular form of distortion is not 
of major importance where only a few isolated aircraft targets are to be dis- 
played, and in the case of guiding an aircraft to intercept the target the 
relative expansion of the azimuth scale at short ranges may be a slight 
advantage. When the B type of presentation is employed for navigation 
and observation of ground features this inherent field distortion becomes 
very objectionable when map comparisons of the radar image are required. 
The B type of display has also been employed extensively on narrow 
sector rapid scanning naval fire-control radar systems. 

The plan position indicator (PPI) type of display was developed to over- 
come the objectionable distortion of the B-type display and to afford a 
method of presenting a 360° azimuthal pattern when rotating antenna struc- 
tures were employed. This form of display essentially replaced the B-type 
display for aircraft search radar systems and has been since universally 
employed for ground and naval vessel search systems. Here the linear range 
trace on the screen is directed outward from the center of the tube, its 
radial position being synchronized with the instantaneous bearing of the 
scanning antenna. The map presentation is exact for ground and naval 
vessel radar locations and for low-flying aircraft radar systems the dis- 
tortion is negligible, since the slant radar range to the target at low altitudes 
is essentially comparable to the range as measured on the ground plane. As 
the altitude of a radar equipped aircraft is increased, the map distortion of 
the simple form of PPI display also becomes quite objectionable and several 
modified forms of this display can be employed to improve the presentation. 
One of these involves delaying the time of start of the linear range sweep by 
a time interval corresponding to the propagation time of the radar pulse to 
the ground and return. In this manner a simple but desirable improve- 
ment in display is realized. As the military requirements during the later 
period of the past war became more exacting with the emphasis on high- 
altitude radar bombing, the remaining distortion of the delayed PPI presen- 
tation was found undesirable, and the necessity for accurate map display 
directly beneath the aircraft resulted in the development of the ground plan 
indicator (GPI). In this type of display the range trace is deflected as a 
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nonlinear function of time; its exact time function being dependent on the 
altitude of the aircraft. The altitude information is obtained from the air- 
craft altimeter and may be manually or automatically introduced into the 
radar receiver to produce the proper form of sweep function. These modi- 
fied forms of PPI presentation were employed extensively in the large bomb- 
ing through overcast radar program which attained a status of major 
importance toward the later portion of World War II. 

The elevation versus azimuth classification of display forms is essentially 
restricted to fire-control and aircraft interception radar applications. As 
previously noted, the C-type display was developed early in the military 
radar program and has somewhat the same characteristics as the B scan in 
terms of the distortion which results in the display of polar coordinate data 
in a rectangular coordinate field without proper mathematical conversion. 
In the case of aircraft interception radar applications, this type of display 
is quite satisfactory and has been employed quite extensively for this 
purpose. 

The moving spot (MS) form of radar display is usually associated with 
a radar system in which conical scanning or lobing is employed. Here the 
source of radiation of the antenna is arranged and rotated so as to provide 
a beam whose path describes a cone. If the target is located on the axis of 
this cone of radiation the signal response will be essentially constant for all 
instantaneous positions of the beam. If the target is positioned to one side 
of the cone’s axis the received radar signal will be modulated at the fre- 
quency of the conical scanning process and the degree of modulation will be 
related to the angle between the conical axis and the bearing toward the 
target. This modulation information is utilized within the radar receiver 
to position an optical image on the face of the indicator screen in accordance 
with the direction of the target. In radar systems employing this form of 
indication the observer positions his radar antenna, and accordingly the 
associated weapon, to center the target image on the indicator. Mechanical 
or electronic cross hairs are employed as the reference axis. A measure of 
range to target information is often introduced into this form of display 
by assigning an arbitrary but distinctive size or shape to the target spot 
which can be varied in accordance with the range to the target being ob- 
served. 


2.42 The Cathode-Ray Tube 


The cathode-ray tube is without serious competition as the ideal radar 
indicator, primarily because of its unique high-frequency electro-optical 
response characteristic. Since the radar presentation requirements are not 
unlike those encountered in television practice, it is natural that the cathode- 
ray tube development for radar purposes should have progressed along simi- 
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dinate display system is here accomplished by magnetic deflection fields 
perpendicularly disposed and produced by a pair of deflection coils located 
at the junction of the neck and bulb as shown. In the polar form of dis- 
play (PPI) usually only one deflection coil is employed for the production 
of the radial sweep, the angular deflection being produced by rotation of this 
coil about the neck of the cathode-ray tube in synchronism with the rotation 
of the antenna. 

It is of interest to compare the relative characteristics of the electrostatic 
and the magnetic-type of cathode-ray tubes from the standpoint of their 
application to radar indicators. The electrostatic-type of cathode-ray 
tube has a distinct advantage of lighter total weight for the tube itself and — 
the associated deflection circuits required, which in the case of airborne 
radar equipment design is an important factor in its favor. In general, it 
is desirable to present a large radar display field. For the larger diameter 
cathode-ray tubes the magnetic-type tube has an advantage of shorter 
over-all length’ which has proven an important equipment design factor for 
airborne radar equipment where the available operating space is severely 
limited. The magnetic-type cathode-ray tube requires weighty focussing 
and deflecting assemblies and large power supplies to furnish the heavy 
deflection current required, but because of the higher anode voltages which 
may be employed here, the screen brightness achieved is considerably greater 
than that available in the usual electrostatic type of cathode-ray tube. If 
the anode potential of an electrostatic type of cathode-ray tube is increased 
and hence the screen brightness, the deflection sensitivity is seriously im- 
paired and a difficult deflection amplifier design results. From a deflection 
point of view, it is possible to achieve somewhat better performance in re- 
producing extremely high-speed sweeps by employing an electrostatic-type 
of indicator which has somewhat less serious parasitic elements which act 
to limit the high-frequency response. The final choice of type of cathode- 
ray tube for the radar indicator is dependent on the specific detailed con- 
siderations of the system in hand. No general and fast rules governing this 
decision are evident. 


Characteristics of the Fluorescent Screen 


The fluorescent screen of the cathode-ray tube upon which the final radar 
information is converted into the desired visual form consists of a deposit 
of certain materials which exhibits fluorescence when bombarded with a 
high-velocity electron stream. Phosphorescence, the continued emission 
of visible light after bombardment has ceased, is also a property of all of 
these screen materials. These screen materials, referred to as “phosphors”, 
have characteristics dependent on their physical form as well as their chem- 
ical composition. 
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Two general types of phosphors have been commonly employed in military 
radar systems classified according to their phosphorescence characteristics. 
The medium persistence class of phosphors exhibit decay times of the order 
of milliseconds and are composed of a single layer of Willemite (zinc ortho- 
silicate). This type of screen. exhibits a green luminous response and is 
employed extensively in reproducing high-speed wave forms such as encoun- 
tered in high-speed scanning systems, and for general A-type presentation 
purposes. The visible light output decays to the order of 1% of its initial 
value in approximately 50 milliseconds after electron excitation ceases. 
For photographic purposes other phosphor compositions of the same per- 
sistence class whose useful light output has a higher actinic value are com- 
monly employed. 

The long-persistence phosphors are composed of two layers of screen mate- 
rial which combination exhibits sustained phosphorescence, the visible light 
output decaying very slowly after cessation of bombardment. The double 
layer or cascade screen consists of an innermost layer subject to the direct 
influence of the electron stream which is Composed of a silver activated zinc 
sulphide and a second layer adjacent to the glass envelope which consists of 
copper activated zinc cadmium sulphide. The first-named material 
fluoresces with an extremely brilliant blue light under bombardment and 
exhibits a rather rapid decay characteristic. The second layer is in tum 
excited by the blue radiation from the first layer and responds with a yellow 
visible emission which persists for a matter of several seconds after excita- 
tion ceases. The initial blue flash is appreciably absorbed by the second 
phosphor layer, but usually further optical attenuation is required to prevent 
eyestrain and degradation of night vision of the observer. This is commonly 
provided by the use of an amber optical filter placed over the screen face. 
The long-persistence characteristics available in this type of tube have 
proven invaluable in military radar systems which feature slow antenna 
scanning. In many of these systems the time between successive scans of 
the target may be of the order of a second or more and only through the use 
of the cascade-type long-persistence tube can the image be retained for this 
period of nonexcitation. Another property of the long persistence class of 
cathode-ray tube screens which is of advantage for radar purposes is an 
accumulative increase in brightness with successive scans of the target. 
Since the target image is usually repetitive as regards position on the screen, 
the image brightness will increase with successive scans while because of the 
random character of noise no such increase in noise image will result, and a 
small but evident signal-to-noise improvement obtains. The long-persist- 
ence type of screen characteristic is employed in the majority of military 
radar indicators of the B, C, and PPI-types. 

Another general characteristic of the cathode-ray tube screen which influ- 
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tions during the past war. The deflection coils illustrated include both air 
and permalloy core structures as used in rectangular and polar types of 
displays. Where the radar system involves extremely short time interval 
sweep wave forms, the maximum inductance which can be employed in the 
deflection coil is limited by the power supply voltages available, and in these 
indicator designs the air-core type of deflecting coil is usually employed. 
Where the sweep wave form is relatively slower the permalloy core types 
have been extensively employed with an effective improvement in deflection 
sensitivity. For the PPI form of display a toroidal coil structure has been 
devised which contains two distributed windings connected in an opposing 
sense. The internal leakage flux of such a structure is essentially uniform 
and, therefore, satisfactory for magnetic cathode-ray deflection purposes. 
The usual PPI type coil structure is arranged to mount within a large ring 
ball bearing to enable rotation around the neck of the tube with provisions 
being included on the coil housing for slip rings to afford connection to the 
deflection coil proper. 

With the increased emphasis on extremely accurate radar presentations, 
which developed during the later war years especially in connection with the 
radar bombing program, the design and manufacturing tolerances allowable 
in connection with the large scale production of these magnetic deflection 
coils were severely reduced. Figure 41 illustrates the constructional details 
of a deflection coil as employed in the AN/APQ-7 radar bombing equipment. 
The presentation in this instance is of the GPI type employing rectangular 
coordinate deflection and extremely fast sweep wave forms. This deflection 
coil structure employs accurately formed open air-core windings which are 
initially adjusted and cemented to concentric phenol plastic cylinder forms. 
This design features a vernier rotation adjustment of the horizontal and 
vertical pairs of coil assemblies to meet a manufacturing scanning require- 
ment of 90° + 0.5°. 

Two examples of focussing and centering structures for magnetic-type 
cathode-ray tube radar indicators are included in Figure 40. The focus coil 
consists of a simple winding located axially about the neck of the tube with a 
shielding magnetic structure containing an annular air-gap which restricts 
the external field to a region including the cathode-ray tube electron beam. 
This structure is designed to produce a uniform magnetic field distribution 
in the complete area of the beam to avoid defocussing effects. In certain 
early-design airborne radar equipment applications where the equipment 
was subjected to extreme variations in ambient temperature over short 
periods of operation some difficulty in maintaining optimum focus was 
experienced. This defocussing, due to the change in coil resistance with 
ambient temperature and in part to dissipation in the winding proper, is 
minimized in the designs shown by the introduction of a varistor element 
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interference by the neck of the tube with the deflected beam such off-center 
display deflecting structures are mounted close to the junction of the neck 
and bulb of the cathode-ray tube. 

As indicated previously the blue-flash characteristic of the excitation of 
the first layer of the cascade-type screen is usually reduced in intensity 
through the use of an optical filter placed between the screen of the cathode- 
ray tube and the observer. These optical screens are usually constructed of 
an amber-colored transparent plastic whose particular optical transmission 
characteristics are chosen in accordance with the particular phosphor and 
speed of scanning employed. It is common practice to engrave general 
range and direction reference lines on such screens, and in many cases 
variable edge lighting of these engraved screens is employed to enhance the 
display. 

In certain applications of radar, namely, airborne reconnaissance and 
bombing operations, it is desirable to obtain a photographic record of the 
display to be used for training, briefing, or damage assessment purposes. It 
is customary in these cases to employ a stop-frame moving picture camera 
attached to the indicator and exposed periodically as desired. Figure 43 
indicates the design of a radar indicator viewing attachment which was 
employed in connection with an airborne bombing radar equipment toward 
the end of the past war. In this design a partially silvered mirror is located 
at a 45° angle with respect to the axis of the cathode-ray tube. An illumi- 
nated image of an adjustable course marker located below the mirror is 
observed superimposed upon the radar presentation with negligible parallax 
distortion. A portion of the light of the radar image is also reflected from 
the surface of the partially silvered mirror, and together with the direct 
image of the course marker is available for photographic recording by the 
camera mounted as shown. Automatic exposure at any preselected time 
interval is provided, the exact exposure time being controlled by impulses 
derived from the azimuthal scanning mechanism of the radar antenna. The 
photographic recording of radar displays has become a matter of prime im- 
portance in the modern military operations and has added another consid- 
eration for the military radar indicator designer. 

Figure 44 indicates an equipment arrangement of a PPI indicator as 
employed in the AN/APQ-13 radar bombing system. In this system the 
indicator is designed for convenient overhead mounting in the restricted 
radar operating space available in modern bombing aircraft. The deflection 
coil in this equipment is rotated about the neck of the 5” diameter long- 
persistence cathode-ray tube by a geared selsyn motor energized from a 
similar selsyn unit mechanically linked to the rotating radar antenna. Per- 
manent magnet focussing and centering is employed in this particular indi- 
cator. Figure 45 illustrates a somewhat similar packaging arrangement for 


Google 


“\wolcaror: Uapsinn® 


(ce 


DeALE “4 Lianahaar pie 


ve FG 


2° 


ee SC Ua 













one 


. 


Q SATHEIE ay sub” 





niet St 


os 


sire Lanes 





‘THE RADAR RECEIVER ; Wie ase 


yt 





an aitborne radar love-altitude brastbiiig: equipment as ‘emploged extetisiv GHEE 

. daring the past war. Here the display. emplayed i is of the B vanety. aulieing Be a 
ASP: Jong-persistence rathode-tay tube; The focussing. asd “pentenng 
magnetic fields here are produced by coils: located aa shown. ‘The azinytt 
sweep voltage i is obtained hy meats ata potentiomet: er: wechianically cewel 
te the sector scanning auieana. . 








vona. ‘The permanent wif asis defection of the © 

“zero range line of the B display is hen: obtained by the use of @ permanent 

Magnet yoke mounted ; at vhs Timetion. a the neck De. bulb of wie eathode: 

Fay. abel Ge: | see 4 
- Bigure 46 license rm Aplkal foal a an 6 Adie indicator as ie daraloned 

for PE SH Naval sod aoe Ve mobile Rre-contigl Breer shige Ti 








‘ 


oe WORE is azimoths fsicing ¢ eter aa 
| ‘Saige ‘conttinuous s rotation ri the antenna. for ger erat ‘serch: plirposes: The: 
indicator shown jn Fig, 46 is employed when the lobing system is in pers 8 
-Hor and features: & precision range Sweep as awell as Abe. fill range: tigpisy: Oh 
“The: equipmetit: design here reflects’ the: severe: TEM dinical requirements: ee 
owhich must be eratintia for plectronic cured swhich | is tab be eablayet 3 an. 3 














nw me 


oe t 





: ee The} } ab Seep Cm 


> 8h Pa saat Shee Se ans aS Dy pee eS We eS tare? «Ni Sos! ae: eer 
. The sweep cirenit comp aden of a had receiver are. sears to generate eee 
: cific voltage or current wave forms. necessary to properly display: th a oe i 
ze gadar-received information. in ihe desired form. These wave forme mush 
also be actuated ty or related ta the. various coordinate oF gamputed ‘eines 
pf data furtiisherd te the radar: TECONER. The actual detailed: énohiguration: — 
ne of the circuit tenets dot tite mPa is depepdent on. tis fates ag thes pape 








eas 


5 2 .% ’ ‘s c : ‘ ‘ i & 2.3 - ‘ . yv i “”“ oe ><" + °S-° s , “af 
; 4 igh aime *, { as : J e Feet. 2 ¥ + ’ “ . ~ « q cay us ~eoi _ vf? 
r 4 : . ’ : ” © . - + «eels ‘ . Firneitriesy Trey 
i | | 


“ oS el tes Te 4 A Pret +4 4 a, L> “* " 2 . =e 
7 : A eats >. 2604 . ‘ (. ~ ‘ Ls, * . ids ’ _ . ; ay »¥ y 
q — 25h, ai $'5 a ~ - * . wt - : . . a y a « _ = — ae ¢ 
* a 2 ¥ : . 4 5 + : «¢ ¢ » 4 . e* - ~ as 9 
+ “ ; r ; . ot HOD Bt at Le | Ly 
piaitzcr oy CSOOQTE 3 
i oh . 3.) = wn COC AC hele — Fh, 
“pe WT VE Wer PL Aaa 


Maes 0h ' WADAR R nae AND 








7a ‘ es — BAS 
| if - a wee = 
t , > Tr . 2 = = 
i ‘ ooo we =< = 2-4 = 
q 1 i i A! e Ne _ he ~ - oe 
, a . ae x -. 
' t *' a) , =e rs : cs 
‘ ‘ ox = 
; tj eeedyuth ys 2 ets : 
‘ may ' eivvet a6 “. > =< * J = = 
pa ~~! . 1 oes 
\ j ( fe Av Nth > , Re 
od Tyr d a ten gy , : 
‘ i gig ee hay 
4 j sat Sine s/ 
A ” 9) ie G's 













wl hy! 


' ; Saye 
, ‘ , > he ie vf: 
' ve 


“ey Dah 4g ( set Mt tea a 
+P “ace oatoet at 
| Eins oleh ? Ppt ues 

ett Nera 
AS iF a sf 
eM é 
J 





ft ‘ aoe 
og = 
whe - ore i $2 
Y -s i 
: ta 5 2 ip 7 re 4 


: 
| 


ey 
g 
* _ 
.: ae 
Ss 


+ ™ we 


“~*~ 


ae i 
( - 
a 
oa . oy 
be S47 
L . ee 
on | eee 
“5 , ee 
oh - 
: * 


ve pT 


Tet: weg? 
Gem 
ar 


Swe as 
iy wi : 
fry ; 
4 Se sana rer Sa tke eek toys 
i Pine it Cre ai ue "a 
6 « 7 
— _ at es 7 ‘ 
‘ 
. . : . - _ ~ - Ss oJ 
ut ys A . 
ivr 7 re 
in Ag 
ame Sta pe 
. " a 5 
J > es! bi 
") ~ r Pee ca] 
’ Pt a , 
» 2 ya od 
» " er . 
g at st 
bad a A . ~ ae 
hen be . 
~ 4 *- . 
we - 
a i , 
" at 
| —) - 
any > Es fie 
’ ; 2 ae = 5 a 
os x . yi x é 
i ie , 
. * ba] : 4 
~— yi 
4) 
o* 
~~ 
*¢ 
-- * : 
- ae . 
a * > c 
<« 4 : < 
Se? 4 ~ s+ 
ae ) a ae ‘ 
~~ , ae ater: SST Teter ee ‘ore at ’ ; » , 
-.* mS a ' . . 4-» a - , ~ i 
. . 7 " .” oi >, . .‘ ; Zs ale re \ * ft ep - : x - 
- i . i ¥, A - re ' 3 
TA. Apa MY ae + Em xs 
YS Pe ae 
oy Pes oe t ’ 2 : 








WNIVERSITY OF MICHIG 


THE RADAR RECEIVER 445 


information available and upon the indicator deflection methods to be 
employed. 

The sweep deflection problems may be separated into two quite distinct 
categories dependent on the speeds of operation involved. The slow-speed 
deflection systems originate with the required deflection of the beam of the 
indicator cathode-ray tube in accordance with the instantaneous position 
of the axis of propagation of the antenna structure. Since the antenna 
structures with which we are concerned at radar frequencies are of compara- 
tively large dimensions, their motional velocities are extremely limited and 
accordingly the electrical information describing these slow mechanical 
changes contains only low-frequency components. The deflection problem 
associated with this information, in general, offers little difficulty to the radar 
receiver designer. Commonly employed methods of slow-speed sweep 
deflection include the use of potentiometers, selsyn generators or variable 
capacitors mechanically linked to the deflection axes of the antenna struc- 
ture and associated circuits of relatively simple form whereby the electrical 
changes in the characteristics of these devices are more or less directly 
impressed upon the proper deflection axis of the indicator. In the case of 
the PPI form of display, it is quite common to synchronize the rotation of 
the deflection coil about the axis of the cathode-ray tube with the azimuth 
bearing of the antenna through the use of selsyn motors or servo mechanisms. 
In general, slow-speed sweep deflection problems are associated with bearing 
coordinate data only. 

The determination of range to the target, on the other hand, requires high- 
speed scanning whereby the time interval encompassing the time of propaga- 
tion and return of the radar pulse over the selected range interval must be 
completely displayed upon the indicator screen. The total time interval 
available to deflect the beam for range measurement purposes may extend 
from 2500 microseconds which represents a range measurement of approxi- 
mately 240 miles down to perhaps 6 microseconds representing an expanded 
interval of approximately 1000 yards useful in certain fire-control applica- 
tions. Here, with extremely small times available for deflection purposes, 
the radar receiver designer is faced with difficult circuit design problems 
where the usual negligible parasitic circuit elements now severely restrict 
the circuit performance. In the following discussion, therefore, emphasis 
will be placed upon the design factors involved in the development of high- 
speed radar sweep wave forms. 

The radar sweep circuit can be considered as providing the following 
functions: 

1. Generation of time wave forms. 

2. Generation of display sweep wave forms. 

3. Amplification of sweep wave forms. 
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2.52 The Timing Wave Form Generator 


The generation of the timing wave forms consists of the preparation of 
specific voltage wave forms for use in the following sweep generator in ac- 
cordance with timing information available at the radar receiver input. 
These timing data may consist of a pulse coincident or related to the out- 
going radar microwave pulse serving as a reference for range display or, in 
the case of direction sweeps, may consist of signals related to the instanta- 
neous position of the antenna. 

The basic wave forms employed in this connection consist of rectangular 
pulses where the duration of the pulse may be controlled to serve as a 
measure of time, extremely short-duration pulses useful as time markers, and 
various combinations of these. In general, these wave forms are character- 
ized by their nonsinusoidal form. The generation of these nonsinusoidal 
wave forms is accomplished by a number of specialized electronic circuits, 
which though apparently quite complex can be resolved generally into a 
combination of relatively simple basic circuit forms. 


The Multivibrator 


The “trigger” or multivibrator circuit was developed nearly thirty years 
ago and provides the fundamental circuits for the sweep circuit designer. 
Figure 47a illustrates a simple historical form of a trigger circuit which is 
of the Eccles-Jordan type. The essential current-voltage relationship which 
characterizes this circuit and all circuits employed for this purpose is a nega- 
tive resistance characteristic which exists over a limited portion of the 
operating range of the device. In the case of the electronic circuit shown in 
Fig. 47a this negative-resistance characteristic is bounded by two stable 
limiting conditions. Referring to the trigger circuit of Fig. 47a, the chrono- 
logical order of operation can be described as follows: Assume J’, is con- 
ducting a somewhat larger current than V; so that the potential at the plate 
of V; is lower than the corresponding point at V2 due to the voltage drop 
across the plate resistor RK; This condition further implies that the grid 
potential of V2 as determined by the connection from the plate of V; through 
the coupling resistor R; is lower than that at thé grid of V;. Similarly the 
grid potential of V; is at a higher positive potential, due to its connection 
with the plate of V2. The action is cumulative and results in stablizing the 
circuit under the condition where the plate current of Vz is entirely cut off 
and the voltage drop across V; is less than the grid bias voltage E.. 

If now a voltage is impressed across the input terminals of either a positive 
or negative form, the circuit will be driven away from this stable equilibnum 
condition as follows. Assume now that a large positive pulse be applied 
to the circuit shown. The tube V; which is operating in a conducting con- 
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dition will not be affected but the grid of V2 will be raised in potential by the 
amplitude of the enabling pulse. The plate current flow in Vs under this 
influence will reduce the plate potential of V2 and accordingly will tend to 
decrease the positive bias of Vi. The accompanying plate current reduction 
of V, will increase its plate potential and this will result in increasing the 
grid potential of V; through the coupling resistance R;. Again the cumula- 
tive effect will be to abruptly cut off the plate current of Vi and operate V2. 
Thus an abrupt switching of this electronic circuit results when a single 
enabling pulse is impressed upon it. The wave form across one of the plate 





Fig. 47.—Basic Multivibrator Circuit Forms. 


resistances is of a rectangular form whose duration is determined by the time 
interval which exists between the two applied excitation pulses. 

A basic modification of the fundamental trigger circuit which has been 
found most useful in radar sweep circuit is given in Fig. 47b. Here the 
original circuit form has been modified so as to permit a complete cycle of 
operation upon excitation by a single actuating pulse. The duration of the 
cycle is here internally controlled by the arrangement and value of the 
circuit elements. This form of multivibrator is characterized by having one 
stable equilibrium condition and is known as a “one shot” type. 

The chronological order of operation of this circuit type may be considered 
as follows: V; is normally conducting heavily because of the large positive 
grid potential impressed upon it by the plate supply battery and the connec- 
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tion through R,. The plate current of V; flowing through the common 
cathode resistor Rg results in a large effective bias applied to V2 which con- 
tinues to maintain V2 ina cut-off condition. Ifa negative pulse of relatively 
short duration is impressed upon the grid of V, this tube will be driven to- 
ward cut-off with an attendant increase in the plate potential of V,;. This 
positive increase in voltage will be impressed upon the grid of V3 causing V; 
to conduct plate current. The resulting decrease in the potential at the 
plate of V; further decreases the grid potential of V, through the coupling 
condenser C;. This action progresses until V, is driven beyond plate cur- 
rent cut-off and V; is conducting. ‘This condition remains as long as the 
discharge of the condenser C; through Rs will maintain the grid of V, ata 
net negative potential. When the condenser C; has discharged sufficiently 
to allow the grid of V; to increase above the cut-off value, V, will again 
conduct and the resultant action will reduce and eventually cut off the plate 
current of V;. The duration of the cycle of operation is here shown to be 
dependent on the time constant of the circuit Rg C; and may accordingly 
be controlled as desired by proper selection of these elements. The retum 
of the grid of V; to a very high positive voltage point in the circuit has a 
definite advantage which may be considered as follows: A variation of the 
grid voltage of V; required to cut off the plate current will influence the time 
duration of the cycle of operation. Here the time rate of change of the 
grid voltage has been made extremely large by the choice of the return to the 
high-voltage supply. Thus, an order of magnitude increase in the duration 
stability of the circuit is achieved. 

A further modification of the trigger circuit furnishes the third general 
type of multivibrator employed in the radar receiver field. This circuit 
form, called the ‘‘free-running” type, has the property of presenting two 
unstable limiting conditions and accordingly will produce sustained oscilla- 
tions of a nonsinusoidal form. Figure 47c illustrates this circuit arrange- 
ment. The essential circuit change over that given in Fig. 47b, is seen to be 
the elimination of the stable equilibrium condition of V; by the absence of a 
positive potential on the grid of V; . 

In the free-running type of multivibrator shown, the duration of operation 
of a particular tube is related to the time of discharge of the coupling con- 
denser and the grid resistance associated with the tube. Ifa different time 
constant is chosen for each tube circuit, an unsymmetrical wave form, i.e— 
a pulse-to-no-pulse interval ratio other than one, can be produced. In gen- 
eral, the free-running multivibrator is seldom used in this basic form because 
of the limited repetition-rate stability of this circuit. It is customary, how- 
ever, to trigger this free-running type of multivibrator with short-duration 
pulses having a slightly higher repetition-rate than that determined by the 
multivibrator circuit constants. In this manner the repetition-rate may be 
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externally controlled as desired. It is also possible to synchronize this par- 
ticular form of circuit at a submultiple of the externally available trigger 
repetition frequency. 

Pentodes and other now available multi-element vacuum tubes, where the 
multivibrator interstage coupling involves additional control elements, are 
commonly employed in the modern radar receiver. Wave forms other than 
the basic rectangular pulse forms appearing at the plate terminals of the 
multivibrator circuit are available at various other points in the circuit and 
are often employed in specific applications. 

One other basic form of pulse producing electronic circuits is known as 
the “‘blocking-oscillator’”’ type: two typical examples of which are illustrated 
in Fig. 48. Here the positive feedback of energy required to produce the 
multivibrator characteristic is realized through the use of a single vacuum 







OUTPUT 


Fig. 48.—Typical Blocking-Oscillator Circuit Forms. 


tube and a transformer feedback circuit. This form may be described as an 
oscillatory vacuum tube circuit where the grid circuit is so arranged to be 
driven negative after one or more cycles of operation. This results in an 
intermittent oscillation and the production of nonsinusoidal wave forms 
similar to those produced by the general multivibrator circuits previously 
described. The basic advantage of the blocking oscillator circuit form is one 
of economy of vacuum tubes and attendant power supply reduction. 


Typical Timing Wave Circuits 


The practical military equipment requirements of World War II with the 
emphasis on compactness and low-power consumption has resulted in the 
development of a myriad of specialized circuits which reflect the ingenuity 
of the electronic circuit designer and the basic flexibility of the modern 
vacuum tube. In general, however, these circuit developments are quite 
similar operationally to the basic forms here described. 

Figure 49 illustrates a typical circuit arrangement of the sweep timing 
portion of a PPI indicator as employed in a naval search radar equipment. 
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In this particular radar system the transmitting magnetron is pulsed from a 
free-running modulator and, therefore, the controlling timing reference pulse 
for sweep purposes must be obtained from the modulator circuit. In many 
other military radar systems it has proven desirable to time both the trans- 
mitter modulator and the receiver sweep circuits from a common controllable 
repetition frequency source. As shown in Fig. 49, a positive synchronizing 
pulse as obtained from the transmitting modulator is delivered to the radar 
receiver for range timing reference and here applied to the “‘clipper”’ portion 
of the timing circuit. It was considered here desirable to clip or limit the 
timing pulse to gain freedom from timing instability, due to possible ampli- 
tude variations and to eliminate any possible negative excursions of the 
timing pulse which might cause faulty operation of the following multi- 
vibrator circuit. The multivibrator shown is a modified form of the “‘one- 





— :+B = +B 
Fig. 49.—Radar Sweep Timing Circuit. Simplified schematic diagram. 


shot’”’ type described previously. The grid of V3 is normally maintained at 
a positive potential through its connection to the positive plate supply source 
and accordingly V2 is normally cut off. 

Upon application of the positive synchronization pulse to V, and the 
resultant lowering of the plate potential of V; the grid of V3 is driven below 
cut-off decreasing the voltage drop across the common cathode resistance 
and causing V2 to conduct. This condition will be maintained until the 
coupling condenser has discharged sufficiently to permit V; to again conduct. 
In the circuit here described, however, this controlling time constant has 
been selected to be somewhat larger than the total period of the sweep rate 
and the termination of the sweep timing pulse is accomplished by an external 
stop pulse applied as shown. This stop pulse is developed in the following 
sweep amplifier circuits not here shown and is controlled directly by the 
deflection current. Details of this stop-pulse timing and generation is given 
in a later section. 

The output of this timing circuit shown here then is observed to consist 
of a rectangular pulse whose leading edge is related to the time of the cut- 
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going radar pulse and whose duration has been controlled by the limits of 
deflection desired on the radar indicator tube. This form of sweep circuit 
is known as a “‘start-stop” type and has proven extremely satisfactory as 
employed in a number of military radar equipments designed during the 
past war period. 


2.53 The Sweep Wave Form Generator 


The sweep wave form generator is required to generate the specific voltage 
or current time functions required to properly deflect the electron beam of 
the cathode-ray display device. The timing of the interval of this sweep 
wave form is provided by the timing or synchronizing circuits just described. 

In general, it has been required that the range sweep wave form amplitude 
be essentially a linear function of time over the range interval under observa- 
tion. During the latter portion of the war, certain airborne applications of 
radar did require that a specific nonlinear wave form be employed, but the 
commonly employed displays (A, B, C, and PPI) are usually operated with 
linear range deflection sweep circuits. 

The basic method of obtaining a sweep voltage wave form which increases 
with time is illustrated in Fig. 50a. In this circuit V; is normally operat- 
ing at little or no bias and, therefore, due to the large voltage drop across the 
plate resistor R, the plate potential of V; is considerably lower than the plate 
supply voltage B. Ifa negative rectangular pulse is applied to the grid of V; 
the tube will be abruptly driven to cut-off and, due to the current flow 
through the condenser C, the plate potential will rise exponentially as indi- 
cated to eventually assume the value of the supply voltage B. At the time 
of end of the negative driving pulse, V; will again conduct and the potential 
at the plate of V; will be abruptly reduced as shown. 

There are several methods employed in radar sweep circuits to improve 
the linearity versus time of the fundamental exponential sweep wave form. 
The first of these takes advantage of the fact that the initial rise of the expo- 
nential wave form in the limit is a linear function of time. By using only 
a small portion of the wave form shown and supplying later amplification to 
produce the desired deflection, a simple improvement results. This form 
of linear sweep generation represents the original and by far the most com- 
mon of the types employed in military radar systems during the past war. 

Figure 50b illustrates a method of improving the linearity of the sweep 
wave form whereby the exponential wave form generated by the basic 
condenser charging operation is modified through the use of feedback. As 
shown here the asymptotic value of the exponential charging voltage has 
been increased by a factor of (u -+ 1) and the effective time constant of the 
charging circuit has likewise been increased by the same factor. The use 
of an amplifier in the feedback circuit having an effective gain of 50 would 
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result in an improvement in linearity comparable with the circuit of Fig. 50a, 
where the plate supply voltage was increased by the same factor. 


= SYNCHRONIZING 
PULSE 


i _&é = END POINT= 
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Fig. 50.—Radar sweep generation circuits—basic form and modified by negative 
feedback to improve linearity. 
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eso employed to improve linearity of sweep wave form by integration 
method. 


A further method of improving the linearity of the generated sweep wave 
form is illustrated in Fig. 51 where an additional correction voltage is supe!- 
imposed on the exponential sweep wave form. This correction voltage is 
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derived by integration of the sweep wave form as impressed upon the ele- 
ments R:, C3 and the voltage appearing across C; is effectively superimposed 
upon the output wave form. As employed on an airborne bombing radar 
equipment, a circuit similar to that shown in Fig. 51, was employed where a 
residual nonlinearity of less than 0.5% was achieved and maintained under 
severe military operating conditions. 

In certain instances it is desirable to generate a sweep wave form which 
has a specific nonlinear time characteristic. An illustration of one such 
case as applied to airborne radar is given in Fig. 52. Here the airborne 
radar display was required to present a nondistorted ground plan which in 
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Fig. 52.—Development of hyperbolic sweep wave form for true ground plan radar 
presentation. 


turn required that the range sweep wave form be of a hyperbolic form. The 
start of the display sweep must be delayed in time corresponding to the time 
of propagation and return of the radar pulse between the aircraft and the 
ground. This delay may be produced by the use of a multivibrator of a 
convenient form, actuated by a pulse coincident with the outgoing radar 
pulse, and where the duration of the multivibrator pulse is controlled either 
manually or automatically by reference to the aircraft’s altimeter. 

The hyperbolic sweep wave form illustrated may be approximated mathe- 
matically as the sum of a linear and a series of exponential terms. In this 
particular application, it was found sufficient to consider a linear and two 
additional exponential terms only to satisfy these specific requirements. 
Figure 53 indicates the method employed to generate this specific wave 
form. As indicated, the desired theoretical hyperbolic sweep function has 
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an infinite starting slope which cannot be provided with the practical limi- 
tations of frequency band width and power available so that here the actual 
delay used was chosen as 0.9 H, resulting in evident but acceptable distortion 
in the display in the area directly beneath the aircraft. Figure 53b indi- 
cates the fundamental circuit method of generating this wave form. The 
linear term is generated across the capacitance Cp and the series current 
flowing through the additional elements R; , C,and R¢ , C2 supplies the two 
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Fig. 53.—Hyperbolic sweep wave form generation—simplified schematic diagram. 


additional exponential voltage wave forms. The resistances R; and R; 
are required to be variable, their value being determined by the altitude of 
the aircraft. The practical form of the circuit employed is outlined in 
Fig. 53c, which includes the additional resistor required to enable modifying 
the rate of rise of the sweep wave form in accordance with the selected 
interval of ranges to be displayed. 


2.54 The Sweep Amplifier 


The remaining portion of the radar sweep circuit is concerned with the 
amplification of the properly timed and generated sweep wave forms to 
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assure adequate deflection voltage or current for display purposes. The 
sweep amplifier for range deflection purposes is essentially a specialized form 
of video amplifier which must be capable of wide band transmission to ade- 
quately reproduce the short time sweep wave forms and whose output char- 
acteristics are such as to properly supply the high voltage or current signals 
as required by the radar display system. Two general sweep amplifier de- 
sign problems are presented for the two basic radar indicator types. The 
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Fig. 54.—Range sweep amplifier circuit schematics for electrostatic-type radar displays. 


electrostatic type cathode-ray tube generally requires a balanced to ground 
deflection signal of moderately high amplitude while the magnetic type cath- 
ode-ray tube requires a large deflection current for its operation. 

Figure 54a illustrates a simplified schematic of a range sweep deflection - 
amplifier to be employed with an electrostatic type-A radar display. Here 
the previously generated sweep wave form is impressed upon the grid of 
V; and after amplification a portion of the signal of opposite polarity and of 
amplitude comparable with the input signal at the grid of V; is applied to 
the grid of Vz. The plate circuit of each tube is connected directly to the 
deflection plate of the electrostatic cathode-ray tube. In this instance, 
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the average potential of the horizontal plates of the indicator is maintained 
at a value determined by the d-c plate potentials and, as indicated pre- 
viously, this same potential should be applied to the second anode of the 
cathode-ray tube to avoid defocussing effects. Another variation of a 
phase inverter amplifier which is commonly employed in radar sweep cir- 
cuits is illustrated schematically in Fig. 54b. In this instance, a common 
cathode impedance is employed to accomplish similar excitation of the 
balanced output tubes. If one grid is excited the plate current flow of this 
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Fig. 55.—Voltage-current-time relationships for magnetic deflection structures. 


tube through the cathode resistance serves to excite the second tube and a 
balanced output sweep signal voltage will result. The values of the plate 
resistors in this form of circuit are of unequal values and must be adjusted 
to produce the desired balanced output. The additional control illustrated 
in the grid circuit of V2 may be employed to serve as a d-c positioning con- 
trol. 

The sweep amplifier design considerations involved for the magnetic 
deflection type of cathode-ray tube radar indicator are somewhat more 
involved, due primarily to the character of the amplifier load impedance. 
In the case of magnetic deflection the final flux density, and accordingly the 
sweep current through the deflection coil, is required to be proportional to 


Google 


' THE RADAR RECEIVER | 457 


the deflection time function desired. If a linear deflection function is 
assumed, as shown in Fig. 55, producing a linear sweep, the necessary form 
of the applied voltage wave will vary depending on the inductance, the 
resistance and the parasitic capacitance of the coil circuit. These condi- 
tions are illustrated in Fig. 55. It is entirely possible to generate sweep 
voltage functions of the forms indicated here for application to a linear 
amplifier and deflection coil circuits and in fact such an approach was em- 
ployed in early military radar designs of World War II. It has, however, 
proven more convenient to employ negative feedback amplifiers whereby 
the deflection coil current output is maintained proportional to the applied 
voltage at the input of the sweep amplifier. In this manner, a sweep 
generator voltage wave form can be employed which has the characteristics 
desired of the final deflection. 

A simplified schematic of a feedback sweep amplifier to be employed in 
connection with a magnetic deflection radar indicator is shown in Fig. 56. 
In this example the impressed sweep wave form voltage having the essential 
characteristics of the desired deflection time function is impressed upon 
the grid of V,. This sweep form is amplified and the deflection coil currer.t 
of the output stage which flows through the 80-ohm cathode resistance 
common to the first and third stages produces a voltage drop proportional 
to this current which is effectively applied between the cathode and grid 
of the first stage thus completing the negative feedback loop. If sufficient 
forward gain and adequate feedback is provided, the deflection coil current 
can be made to assume the essential characteristics of the original im- 
pressed voltage sweep wave form. It should be observed that the grid of 
the third stage is biased negatively beyond plate current cut-off to insure 
that the deflection coil current has an initial value of zero before the start 
of the sweep. If this condition is not observed, the zero range point on the 
indicator will be a function of the d-c current of the output stage and in the 
case of a PPI form of display, the zero range region will assume the charac- 
teristics of an open circle and map distortion at the short ranges will result. 
In this amplifier circuit, application of the sweep signal to the grid of V; 
will not result in deflection current flow until the tube is driven above cut- 
off. During this time the feedback is not effective and the over-all gain of 
the amplifier is at its maximum value. Due to the inductive characteristics 
of the amplifier Joad impedance, the initial rise in current will be delayed 
slightly with respect to the applied voltage and accordingly a further delay 
of the feedback voltage is introduced by the use of a time constant in the 
common feedback network. The result is a delaying of the applied feedback 
voltage with a corresponding period of maximum gain of the amplifier which 
tends to produce a sharp increase in deflection coil current at the time of the 
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start of the sweep. After this short interval of time, the feedback becomes 
effective and the output current and input voltage correspondence obtains. 

It is essential in this type of circuit that the feedback be determined en- 
tirely by the deflection coil current if optimum operation is to be obtained. 
It should be observed that this condition requires that the screen current 
which also normally flows through the feedback impedance does not con- 
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Fig. 56.—Radar range sweep amplifier employing negative feedback and screen grid 
bridge circuit—simplified schematic. 





tribute to the net feedback. Figure 56 illustrates the bridge circuit which 
has been devised to accomplish this. A voltage from the screen of the third 
stage is directly applied to the cathode of the first stage, this voltage being 
equal in magnitude and of opposite polarity to that which appears across 
the feedback impedance due to the third stage screen current flow. This 
bridge circuit operation is independent of the absolute screen voltage value. 

To insure identical starting potential conditions regardless of the duration 
of the range sweeps in use, d-c restoration is employed in the grid circuit of 
the last stage. The action here is similar to the operation described pre- 
viously in connection with video amplifier design. The delay inherent in 
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the magnetic deflection circuits must be carefully considered in the over- 
all radar receiver design, if the display is required to reproduce short-range 
information. In such cases, it is customary to insert delay networks in the 
video channel introducing a delay to the received signal equal to that present 
in the indicator deflection system, or to ‘‘pre-pulse’’ the deflection circuits 
prior to the time of the outgoing radar pulse. 

It is desirable from a power consumption and display appearance stand- 
point to limit the range deflection of the radar indicator only to that ampli- 
tude required to adequately fulfull the display requirements. A method 
commonly employed is indicated in Fig.57. Here a measure of the current 
flow through the deflection coil, and accordingly the amplitude of the de- 
flection of the cathode-ray tube beam upon the screen, is obtained from the 
feedback voltage of the sweep amplifier. This voltage is impressed upon a 
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Fig. 57.—Range sweep stop pulser circuit for limiting sweep deflection. 


‘““sweep-stop” pulser which upon rising to a preselected value corresponding 
to the desired sweep amplitude is caused to trigger this circuit. The output 
pulse of this circuit is then employed to operate the sweep limiter portion 
of the sweep timing multivibrator previously described, thus terminating the 
sweep timing pulse proper. 


2.6 Circuits for Radar Range and Bearing Measurement 


In this review of radar receiver design principles only the presentation of 
the received radar signal in a form convenient to the observer has been 
considered. To fully utilize the complete radar information available, 
determination of the complete coordinates is necessary with an exactness 
which is determined by the specific use of the data and by the capabilities 
of the radar system itself. This section will be devoted to a review of the 
methods employed to generate electronic markers necessary for the deter- 
mination of range and azimuth and elevation angles. These markers in- 
clude both the fixed variety, whereby the approximate coordinates of a 
radar target can be determined by inspection, and steerable markers by 
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which means precise coordinate data necessary for most military applica- 
tions are determinable. As indicated previously, the optical filterscommonly 
employed over the screen of the radar indicator often serve as a medium for 
display of range, azimuth or elevation coordinate markings: however, 
these methods are seldom completely satisfactory in military fire-control 
radar systems because of errors introduced by the ever-present size or posi- 
tion variations in the electronic display field. Their use has been strictly 
limited to search or reconnaisance radar systems. 


2.61 Electronic Bearing Marker Ctrcutts 


The bearing marker methods reviewed here are applicable generally to 
both azimuth and elevation angle determination. A method of azimuth or 
elevation bearing determination which can be associated with a lobing 
antenna system and an A-type indicator has been mentioned previously. 
This method remains an extremely precise system which has the desirable 
advantage of simplicity. During the latter part of the war, automatic 
tracking was applied to this method where the actual comparison of the 
lobes of the selected target signals was carried out electronically and the 
resultant antenna steering information utilized as the final bearing data. In 
a strict sense, however, only an indication of error in antenna training Is 
observable to the operator on the radar equipment proper. The exact 
bearing data must be obtained from a measurement of the position of the 
antenna itself. 

In the case of the continuous scanning systems employing B, C, or PPI 
presentations, it is common practice to provide a steerable electronic marker 
which can be superimposed upon the display field and by which means rela- 
tively exact azimuth and elevation angles can be determined by target and 
marker coincidence. This electronic marker method has the advantage that 
it is subject to the same size and position display field distortion influences 
as the received pulse signal, thus eliminating this source of error. 

A circuit arrangement which has been employed in connection with a 
naval vessel radar search system to brighten a selected and variable range 
trace of the PPI indicator to serve as an electronic azimuth marker is given 
in Fig. 58. In this example the rotating antenna structure is equipped 
with a small permanent magnet pole piece whose cyclic excursions past a 
sealed magnetic reed relay cause a pair of contacts to close indicating coin- 
cidence. The relay structure is likewise mounted on a ring which can be 
rotated with respect to the scanning axis of the antenna. The relative bear- 
ing of a target is thus determinable by a knowledge of the angular position 
of the relay capsule with respect to the lubber line of the vessel. The cir- 
cuit of Fig. 58 produces one brightened range trace for each revolution of 
the antenna upon closure of the bearing marker relay contacts and ts ar- 
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ranged to be unaffected by any subsequent chatter or false switch closures. 
The pedestal generator which includes vacuum tubes V; and Vz which are 
normally operated below plate current cutoff produces upon closure of the 
bearing marker switch contact a rectangular negative pulse having a dura- 
tion of 10,000 microseconds. This pulse operation is independent of addi- 
tional chatter effects following the initial contact closure. The following 
single-cycle bearing mark multivibrator is normally held inoperative by the 
bias voltage developed on the cathode of V3. The grid of V3 is continu- 
ously excited with the range sweep start pulses of an amplitude insufficient 
to actuate this multivibrator circuit. The presence of the 10,000-micro- 
second pedestal is sufficient, however, to allow the following range sweep 
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Fig. 58.—Electronic azimuth bearing marker circuit—simplified schematic. 


start pulse to operate the multivibrator. The output of this circuit is 
then a 550-microsecond pulse which represents a time slightly longer than 
the maximum range to be displayed (60,(09 yards) but shorter than the 
period of the sweep repetition rate. This positive 550-microsecond pulse 
is applied to the modulating grid of the PPI indicator tube through an 
adjustable trace brightness control element. | 

Another convenient azimuth display method which has been extensively 
employed in naval and airborne radar systems involves the use of “true 
North” presentations. Here the PPI azimuth indication is presented in 
terms of a compass reference, the actual instantaneous position of the range 
trace on the screen representing the compass direction of the antenna beam. 
In the indicator previously illustrated in Fig. 44 the compass information 
is introduced by means of a differential synchro inserted in the antenna- 
indicator synchronizing connections whose angular displacement is pro- 
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portional to the instantaneous heading of the aircraft. In the SL radar 
indicator shown in Fig. 61 the compass information is introduced by means 
of a mechanical differential rotation of the indicator deflection coil propor- 
tional to the angular position of the compass repeater mechanism. 


2.62 Range Marker Circuits—Fixed Range Markers 


A simplified schematic diagram of a convenient fixed range mark gener- 
ator circuit which has been extensively employed on airborne radar search 
systems is given in Fig. 59. Here the radar system requires 1- and 5- 
statute mile fixed range markers. The sweep start multivibrator pulse ts 
applied to the grid of V, as shown. In the absence of a signal, this tube 
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Fig. 59.—Fixed range marker circuit—simplified schematic. 


operates at effectively zero bias, and because of the large plate current flow 
reduces the effective plate potential of V2 and the grid potential of J’; toa 
low value. Since the cathode of V3 is subject to a large positive potential, 
this tube is cut off and the oscillatory circuit shown is inoperative. Upon 
application of the negative start pulse, V, is cut off for the duration of this 
pulse and the attendant rise in the Vs grid potential permits the oscillator 
circuit to. function. The series resonant elements L; C, and Lz C. determine 
the frequency of oscillation by providing a high value of positive feedback at 
the series resonant frequency. The output of V3; which consists of approxi- 
mate sinusoidal pulses is differentiated by means of the air-core transformer 
shown. The differentiated pulses are then applied to a cathode follower 
amplifier stage biased to cut off where the output is limited to the desired 
positive fixed range mark pulses for indicator display. By careful choice of 
circuit elements and equipment arrangement, this simple circuit form has 
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produced an entirely satisfactory range marker signal for radar search 
systems. 


Variable Range Marker Circuits 


Variable range marker circuits are employed where more precise range 
information is required for missile control applications of radar. Here the 
observer may position the electronic range mark to obtain coincidence with 
the selected target, and from an associated calibration of this positioning 
control, determine the range coordinate. For search or reconnaissance 
purposes it is often desirable to determine range with somewhat more ac- 
curacy than is afforded by the display of fixed markers, and for this purpose, 
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Fig. 60.—Variable range marker circuit of moderate precision—simplified schematic. 


severa] designs of moderate precision variable range marker circuits have 
been developed and employed during the past war period. 

Figure 60 illustrates the circuit operation of a variable range mark gen- 
erator of moderate precision. This circuit operation depends on a pulse 
obtained from the transmitting modulator to serve as the zero time or 
range reference. This is applied to a single-cycle multivibrator which pro- 
duces a rectangular pulse whose leading edge is coincident with the time of 
the synchronizing pulse and whose duration is somewhat greater than the 
maximum range measurement required. A saw-toothed voltage wave form 
is generated in the following RC wave generator by means similar to the 
sweep wave form generation described in a previous section of this paper. 
The coincidence circuit which follows consists of a vacuum tube biased be- 
low cut-off whose exact cut-off bias is determined by the range mark poten- 
tiometer setting. This coincidence circuit is thus inoperative until the 
saw-toothed input signal has reached the value of the cut-off voltage, at 
which time this circuit functions and produces a sharp decrease in its plate 
potential. The effective time delay which is here produced with respect 
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range, is ++ 200 yards at the maximum range with an accuracy of + 100 
yards for targets within 5 nautical miles. 

For more precise determination of range than is afforded in the circuit 
just described, two methods have been extensively employed. The first 
method involves the production of a known time delay by actual measure- 
ment of the time of propagation of an acoustical wave through a liquid me- 
dium. Here the physical length of path is varied to produce the variable 
delay. The second method involves the phase shifting of a known precise 
sinusoidal] frequency standard which bears a fixed phase relationship to the 
time of the outgoing radar pulse. 

The “liquid delay tank” variable range unit over-all operation may be 
observed by reference to Fig. 62. The zero time range reference is obtained 
in the form of a pulse coincident with the outgoing radar pulse. This pulse 
actuates the one-cycle multivibrator shown to produce a sharp high-ampli- 
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Fig. 62.—Liquid delay tank type of precision variable range unit—block diagram of 
operation. 


CIRCUIT 





tude output pulse, here relatively independent of amplitude and form char- 
acteristics of the synchronizing pulse and which is applied directly to the 
delay tank. This delay tank consists of a suitable container filled with a 
mixture of iron-free ethylene glycol and water so composed as to produce a 
zero temperature-velocity coefficient at 135°F, at which temperature the 
liquid is maintained by thermostatically controlled electrical heaters. In 
this temperature region the temperature-velocity characteristic is such as 
to produce a decrease of velocity of 0.1% for a temperature variation of 
14°F. Located at one end of this tank is a quartz crystal, approximately }” 
square and 0.040” in thickness, mounted securely on a brass plate which 
serves as one electrode and which is immersed in the liquid. A similar 
crystal element is attached to a lead-screw carriage and located so that the 
face of this crystal is parallel to the fixed crystal. The distance between the 
crystal faces can be varied by rotation of the lead screw. The sharp voltage 
wave applied to the transmitting crystal causes it to oscillate in a damped 
vibration at its natural frequency for longitudinal waves which in this case 
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maximum range measurement of 40,000 yards with an accuracy of + 40 
yards at this range under normal field operating conditions. 

The use of the liquid range unit is practically restricted to ground and 
naval vessel application because of its weight and the problems of handling 
these critical liquids. Another variable range unit development was ini- 
tiated to meet the same accuracy requirements as above, but to be more suit- 
able for aircraft and other extreme ambient applications. The phase- 
shifting type of variable range unit whose operation is illustrated in Fig. 64 
was the result of this effort. 

The input start-stop single-cycle multivibrator circuit produces a rectang- 
ular pulse output wave form whose leading edge is coincident with the time 
of the outgoing radar pulse and whose duration encompasses the maximum 
range time to be measured, in this example 270 microseconds. 

The timing wave generator and associated phase shifting circuit is shown 
schematically in Fig. 65. The resonant frequency of the oscillatory circuit 
is 81.955 kc which period represents an equivalent radar range interval of 
2000 yards. An initial d-c current of approximately 10 ma is present in the 
L, C; circuit in the absence of input start signals. Upon application of the 
negatively poled rectangular start-stop pulse V; and V are abruptly driven 
to cutoff and the energy associated with the magnetic field of ZL; produces 
local current flow and oscillation at a frequency determined by LZ; Ci. 
The initial circuit conditions here are the same as the zero voltage condition 
for each cycle of a sustained oscillation and the behavior of the oscillatory 
system is the same as for the case of sustained oscillation. The absolute 
average potential of the oscillation is maintained constant regardless of 
the magnitude of the duty cycle. Positive feedback of the timing 
wave is included in the V; cathode connection in such a manner that uni- 
form amplitude of the timing period throughout the active period results. 
The purpose of the remaining circuits shown in Fig. 65 consisting of V3, 
V, and V, is to produce four output timing wave voltages whose relative 
phases differ by 90°. These voltages are to be later combined in such a 
manner that continuous phase shift of the output timing wave results. 
Two quadrature voltages are here produced by the use of LR and CR net- 
works so proportioned that wl, = - = R, at 81.955 kc. The desired 
four timing wave outputs are produced by the use of the phase inverter 
stages V, and V;. 

The method here employed to combine four quadrature voltages to enable 
continuous relative phase shift of the resultant output is illustrated in Fig. 
66. This phase shifter capacitor consists of four quadrant shaped stator 
sectors which are equal in area and shape and which are mounted parallel 
to a ring stator asshown. A carefully shaped eccentric dielectric vane rotor 
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is provided whose rotation between the stator elements affects each quad- 
rant stator capacitance in a like manner. As illustrated the resultant out- 
put voltage which appears from the ring stator to ground has a phase shift 
relative to any applied wave which varies linearly with angular displace- 
ment of the condenser shaft. 

The function of the following amplifier shown in Fig. 64 is to provide a 
high-impedance termination for the phase-shifting condenser, and to pro- 
vide increased amplitude of the timing wave. The pulse generator which 
follows limits or clips the applied timing wave, and differentiates the re- 
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Fig. 65.—Timing wave generator circuit of phase shifter type range unit. 


sultant wave form. The output here consists of trains of alternate positive 
and negative timing pulses. 

The pulse selector component shown in Fig. 64 enables obtaining delay 
intervals greater than 12.2 microseconds the value associated with 360° 
phase shift of the timing wave. An increasing exponential saw-toothed 
wave form is generated starting at zero time reference by an RC circuit 
having a time constant of the order of 800 microseconds. The timing pulses 
are applied additively with this exponential to the grid of a vacuum tube 
operating below cutoff, its exact value of bias being determined by the 
setting of a potentiometer control. At the time that the grid signal ampli- 
tude exceeds this critical cut-off bias value, this tube conducts abruptly as 
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shown and an output pulse is produced whose position on a time scale is 
determined by the additive phase shift of the timing wave and the setting of 
the pulse selector potentiometer. By mechanically gearing the potentiom- 
eter and phase-shifting condenser, the final rotation of the control shaft will 
result in an output pulse whose delay will increase uniformly and correspond 
to 2000 yards per revolution of the control. Further amplification is fur- 
nished in the output amplifier shown. 

Figure 67 illustrates the final equipment features of a phase-shifting type 
of variable range unit as developed for naval vessel radar system application. 
It will be observed that this unit is mechanically interchangeable with the 
liquid range unit shown in Fig. 63. 
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Fig. 66.—Schematic outline of operation of phase shifter condenser. 


In this model, the parallel resonant timing wave oscillatory circuit 1s 
maintained at a ‘constant temperature by employing an electrically heated 
oven. Measurements made on this design indicate that the range shift 
error to be expected for a “warm-up”’ period of 6 minutes was .003% or 15 
yards at 45,000 yards range. After 6 minutes time, thermal equilibrium is 

*reached and the total range error will be less than 20 yards at 45,000 yards 
range. The unit here illustrated has been universally employed in the 
majority of naval vessel fire-control radar systems of the past war and these 
basic circuit principles have served for range measurement in other appli- 
cations including precision radar bombing. 


2.7 Automatic Frequency Control and Automatic Gain Control 
2.71 Automatic Frequency Control 
The automatic frequency control (AFC) of the local beating oscillator to 
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severe military field conditions. In the case of the usual radio-communi- 
cation system, some knowledge of character and extent of the information 
which is being transmitted is available to the receiving location which may 
serve to evaluate the receiver operating performance, but in the case of the 
military radar system such reference data is not always available. The 
usual military operating conditions for radar systems are extremely severe 
which, in general, tends to degrade the performance. Mistuning of the 
radar receiver and the attendant reduction of the performance of the system 
must be immediately evident to the operator even under conditions where no 
radar signal returns are present. 

During the first years of the past war, this tuning problem was recognized 
and the initial attempts at solution involved the inclusion of receiver tuning 
indicators to serve as an indication of adjustment. As the radar systems 
became more complex and with the trend toward the use of higher trans- 
mission frequencies the necessity for completely automatic continuous 
tuning adjustment of the receiver became increasingly evident and the 
present types of automatic frequency control devices were developed. It 
has been determined that in the specific case of airborne radar bombing 
equipment operating at 10,000 mc that the automatic frequency control of 
the receiver tuning is an absolute necessity, since the radar operator cannot 
under the normal military operating conditions maintain the system per- 
formance in this regard to a small fraction of the optimum. 


Functions and Requirements 


The basic reference for a radar automatic frequency control system must 
be the transmitter frequency since it is required that the receiver be properly 
tuned under the condition where no radar return signals are available. 
Either the frequency of the transmitter magnetron or the local beating 
oscillator frequency may be adjusted from an electrical error signal whose 
characteristics are related to the tuning point. Magnetrons whose fre- 
quency was conveniently controllable by remote electrical means were not 
then available so that the later method has been universally applied in mil- 
tary radar systems developed during the past war period. 

It is pertinent to review the nature and extent of the frequency instability 
of a radar system to derive the requirements to be imposed upon an AFC de- 
vice. The sources of frequency instability are associated with the trans- 
mitter as well as the receiver elements of a radar system. The magnetron 
frequency is determined in part by the physical dimensions of its oscillatory 
cavity structure, and as would be expected, ambient temperature and 
pressure conditions exert a decided influence. For example, a typical 
thermal coefficient of frequency for a magnetron may be as high as 200 kilo- 
cycles per degree Centigrade which over the range of ambient temperatures 
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to be considered important for military equipment may result in a frequency 
shift of 20 mc from the time the equipment is turned on until thermal equi- 
librium is established. The magnetron frequency is extremely sensitive 
to its terminating load impedance. This termination in a radar equipment 
is composed of the antenna, the interconnecting RF transmission line, and 
the duplexing devices. The typical radar antenna system employs rotating 
joints or connecting devices to enable transfer of RF power to the antenna 
proper while it is mechanically operated over its scanning cycle. These 
connections cannot be made to present an entirely uniform impedance over 
their entire mechanical operating range and thus introduce variable im- 
pedance irregularities to the magnetron generator. The frequency of these 
impedance variations may range from a fraction of a cycle per second to 
perhaps 60 cps. The input impedance of the antenna proper is dependent 
on the extent and character of nearby obstructions in the radiation path. 
The characteristics and form of the radome employed to protect the antenna 
contribute to the variable impedance characteristics of the antenna and 
thus influence the magnetron frequency. An additional instability in mag- 
netron operation which is introduced through power supply variations within 
the modulator and transmitter portion of the system must also be considered 
in the detailed design of the AFC system. 

The receiver itself is responsible for a major conteibutton to the frequency 
instability characteristics of the radar system. The local beat oscillator 
frequency is critically dependent on the physical dimensions of its oscillatory 
structure and on the supply voltages. The effects of temperature and at- 
mospheric pressure on the frequency of a reflex oscillator of the types pre- 
viously described is considerable. For example, a thermal coefficient of 
0.25 mc per degree Centigrade, typical of the 10,000-mc tubes, will produce a 
total excursion of perhaps 25 mc over the range of ambients experienced in 
military equipment. In the case of supply voltage variations, a 5-mc fre- 
quency shift will result for a 1% change in anode and repeller potential for a 
typical 10,000-mc reflex oscillator. Another source of receiver frequency 
instability is associated with the shift of the IF amplifier frequency selectiv- 
ity characteristic with tube aging and operating conditions. 

If the operating requirements for an AFC system are now reviewed from 
a consideration of these factors, it will be observed that for a radar system 
operating at the higher frequencies a total effective frequency change of 
perhaps as much as 50 mc may be encountered whose rate of change, in 
general, will be relatively slow and may be classified generally as effects 
due to “warm up”. In addition fast variations of frequency will be present 
whose rates of frequency change may extend from 1 mc per second per 
second to 1000 mc per second per second. At the lower radar frequencies 
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these frequency variations will be somewhat lower with an attendant reduc- 
tion of the range of operation required of the AFC circuit. 


AFC Cuircutt Design Considerations 


To obtain a measure of the basic frequency reference for AFC purposes 
the direct approach is evident. A sufficiently attenuated sample of the 
outgoing radar pulse may be obtained from the transmitter and after sepa- 
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Fig. 68.—Radar AFC system—block diagram and circuit arrangement. 


rate conversion but, under the influence of the regular receiver beat oscil- 
lator, may be employed as a true sample of the outgoing signal as it exists 
with the normal receiver IF channel. The separate AFC converter method 
has been employed in some military radar equipment but has the disad- 
vantage that additional conversion components are required. A second 
method is more economical of equipment and has been extensively employed 
during the past war period, but this later type of AFC circuit has limitations 
which are imposed on it by the character of the IF signal as normally avail- 
able in a radar receiver. Figure 68a illustrated the essential elements of 
such an AFC system for a radar receiver. It will be here observed that a 
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sample of the IF signal after normal conversion and some amplification 1s 
applied to a frequency sensitive discriminator circuit and the resulting error 
signal is employed to readjust the beat oscillator frequency. The outgoing 
radar pulse is normally attenuated effectively by the TR circuit, and thus 
the remaining signal available for AFC purposes is due to inherent leakage 
of the TR elements. As previously indicated, the frequency spectrum of 
the output “‘spike’’ of the TR device extends over a wide frequency range, 
due primarily to the small finite delay in the breakdown of the TR tube. 
The energy frequency distribution characteristic of this spike is to a large 
degree independent of the magnetron frequency and, therefore, must be 
considered as an undesirable masking signal and accordingly reduced to a 
noninterfering level. As previously indicated this is usually accomplished 
by disabling one or more of the IF amplifier input stages for a short time 
interval coincident with the outgoing radar pulse. 

With a signal available which is related to the frequency of the outgoing 
pulse, the remainder of the AFC design is concerned with the utilization of 
this information to accomplish the automatic tuning of the radar receiver. 
To determine the frequency gain characteristic of the discriminator circult 
it is pertinent to examine the frequency repeller potential relationship of the 
local beat oscillator. This relationship for a 2K25-type reflex oscillator 
operating at 10,000 mc shown in Fig. 19 is approximately 2 mc/volt and is 
representative of the tubes of this type. This quantity provides an indi- 
cation of the “loop gain” required for a satisfactory AFC circuit. 


Typical AFC Circuit Designs 


Figure 68b illustrates the essential elements of a radar AFC discriminator 
and amplifier circuit. This consists of an input circuit which is required to 
furnish the means for frequency measurement, rectifier elements to convert 
this frequency deviation information to a proportional voltage error signal, 
followed by an amplifier to increase the amplitude of this signal to the re- 
quired level to adequately control the frequency of the local beat oscillator. 

The operation of the discriminator input circuit may be observed by refer- 
ence to the vector diagram of Fig. 69a. The input circuit, essentially a 
double-tuned transformer having a low value of mutual inductance, serves 
to couple the AFC rectifier to the preceding IF amplifier tube. The 
resonance frequency of both primary and secondary circuits is main- 
tained at the desired midband IF tuning point, in this example, 60 mc. The 
output of the balanced secondary winding of this input network is applied to 
a balanced rectifier shown in the vector diagram as £; and E,’. In addition 
a portion of the IF signal voltage which appears across the primary winding 
is also applied to each element of the balanced rectifier. At resonance, the 
primary and secondary voltages assume a quadrature relationship as indi- 
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cated. The vector relationships for frequencies above and below this reso- 
nance, as shown, result in an amplitude change across the rectifier circuit. 
Figure 69b illustrates a typical rectified voltage versus frequency character- 
isticof such anarray. The location of the actual crossover zero voltagepoint 
is determined only by the resonance of the secondary circuit over the limited 
range under consideration here. The primary resonance contributes essen- 
tially only to the symmetry of the voltage output versus frequency charac- 
teristic. The introduction of the time constant elements in the detector 
output circuit integrates the pulse output and are chosen with due regard 
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Fig. 69.—Operation of the AFC circuit—vector relationships in input circuit and out- 
put voltage vs. frequency characteristic. 


to the maximum frequency rate of change which this circuit must control. 
The d-c amplifier shown is normally biased to operate at maximum gain 
consistent with stability, to produce the maximum sensitivity to frequency 
change and to accordingly achieve the least threshold deviation from the 
ideal tuning condition. Provision for disabling the AFC circuit is included 
to enable initial manual adjustment of the beat oscillator repeller potential. 
With the circuit shown here, failure of the AFC circuit proper will result in 
the return of the repeller potential to that value originally selected by initial 
tuning and further manual control may be used. 

It is often convenient to describe the effectiveness of an AFC circuit in 
terms of its “pull in” range and its “hold in” characteristics. ‘Pull in” 
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will be defined as the ability of the AFC circuit to restore proper tuning con- 
ditions with sudden application of the signal. The “hold in’’ characteristic 
of the AFC system will be defined as the ability of the circuit to maintain 
proper tuning conditions as slow changes occur in the frequency of the con- 
trol signal. In the AN/APS-4 airborne radar equipment previously re- 
ferred to, which employs an AFC circuit similar to the form here described, 
the “‘pull in” range is approximately + 5 mc from the 60-mc midband value 
and the “hold in” range includes the entire tuning range of the reflex oscil- 
lator employed which js of the order of + 40 mc. This example will main- 
tain the tuning within 0.5 mc of the desired tuning point over the range of 
conditions encountered in wartime aircraft applications. 

In some applications use has been made of a frequency scanning process 
whereby the AFC output voltage, in the absence of a suitable controlling 
signal within the IF band, is caused to vary periodically in a saw-tooth 
fashion thus causing the local beat oscillator frequency to vary, sweeping 
across the complete tuning range of the receiver. When the desired signal 
frequency is produced the AFC then functions in the normal manner. 
This form of circuit was employed in certain radar equipments developed 
during the early part of the war and a somewhat similar oscillatory AFC 
circuit has been employed in connection with later developed thermally 
tuned reflex oscillators and reported elsewhere." 

An automatic frequency control unit designed in connection with the 
AN/APQ-7 radar bombing equipment which operates at 10,000 mc is illus- 
trated in Fig. 70 and Fig. 71. The basic operation of this equipment ex- 
ample is similar to the d-c amplifier type previously described but includes 
certain modifications important for this particular application. In this cir- 
cuit the plate potential of the first IF stage of the AFC unit is obtained as a 
positive pulse from the transmitting modulator thus enabling the AFC cir- 
cuit only during the short interval of time encompassing the outgoing radar 
pulse. This arrangement assures that no detuning of the receiver will result 
from spurious or nearby signals after the radar pulse has been transmitted. 
The rectifier elements here consist of triodes operating near plate current 
cut-off which results in improved linearity of detection. The d-c amplifier 
portion of this AFC circuit is arranged somewhat differently from theexample 
previously discussed, including in this case balancing controls to account for 
tube and circuit variations. At the condition of resonance, in this case 60 
mc, the voltages applied to each grid of the amplifier are equal and the net 
repeller potential is determined entirely by the manual control value. 
The overall output range of voltage for this circuit is + 20 volts, which in 
this application represents a + 40-mc frequency change for the associated 


8 *¢Considerations in the Design of Centimeter-Wave Radar Receivers’’, Stewart E. 
Miller, Proc. I. R. E., Vol. 35, No. 4, April, 1947. 
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AGC circuit design is dependent to a major extent upon the dynamic 
characteristics of the associated automatic tracking device. The subject 
of automatic tracking design principles cannot be reviewed here and accord- 
ingly more detailed AGC design consideration must also await inclusion in 
such a future report. 


2.8 Radar Receiver Power Supplies 


The remaining components of the radar receiver to be here reviewed con- 
sist of the power supplies necessary to produce the various d-c potentials as 
required for the operation of the electronic components of the receiver. The 
principal design problems associated with these components arise from the 
relatively poor stability characteristics of the prime sources of power avail- 
able at the military scene and the rather severe output voltage requirements 
to adequately serve the precision nature of radar reception, display, and 
measurement. The supply voltages necessary for a military radar receiver 
range from low bias potentials upward to 5000 volts for cathode-ray tubes 
and TR application with both polarities often required. 


2.81 Primary Power Sources 


The characteristics of the primary source of power available for the mili- 
tary radar system are dependent on the area of use of the equipment. In 
the case of mobile ground radar installations, the gasoline engine driven 
generator represents the typical primary power source. In the case of large 
mobile radar systems it is customary to employ 115-volt—60-cycle primary 
power, while in certain more portable designs 115-volt—400-cycle primary 
power has proven satisfactory. The frequency and output voltage of a 
gasoline engine driven alternator cannot be maintained within the narrow 
limits desired by the radar receiver and here the major burden of precise 
voltage regulation must be carried by the electronic regulated power supply 
within the radar receiver. 

For naval vessel radar installations 115—230-volt—60-cycle primary power 
is commonly available on the larger vessels. For PT and similar smaller 
craft, certain radar installations have been employed operating from 2448 
volts direct current with motor generator sets supplying 60-cycle or 400-cycle 
power for the radar system. In the case of undersea craft, the storage 
battery is employed as a primary source of power and motor generator sets 
are employed to obtain 115 volts, 60 cycles in most instances. 

The primary source of power for aircraft radar purposes is either a low 
voltage (27 volts) d-c generator driven by the aircraft engine or an alter- 
nator similarly driven. If d-c power is available, an additional motor gen- 
erator set may be employed to furnish the 115-volt—400 to 800-cycle power 
for the radar equipment use. Voltage regulators of the carbon pile compres- 
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sion or electronic types are usually employed here, resulting in a nominal + 
3% voltage stabilization. The extreme variable electrical loads imposed 
upon the aircraft power system by electrically operated gun turrets and 
other combat equipment result in increased emphasis being placed on ade- 
quate regulation capabilities of the radar receiver power supplies. In 
addition, the ever-present requirement of minimum weight for aircraft 
equipment results in motor generator designs employing a minimum of 
magnetic material and usually results in a variation in output voltage wave 
shape with load. ‘his factor must also be considered in the detailed 
design of the aircraft radar receiver power supplies. 

During the initial airborne radar development program, the power 
frequencies in common use were 400 cps and 800 cps. The British use of 
direct coupled aircraft engine driven alternators produced variable fre- 
quency output voltages ranging from 1200-2400 cps dependent on the en- 
gine speed. In connection with the electronic warfare standardization pro- 
gram for equipment to be used jointly by our allies, the aircraft radar system 
was required to operate over the entire range of power frequencies extending 
from 400 cps to 2400 cps. All of the airborne radar equipment developed 
during the later half of World War II was designed to meet these variable 
power frequency requirements. 


2.82 Low Voltage Power Supplies 


The electronic regulated power supply has been universally employed to 
furnish the stable low voltages as required by the radar receiver. Here the 
output voltages required extend from 50 volts to 600 volts with maximum 
direct current required extending upward to 500 ma. 

The basic electrical circuit arrangement of such a power supply is shown 
in Fig. 72. In this circuit, the regulating element consists of a variable 
series impedance, furnished in the form of a vacuum tube and resistance 
combination, whose magnitude may be controlled electrically from an error 
signal associated with the output voltage of the power supply and a reference 
voltage. The control circuit consists of a bridge network which includes a 
constant voltage gas-discharge tube as one element. A d-c amplifier is 
connected across the output terminals of this bridge circuit and serves to 
amplify the error signal for use in the regulating element. If the output 
voltage of the power supply varies from the desired value for any cause, the 
error signal appears at the output terminals of the bridge circuit, due to the 
effective unbalance of this circuit at all voltage levels except the reference 
value. The error signal after sufficient amplification is impressed upon the 
grid of the series regulating tube with a polarity such that a corrective 
impedance variation results. The degree of regulation obtainable is a func- 
tion of the loop gain provided and the absolute stability of the output voltage 
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is determined primarily by the constancy of the reference voltage derived 
by the use of the gas-discharge tube. By incorporating wide frequency 
band characteristics to the loop gain elements, the maximum rate of change 
of regulation can be extended, and this circuit becomes very effective in re- 
ducing the fundamental and harmonics of the primary supply voltage. The 
effective impedance of a radar receiver power supply of this type is of the 
order of one ohm, a factor of extreme importance in reducing the unwanted 
interaction between the various receiver components by coupling due to 
this common impedance. Other variations in circuit arrangement for 
regulated power supplies are occasionally employed, the most common of 
which involves the use of a vacuum tube as a shunt regulating element as 
contrasted with the series arrangement shown here. In certain Jow-current 
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Fig. 72.—Simplified circuit schematic of low-voltage power supply—Series regulation 
type. 


applications the use of gas-discharge tubes of constant voltage characteris- 
tics are occasionally employed in a shunt circuit configuration. 

Figure 73 illustrates the equipment arrangement of a radar receiver power 
supply as employed for an airborne radar bombing system. In this example 
is included one non-regulated and three regulated rectifier power supplies 
with output voltages of +600, +300, 4-120 and —300 volts available for the 
radar receiver. The forced ventilation feature shown here is required to 
prevent extreme temperature rise of the components under high altitude 
conditions in the presence of considerable heat dissipation by the rectifier 
and series regulating circuits. Each power supply is designed as a separable 
subchassis within the over-all enclosure to provide for ease in manufacture 
and testing of the unit. The weight of this complete unit as installed in a 
military aircraft is approximately 50 pounds. 
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To obtain the maximum dependable performance from the various power 
transformers and coils employed in the radar receiver power supplies under 
the severe military field conditions, a considerable development program 
was carried on throughout the past war. At the beginning of this program 
the only available method of insuring adequate transformer winding insula- 
tion under extreme humidity conditions involved the sealing of the structure 
in a metal container. For aircraft service, where weight is of prime con- 
cern, this added weight could not be tolerated so that here an open type of 
structure was extensively employed, with the protection to the winding 
being furnished in the form of several coats of varnish followed by an enamel 
overcoat. With the increased emphasis on high-altitude operation of mili- 
tary aircraft and the rapid temperature and pressure changes involved, a 
development program was instituted to improve the open-type transformer 
sealing process. The result of this program has produced the Flexseal 
process whereby the service life of this type of power transformer has been 
increased as much as ten times that obtained with the varnish process for- 
merly employed. This process involves a multiple-dip varnish coating 
method where the varnish is thickened by the addition of talc, a very 
fine low-gravity wettable inert filler. This process results in the formation 
of a relatively thick plastic shell which completely surrounds the trans- 
former structure. One of the features of this process is found in its sim- 
plicity, whereby no special equipment was required to carry out the pro- 
cedure, an important factor during a wartime production program. Figure 
75 illustrates a number of typical open-type power transformers which 
were employed on various military radar projects, all of which incorporate 
the Flexseal treatment for improved service life. 


2.83 High Voltage Power Supplies 


The high voltage, as required for radar receiver cathode-ray tube indicator 
purposes, varies from 2000 volts to 5000 volts, and for the TR tube keep- 
alive potentials of the order of 1000 volts must be provided. In these cases, 
however, the d-c current requirements are quite small and generally no 
regulation means are required for stabilization of the voltage, the stability 
of the primary source of power usually being sufficient. 

The design problems encountered in this type of power supply are con- 
cerned primarily with the requirements of reliability of operation under 
severe military operating conditions, and further require that only circuit 
elements having well-defined factors of safety be employed in such appli- 
cations. 

Figure 76 illustrates a number of typical high-voltage transformer designs 
which have been employed in military radar systems during the past war 
period. Both air insulated and oil immersed types of structures are shown. 
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fluence design of a military radar receiver and to present a few radar circuit 
and equipment illustrations of the specialized technology that has resulted. 
It is a tribute to the ingenuity and industry of the workers in the radar field 
that this technology, developed under extremely accelerated and difficult 
conditions, will have a permanent value in future communication systems 
design. 

The materia] used in this paper represents the concrete contributions of 
countless individual workers within and without the Bell Telephone Labora- 
tories. The equipment products illustrated are the product of concentrated 
effort on the part of the staff of the Western Electric Company who pro- 
duced these specialized and complex radar systems in quantities and within 
schedules necessary for the successful prosecution of the war. It is regret- 
table that it is an impossible task to assign individual credit for these spe- 
cific mil'tary radar contributions. 
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Reflex Oscillators 
By J. R. PIERCE and W. G. SHEPHERD 


SYMBOLS 


A measure of frequency deviation (9.20). 
Bandwidth (Appendix 10 only, (j-3)). 
Susceptance 

Reduced susceptance (9.7). 

Electronic susceptance. 

Capacitance 

Heat capacity (&-1). 

Reduced gap spacing (10.3). 

Retarding field in drift space. 

Drift effectiveness factor (5.4). 

Conductance 

Reduced conductances (9.6), (9.12). 

Gap conductance of loaded resonator. 
Electronic conductance. 

Conductance at gap due to load. 

Conductance at gap due to resonator loss. 
Efficiency parameter (3.7). 

Maximum value of H for a given resonator loss. 
Radio-frequency current. 

Current induced in circuit by convection current returning across gap. 
D-C beam current. 

Resonator loss parameter (3.9). 

Radiation loss in watts/(degree Kelvin)‘ (&-2). 
Inductance. 

Characteristic admittance (a-8). 
Characteristic admittance of line. 

Short line admittance parameter (9.38). 

Drift time in cycles. 

Length of line in wavelengths (Section IX only). 
Transformer voltage ratio. 

Power. 

Equation (a-10). 

External Q (a-11). 

Unloaded Q (a-12). 

Surface resistance (a-2). 

Scaling factor (9.17). 

Temperature. 

Radio-frequency voltage. 

Potential in drift space (Appendix VI only). 
D-C beam voltage at gap. 

The repeller is at a potential (—V) with respect to the cathode. 
Work, energy (Appendix I). 

Reduced radian frequency (10.5). 

Bunching parameter (2.9). 

Admittance. 

Circuit admittance. 

Electronic admittance. 

Load admittance. 

Resonator admittance. 


Impedance. 
Load impedance. 
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Distance between grid wire centers. 
Separation between grid planes or tubes forming gap. 
Electronic charge (1.59 K 10-!® Coulombs). 
Frequency 
Factor relating to effective grid yeas: (b-37). 
Radio-frequency convection current. 
Radio-frequency convection current returning across gap (¢ 4). 
Fundamental component of ¢¢. 
Vv -1 
Boltzman’s constant (1.37 X 10** joules/degree K). 
Conduction loss watts/degree C (%-14). 
Length. 
Mutual inductance. 
ee mass (9.03 x 10-2! gram sevens). 
Re mode number. The number of cycles drift is » + 3 for “optimum 
rift”. 
Reduced power (9.5). 
Radius of grid wire, radius of ‘Gibes forming gap. 
Time, seconds 
D-C velocity of electrons. — 
Total velocity (Appendix VIII only). 
Instantaneous gap voltage 
Real part of breduency (12.1). 
Coo te along beam. 
A ectangulat coordinate normal to x. 
Half-separation of Pee forming symmetrical gap. 
Magnitude of small signal electronic admittance. 
A rectangular coordinate normal to x (Appendix IT). 
A variable of integration (Appendix VI). 
Negative coefficient of the imaginary part of frequency (12.1). 
Modulation coefficient. 
Average value of modulation coefficient. 
Modulation coefficient on axis. 
Modulation coefficient at radius 7 from axis. 
Root mean squared value of modulation coefficient. 
Modulation coefficient at distance y from axis. 
Y = w/t 
Dielectric constant of space (8.85 x 10—" farads/cm). 
Drift angle in radians. 
Gap transit angle in radians. 
Wavelength in centimeters. 
A phase angle. 
Reduced potential (g-13). 
Voltage standing wave ratio. 
Transit time. 
Time constant of thermal tuner. 
Cycling time on heating. 
a time on cooling. 
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HE reflex oscillator is a form of long-transit-time tube which has 

distinct advantages as a low power source at high frequencies. It 
may be light in weight, need have no magnetic focusing field, and can be 
made to operate at comparatively low voltages. A single closed resonator 
is used, so that tuning is very simple. Because the whole resonator is at 
the same dc voltage, high frequency by-pass difficulties are obviated. 

The frequency of oscillation can be changed by several tens of megacycles 
by varying the repeller voltage (‘electronic tuning’). This is very ad- 
vantageous when the reflex oscillator is used as a beating oscillator. The 
electronic tuning can be used as a vernier frequency adjustment to the 
manual tuning adjustment or can be used to give an all-electrical automatic 
frequency-control. Electronic tuning also makes reflex oscillators serve 
well as frequency modulated sources in low power transmitters. 

The single resonator tuning property makes it possible to construct oscil- 
lators whose mechanical tuning is wholly electronically controlled. Such 
control is achieved by making the mechanical motion which tunes the cavity 
subject to the thermal expansion of an element heated by electron bom- 
bardment. 

The efficiency of the reflex oscillator is generally low. The wide use of 
the 707B, the 723A, the 726A and subsequent Western Electric tubes 
shows that this defect is outweighed by the advantages already mentioned. 
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The first part of this paper attempts to give a broad exposition of the 
theory of the reflex oscillator. This theoretical material provides a back- 
ground for understanding particular problems arising in reflex oscillator 
design and operation. The second part of the paper describes a number 
of typical tubes designed at the Bell Telephone Laboratories and endeavors 
to show the relation between theory and practice. 

The theoretical work is presented first because reflex oscillators vary so 
widely in construction that theoretical results serve better than experi- 
mental results as a basis for generalization about their properties. While 
the reflex oscillator is simple in the sense that some sort of theory about it 
can be worked out, in practice there are many phenomena which are not 
included jin such a theory. This leaves one in some doubt as to how well 
any simplified theory should apply. Multiple transits of electrons, different 
drift times for different electron paths and space charge in the repeller 
region are some factors not ordinarily taken into account which, neverthe- 
less, can be quite important. There are other effects which are difficult to 
evaluate, such as distribution of current density in the beam, loss of elec- 
trons on grids or on the edges of apertures and dynamic focusing. If we 
could provide a theory including all such known effects, we would have a 
tremendous number of more or less adjustable constants, and it would not 
be hard to fit a large body of data to such a theory, correct or incorrect. 

At present it appears that the theory of reflex oscillators is important in 
that it gives a semi-quantitative insight into the behavior of reflex oscilla- 
tors and a guide to their design. The extent to which the present theory 
or an extended theory will fit actual data in all respects remains to be seen. 

The writers thus regard the theory presented here as a guide in evaluating 
the capabilities of reflex oscillators, in designing such oscillators and in 
understanding the properties of such tubes as are described in the second 
part of this paper, rather than as an accurate quantitative tool. Therefore, 
the exposition consists of a description of the theory of the reflex oscillator 
and some simple calculations concerning it, with the more complicated 
mathematical work relegated to a series of chapters called appendices. 
It is hoped that this so organizes the mathematical work as to make it 
assimilable and useful, and at the same time enables the casual reader to 
obtain a clear idea of the scope of the theory. 


I. INTRODUCTION 


An idealized reflex oscillator is shown schematically in Fig. 1. It has, 
of course, a resonant circuit or “resonator.”! This may consist of a pair of 
grids forming the “‘capacitance” of the circuit and a single turn toroidal 

| For a discussion of ee see ee I. Itis suggested that the reader consult 


is before continuing with the main work in order to obtain an understanding of the circuit 
philosophy used and a knowledge of the symbols employed. 
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coil forming the “inductance” of the circuit. Such a resonator behaves 
just as do other resonant circuits. Power may be derived from it by means 
of a coupling loop linking the magnetic field of the single turn coil. An 
electron stream of uniform current density leaves the cathode and is shot 
across the ‘‘gap” between the two grids, traversing the radio-frequency field 
in this gap in a fraction of a cycle. In crossing the gap the electron stream 
is velocity modulated; that is, electrons crossing at different times gain 
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Fig. 1.—<An idealized reflex oscillator with grids, shown in cross-section. 


different amounts of kinetic energy from the radio-frequency voltage across 
the gap.? The velocity modulated electron stream is shot toward a negative 
repeller electrode which sends it back across the gap. In the “drift space”’ 
between the gap and the repeller the electron stream becomes ‘‘bunched” 
and the bunches of electrons passing through the radio frequency field in 
the gap on the return transit can give up power to the circuit if they are 
returned in the proper phase. 

:* The most energy any electron gains is BV electron volts, where V is the peak radio 
irequency voltage across the gap and € is the “modulation coefficient” or “gap factor’, 


is always less than unity. 8 ge on gap configuration and transit angle across 
the gap, and is discussed in Appendix IT 
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The vital features of the reflex oscillator are the bunching which takes 
place in the velocity modulated electron stream in the retarding field be- 
tween the gap and the repeller and the control of the returning phase of the 
bunches provided by the adjustment of the repeller voltage. The analogy 
of Fig. 2 explains the cause of the bunching. The retarding drift field may 


RELATIVE HEIGHT ——> 





Fig. 2.—The motion of electrons in the repeller space of a reflex oscillator may be lik- 
ened C that of balls thrown upward at different times. In this figure, height is plotted 
vstime. Ifa ball is thrown upward with a large velocity of V; at a time 71, another with 
a smaller velocity at a later time 7) and a third with a still smaller velocity at a still later 
time 7; the three balls can be made to fall back to the initia] level at the same time. 
be likened to the gravitational field of the earth. The drift time is analogous 
to the time a ball thrown upwards takes to return. If the ball is thrown 
upward with some medium speed 9 , it will return in some time ¢). If it is 
thrown upward with a low speed 2 smaller than 1 , the ball will return in 
some time #4, smaller than é. If the ball is thrown up with a speed x 
greater than 0, it returns in some time é greater than 4. Now imagine 
three balls thrown upward in succession, evenly spaced but with large, 
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medium, and small velocities, respectively.* As the ball first thrown up 
takes a longer time to return than the second, and the third takes a shorter 
time to return than the second, when the balls return the time intervals 
between arrivals will be less than between their departures. Thus time- 
position “bunching” occurs when the projection velocity with which a 
uniform stream of particles enters a retarding field is progressively decreased. 

Figure 3 demonstrates such bunching as it actually takes place in the 
retarding field of a reflex oscillator. An electron crossing the gap at phase A 
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Fig. 3.—The drift time for transfer of energy from the bunched electron stream to the 
resonator can be deduced from a plct of gap voltage vs time. 


is equivalent to the first ball since its velocity suffers a maximum increase, 
an electron crossing at phase B corresponds to the ball of velocity to where 
for the electron V> corresponds to the d.c. injection velocity, and finally an 
electron crossing at phase C corresponds to the third ball since it has suffered 
a maximum decrease in its velocity. The electrons tend to bunch about the 
electron crossing at phase B. To a first order in this process no energy is 
taken from the cavity since as many electrons give up energy as absorb it. 

The next step in the process is to bring back the grouped electrons in 
such a phase that they give the maximum energy to the r.f. field. Now, 
# of a cycle after the gap voltage in a reflex oscillator such as that shown in 
Fig. 1 is changing most rapidly from accelerating to retarding for electrons 


* The reader is not advised to try this experimentally unless he has juggling experience. 
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going from the cathode, it has a maximum retarding value for electrons 
returning through the gap. This is true also for 1} cycles, 2% cycles, » + 2 
cycles. Hence as Fig. 3 shows if the time electrons spend in the drift space 
is 2 + 2 cycles, the electron bunches will return at such time as to give up 
energy to the resonator most effectively. 


II. ELECTRONIC ADMITTANCE—SIMPLE THEORY | 


In Appendix ITI an approximate calculation is made of the fundamental 
component of the current in the electron stream returning through the gap 
of a reflex oscillator when the current is caused by velocity modulation 
and drift action in a uniform retarding field. The restrictive assumptions 
are as follows: 

(1) The radio-frequency voltage across the gap is a small fraction of the 
d-c accelerating voltage. 

(2) Space charge is neglected. Amongst other things this assumes no 
interaction between incoming and outgoing streams and is probably the 
most serious departure from the actual state of affairs. 

(3) Variations of modulation coefficient for various electron paths are. 
neglected. 

(4) All sidewise deflections are neglected. 

(5) Thermal velocities are neglected. 

(6) The electron flow is treated as a uniform distribution of charge. 

(7) Only two gap transits are allowed. 

An expression for the current induced in the circuit (8 times the electron 
convection current) is \ 


i = UB); (sr) ge. (2.1) 


Here the current is taken as positive if the beam in its second transit across 
the gap absorbs energy from the resonator. The voltage across the gap 
at the time the stream returns referred to the same phase reference as the 


current is» = Ve?“'* Hence the admittance appearing in shunt 





with the gaps will be 
_ 2198 re) i((x/2)—#) 
Y, oe V Ji (em é ° (2.2) 
For small values of V approaching zero this becomes 
Y., = Io6°6 AI Ly, Melo (2.3) 
2Vo 
_ 198°8 
y= (2.4) 
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Here we define Y,, as the small signal value of the admittance, and y, 
as the magnitude of this quantity. If we plot the function Y,, in a complex 
admittance plane it takes the form of a geometric spiral as shown in Fig. 4. 
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Fig. 4.—The negative of the circuit admittance (the heavy vertical line) and the small 
signal electronic admittance (the spiral) are shown in a plot of susceptance vs conductance. 
Each position along the circuit admittance line corresponds to a certain frequency. Each 
position along the spiral corresponds to a certain drift angle. 


Such a presentation 1s very helpful in acquiring a qualitative understanding 
of the operation of a reflex oscillator. 

In Appendix I it is shown that the admittance of the resonant circuit in 
the neighborhood of resonance is very nearly 


Ve = Get j2MAw/w (2.5) 


where Gg is a constant. The negative of such an admittance has been 
plotted in Fig. 4 as the vertical line A’B’. Vertical position on this line is 
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proportional to the frequency at which the resonator is driven. The condi- 
tion for stable oscillation is 


Ye+ Y,=0. (2.6) 





0 oS 10 15 20 25 30 35 £40 
BUNCHING PARAMETER, X 


Fig. 5.—Relative amplitude of electronic admittance vs the bunching parameter X 
The bunching parameter increases linearly with radio frequency gap voltage so that this 
curve shows the reduction in magnitude of electronic admittance with increasing voltage. 


We may rewrite (2.2) for any given value of @ as 





Y, ae y,F (Vel (2.7) 
where 
(BV6) 
F(V) = are) = 0 | (2.8) 
2V. 
The quantity 
X= an (2.9) 


is called the bunching parameter. A plot of the function F(V) vs X is 
shown in Fig. 5. For any given value of @ and for fixed operating conditions 
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it is a function of V only and its action is clearly to reduce the small signal 
value of the admittance until condition (2.6) is satisfied. It will be observed 
that this function affects the magnitude only and not the phase of the 
admittance. 

Thus, as indicated in Fig. 4, when oscillation starts the admittance is 
given by the radius vector of magnitude y,, terminating on the spiral, 
and as the oscillation builds up this vector shrinks until in accordance with 
(12.6) it terminates on the circuit-admittance line A’B’, which is the locus 
of vectors (—Yxg). The electronic admittance vector may be rotated by a 
change in the repeller voltage which changes the value of 8. This changes 
the vertical intercept on line A’B’, and since the imaginary component of 
the circuit admittance, that is the height along A’B’, is proportional to 
frequency, this means that the frequency of oscillation changes. It is this 
property which is known as electronic tuning. 

Oscillation will cease when the admittance vector has rotated to an angle 
such that it terminates on the intersection of the spiral and the circuit- 
admittance line A’B’. It will be observed that the greater is the number of 
cycles of drift the greater is the electronic tuning to extinction. While it is 
not as apparent from this diagram, it is also true that the greater the number 
of cycles of drift the greater the electronic tuning to intermediate power 
points. Vertical lines farther to the left correspond to heavier loads, and 
from this it is apparent that the electronic tuning to extinction decreases 
with the loading. By sufficient loading it is possible to prevent some repeller 
modes (i.e. oscillations of some ” values) from occurring. Since losses in 
the resonant cavity of the oscillator represent some loading, some modes 
of low » value will not occur even in the absence of external loading. 


III. PowER PRODUCTION FOR Drirt ANGLE OF (n + #4) CyYCLEs 


Now, from equation (2.2) it may be seen that Y, will be real and negative 
for 0 = 6, = (n + 4)2x. Because @ also appears in the argument of the 
Bessel] function this value of @ is not exactly the value to make the real 
component of Y,a maximum. However, for the reasonably large values 
of # encountered in practical oscillators this is a justifiable approximation. 
Suppose, then, we consider the case of n + 3 cycles drift, calling this an opti- 
mum drift time. Using the value of # as a parameter we plot the magni- 
tude of the radio-frequency electron current in the electron stream returning 
across the gap given by equation (2.1) as a function of the radio-frequency 
voltage across the gap. This variation is shown in Fig. 6. As might be 
expected, the greater the number of cycles the electrons drift in the drift 
space, the lower is the radio-frequency gap voltage required to produce a 
given amount of bunching and hence a given radio frequency electron 
current. It may be seen from Fig. 6 that as the radio-frequency gap voltage 
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is increased, the radio-frequency electron current gradually increases until a 
maximum value is reached, representing as complete bunching as is possible, 
after which the current decreases with increasing gap voltage. The maxi- 
mum value of the current is approximately the same for various drift times, 
but occurs at smaller gap voltages for longer drift times. 

The radio-frequency power produced is the voltage times the current. 
As the given maximum current occurs at higher voltages for shorter drift 
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_ Fig. 6.—Radio frequency electron convection current J and the radio frequency power 
given up by the electron stream can be plotted vs the radio frequency gap voltage V for 
various drift times measured in cycles. Maximum current occurs at higher voltage for 
shorter drift times. For a given number of cycles drift, maximum power occurs at a 
higher gap voltage than that for maximum current. If the power produced for a given 
drift time is higher at low voltages than the power dissipated in the circuit and load 
(dashed curve), the tube will oscillate and the amplitude will adjust itself to the point at 
which the power dissipation and the power production curves cross. 
times, the maximum power produced will be greater for shorter drift times. 
This is clearly brought out in the plots of power vs. voltage shown in Fig. 6. 

The power dissipated in the circuits and load will vary as the square of 
the radio-frequency voltage. Part of this power will go into the load coupled 
with the circuit and part into unavoidable circuit losses. A typical curve 
of power into the circuit and load vs. radio-frequency voltage is shown in 
Fig.6. Steady oscillation will take place at the voltage for which the power 
production curve crosses the power dissipation curve. For instance, in 
Fig. 6 the power dissipation curve crosses the power production curve for 
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12 cycles drift at the maximum or hump of the curve. This means that 
the circuit impedance for the dissipation curve shown is such as to result in 
maximum production of power for 1} cycles drift. For 23 cycles drift and 
for longer drifts, the power dissipation curve crosses the power production 
curves to the right of the maximum and hence the particular circuit loading 
shown does not result in maximum power production for these longer drift 
times. This is an example of operation with lighter than optimum lcad. 
The power dissipation curve might cross the power production curve to 
the left of the maximum, representing a condition of too heavy loading for 
production of maximum power output. The power dissipation curve in 
Fig. 6 lies always above the power production curve for a drift of ¢ cycles. 
This means that the oscillator for which the curves are drawn, if loaded to 
give the power dissipation curve shown, would not oscillate with the short 
drift time of = cycles, corresponding to a very negative repeller voltage. 

In general, the conclusions reached by examining Fig. 6 are borne out in 
practice. The longer the drift time, that is, the less negative the repeller, 
the lower is the power output. For very negative repeller voltages, how- 
ever, corresponding to very short drift times, the power either falls off. 
which means that most of the available power is dissipated in circuit losses, 
or the oscillator fails to operate at all because, for all gap voltages, the power 
dissipated in circuit losses is greater than the power produced by the elec- 
tron stream. 

Having examined the situation qualitatively, we want to make a some- 
what more quantitative investigation, and to take some account of circuit 
losses. In the course of this we will find two parameters are very important. 
One is the parameter X previously defined by equation (2.9), which ex- 
presses the amount of bunching the beam has undergone. In considering a 
given tube with a given drift time, the important thing to remember about 
X is that it is proportional to the r-f gap voltage V. For @ = 6, expression 
(2.2) is a pure conductance and we can express the power produced by the 
electron stream as one half the square of the peak r-f voltage times the cir- 
cuit conductance which for stable oscillation is equal to the negative of the 
electronic conductance given by (2.2). This may be written with the aid 
of (2.9) as 


P = 2(ToV0/6n)XJIi(X). (3.1) 
Suppose we take into account the resonator losses but not the power lost 
in the output circuit, which in a well designed oscillator should be small. 


If the resonator has a shunt resonant conductance (including electronic 
loading) of Gz , the power dissipated in the resonator is 


Pr = V%G2/2, (3.2) 
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‘Then the power output for 6, is 








P = 2(ToV0/ On) XI,(X) — VG, /2. (3.3) 
The efficiency, 7, is given by 
_ P _2 _ GrbnV 
"Poo 6 [x7 UX) — FF 7 | si 
From (2.4) and (2.9) 
6,V° 1 
eVo~ ¥ xX’. (3.5) 
Hence we may write 
_ 1 1 _ Gr x 


Let us write 7 = = where N = (n+ 2). We may now make a generalized 
examination of the effect of losses on the efficiency by examining the function 
H = (1/x)[XJi(X) — (Gr/y.)X*/2]. (3.7) 


Thus, the efficiency for 6 =6, is inversely proportional to the number of 
cycles drift and is propotional to a factor H which is a function of X and 
of the ratio Gz/y. , that is, the ratio of resonator loss conductance to small 
signal electronic conductance.‘ For nm + # cycles drift, the small signal 
electronic conductance is equal to the small signalelectronicadmittance. 

For a given value of Gz/y, there is an optimum value of X for which H 
has a maximum H,. We can obtain this by differentiating (3.7) with 
respect to X and setting the derivative equal to zero, giving 


XI o(X) — (Gr/y.)X = 0 
J(X) = (Gr/y.)- 


If we put values from this into (3.7) we can obtain H,, as a function of 
Gr/y.. This is plotted in Fig. 7. The considerable loss of efficiency for 
values of Gz/y, as low as .1 or .2 is noteworthy. It is also interesting to 
note that for Gz/y, equal to 4, the fractional change in power is equal to 
the fractional change in resonator resistance, and for Gz/y, greater than 4, 
the fractional power change is greater than the fractional change in resonator 
resistance. This helps to explain the fall in power after turn-on in some 
tubes, for an increase in temperature can increase resonator resistance 
considerably. 


‘ An electronic damping term discussed in Appendix VIIT should be included in resona_ 
tor losses. The electrical loss in grids is discussed briefly in Appendix IX. 


(3.8) 
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In the expression for the admittance, the drift angle, 0, appears as a fac- 
tor. This factor plays a double role in that it determines the phase of the 
admittance but also in a completely independent manner it determines, 
in part, the magnitude of the admittance. @ as it has appeared in the 
foregoing analysis, which was developed on the basis of a linear retarding 
field, is the actual drift angle in radians. As will be shown in a later section, 
certain special repeller fields may give effective drift action for a given angle 
greater than the same angle in a linear field. Such values of effective drift 
angle may have fractional optimum values although the phase must still be 
such as to give within the approximations we have been using a pure con- 
ductance at optimum. In order to generalize the following work we will 
speak of an effective drift time in cycles, Vg = FN, where N is the actual 
drift time in cycles, + #2, and F is the number of times this drift is more 
effective than the drift in a linear field. 

Suppose we have a tube of given §*, J) , Vo and resonator loss Gz and wish 
to find the optimum effective drift time, FV, and determine the effect on the 
efficiency of varying FN. It will be recalled that for very low losses we may 
expect more power output the fewer the number of cycles drift. How- 
ever the resonator losses may cut heavily into the generated power, for 
short drift angles. With short drift angles the optimum load conductance 
becomes small compared to the loss conductance so that although the 
generated power is high only a small fraction goes to the useful load. There 
is, therefore, an optimum value which can be obtained using the data of 
Fig. 7. We define a parameter 


2Vo 
= ——G 3.9) 
which compares the resonator loss conductance with the small signal elec- 


tronic admittance per radian of drift angle. Then in terms of K, oe es > 
@ 
Hence, for a fixed value of KX, various values of 0 = 2xFN define values of 
Ge 
Ye ‘i 
the corresponding values of H,, and hence the efficiency, 7 = EN . These 


When one uses these values in connection with Fig. 7 he determines 


values of 7 are plotted against FN as in Fig. 8 with values of K as a param- 
eter. In this plot K is a measure of the lossiness of the tube. The opti- 
mum drift angle for any degree of lossiness is evident as the maximum 
of one of these curves. 

The maximum power outputs in various repeller modes, n = 0, 1 etc. 
and the repeller voltages for these various power outputs correspond to 
discrete values of # and FN lying along a curve for a particular value of K. 
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Thus, the curves illustrate the variation of power from mode to mode as the 
repeller voltage is changed over a wide range. 

Changes in resonator loss or differences in loss between individual tubes 
of the same type correspond to passing from a curve for one value of K toa 
curve for another value of K. 


B gg 
Oo oOo 


EFFICIENCY FACTOR, Hm 


B PRE Bs 





Fig. 7.—Efficiency factor H, vs the ratio of resonator loss conductance to the small 
digpat electronic admittance. Efficiency changes rapidly with load as the loss conductance 
approaches in magnitude the small signal electronic admittance. The efficiency is in- 
versely proportional to the number of cycles drift. 


It will be observed from this that although, from an efficiency standpoint, 
it is desirable to work at low values of drift time such low drift times lead 
to an output strongly sensitive to changes in resonator losses. 

Perhaps the most important question which the user of the oscillator may 
ask with regard to power production for optimum drift is; what effect does 
the external] load have upon the performance? If we couple lightly to the 
oscillator the r-f voltage generated will be high but the power will not be 
extracted. If we couple too heavily the voltage will be low, the beam will 
not be efficiently modulated and the power output will be low. There is 
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apparently an optimum loading. Best output is not obtained when the 
external load matches the generator impedance as in the case ofanamplifier. 


EFFICIENCY IN PER CENT 





| JIA | if 
POAT 


| 3 4 9 
EFFECTIVE ORIFT, FN, IN CYCLES PER SECOND 


Fig. 8.—Efficiency in per cent vs the effective cycles drift for various values of a para- 
meter K which is proportional to resonator loss. These curves indicate how the power 
output differs for various repeller modes for a given loss. Optimum power operating 
points will be represented by points along one of these curves. For a very low loss resona- 
tor, the power 1s highest for short drift times and decreases rapidly for higher repeller 
modes. Where there is more loss, the power varies less rapidly trom mode to mode. 


We return to equation (3.7) for H and assume that we are given various 
values of Gr . With these values as parameters we ask what variation in 
efficiency aay be expected as we vary the ratio of the load conductance, 
G,, to the small signal admittance, y,. When =! + OF 


6 Ye 
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will just start and no power output will be obtained. We can state the 
general condition for stable operation as Y, + Yc = 0, where Y¢ is the 
vector sum of the load and circuit admittances. For the optimum drift 
time this becomes 
Ge _ 2J,(X) 
ye XS 


| kee TON 
DERE 


(3.10) 


0.40 





EFFICIENCY PARAMETER, H 
9° 
3 


Fig. 9.—Efficiency parameter H vs the ratio of load conductance to the magnitude of 
the small signal electronic admittance. Curves are for various ratios of resonator loss 
conductance to smal] signal electronic admittance. The curves are of similar shapes and 
indicate that the tube will cease oscillating (H = 0) when loaded by a conductance about 
twice as large as that for optimum power. 


where 
Ge _Gut+Ge 


(3.11) 
Ve Ve 


G G 
Hence for a given value of we may assume values for 7 between zero 
@ 6 


and 1 — Ge and these in (3.11) will define values of X. These values of X 
substituted in (3.7) will define values of H which we then plot against the 
assumed values for = , asin Fig.9. Thus we have the desired function of 


@ 
the variation of efficiency factor against load. 
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From the curves of Fig. 9 it can be seen that the maximum efficiency is 
obtained when the external conductance is made equal to approximately 
half the available small signal conductance; ie. $(y. — Gz). This can 
be seen more clearly in the plot of Fig. 10. Equation (3.8) gives the condi- 
tion for maximum efficiency as 


8 Jo(X). 
Ye 





oO 0.1 0.2 0.3 0.4 0.5 0.6 0.7 0.8 0.9 1.0 


Fig. 10.—The abscissa measures the fractional excess of electronic negative conductance 
over resonator loss conductance. The ordinate is the load conductance as a fraction of 
electronic negative conductance. The tube will go out of oscillation for a load conductance 
such that the ordinate is equal to the abscissa. The load conductance for optimum power 
output is given by the solid line. The dashed line represents a load conductance half as 
great as that required to stop oscillation. 


If we assume various values for Gr these define values of Xo which when 


substituted in 


— Jo(Xo) (3.12) 


Ge Ge _ Ge _ WKd 

Xo 
give the value of the external load for optimum power. We plot these data 
against the available conductance 


( 7 és) = 1 — JX) (3.13) 


as shown in Fig. 10. 

In Fig. 10 there is also shown a line through the origin of slope 1/2. 
It can thus be seen that the optimum load conductance is slightly less than 
half the available small signal or starting conductance. This relation is 
independent of the repeller mode, i.e. of the value FN. This does not mean 
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that the load conductance is independent of the mode, since we have ex- 
pressed all our conductances in terms of y, , the small signal conductance, 
and this of course depends on the mode. What it does say is that, regard- 
less of the mode, if the generator is coupled to the load conductance for 
maximum output, then, if that conductance is slightly more than doubled 
oscillation will stop. It is this fact which should be borne in mind by the 
circuit designer. If greater margin of safety against “pull out’’ is desired 
it can be obtained only at the sacrifice of efficiency. 





Fig. 11.—The ratio of total circuit conductance for optimum power to small signal 
sep hedae admittance, vs the ratio of resonator loss conductance to small signal electronic 
ittance. 


An equivalent plot for the data of Fig. 10, which will be of later use, is 


shown in Fig. 11. This gives the value of for best output for various 


values of Ce : 


@ 
IV. Errect OF APPROXIMATIONS 


The analysis presented in Section II is misleading in some respects. For 
instance, for a lossless resonator and N = # cycles, the predicted efficiency 
is 53%. However, our simple theory tells us that to get this efficiency, the 
radio-frequency gap voltage V multiplied by the modulation coefficient 6 
(that is, the energy change an electron suffers in passing the gap) is 1.018V. 
This means that (a) some electrons would be stopped and would not pass the 
gap (b) many other electrons would not be able to pass the gap against a 
retarding field after returning from drift region (c) some electrons would 
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cross the gap so slowly that for them 8 would be very small and their effect 
on the circuit would also be small (d) there might be considerable loading of 
the resonator due to transit time effects in the gap. Of course, it is not 
justifiable to apply the small signal theory in any event, since it was derived 
on the assumption that BV is small compared with Vo. 

In Appendix IV there is presented a treatment by R. M. Ryder of these 
Laboratories in which it is not assumed that BV<V,. This work does 
not, however, take into account variation of 8 with electron speed or the 
possibility of electrons being turned back at the gap. 

For drift angles of 13 cycles and greater, the results of Ryder’s analysis 
are almost indistinguishable from those given by the simple theory, as may 
be seen by examining Figs. 128-135 of the Appendix. His curves approach 
the curves given by the simple theory for large values of n. 

For small values of », and particularly for } cycles drift, Ryder’s work 
shows that optimum power is obtained with a drift angle somewhat different 
from 2 + # cycles. Also, Fig. 131 shows that the phase of the electronic 
admittance actually varies somewhat with amplitude, and Fig. 130 shows 
that its magnitude does not actually pass through zero as the amplitude is 
increased. 

The reader is also referred to a paper by A. E. Harrison.” 

The reader may feel at this point somewhat uneasy about application of 
the theory to practice. In most practical reflex oscillators, however, the 
value of # is 2 or greater, so that the theory should apply fairly well. There 
are, however, so many accidental variables in practical tubes that it is well 
to reiterate that the theory serves primarily as a guide, and one should not 
expect quantitative agreement between experiment and theory. This will 
be apparent in later sections, where in a few instances the writers have made 
quantitative calculations. 


V. SPECIAL Drirt FIELDS 


In the foregoing sections a theory for a reflex oscillator has been developed 
on the assumption that the repeller field is a uniform retarding electrostatic 
field. Such a situation rarely occurs in practice, partly because of the diff- 
culty of achieving such a field and partly because such a field may not return 
the electron stream in the manner desired. In an effort to get some in- 
formation concerning actual drift fields, we may extend the simple theory 
already presented to include such fields by redefining X as 


X = BVFO0/2Vo. (5.1) 


Here the factor F is included. As defined in Section JJ/ this is the factor 
which relates the effectiveness of a given drift field in bunching a velocity 


5 A. E. Harrison, “Graphical Methods for Analysis of Velocity Modulation Bunching,”’ 
Proc. I.R.E., 33.1, pp. 20-32, June 1945. 
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modulated electron stream with the bunching effectiveness of a field with 
the same drift angle 6 but with a linear variation of potential with distance. 
Suppose, for instance, that the variation of transit time, 7, with energy 
gained in crossing the gap V is for a given field 


dr/aV (5.2) 
and for a linear potential variation and the same drift angle 
(d7/OV)). (5.3) 
Then the factor F is defined as 


F = (67/0V)/(@1r/8V)). (5.4) 


In appendix V, F is evaluated in terms of the variation of potential with 
distance. 

The efficiency is dependent on the effectiveness of the drift action rather 
than on the total number of cycles drift except of course for the phase re- 
quirements. Thus, for a nonlinear potential variation in the drift space 
we should have instead of (3.7) 


n = H/FN. (5.5) 


In the investigation of drift action, one procedure is to assume a given 
drift field and try to evaluate the drift action. Another is to try to find a 
field which will produce some desirable kind of drift action. As a matter 
of fact, it is easy to find the best possible drift field (from the point of view 
of efficiency) under certain assumptions. 

The derivation of the optimum drift field, which is given in appendix VII, 
hinges on the fact that the time an electron takes to return depends only on 
the speed with which it is injected into the drift field. Further, the varia- 
tion in modulation coefficient for electrons returning with different speeds 
is neglected. With these provisos, the optimum drift field is found to be 
one in which electrons passing the gap when the gap voltage is decelerating 
take x radians to return, and electrons which pass the gap when the voltage 
is accelerating take 2m radians to return, as illustrated graphically in Fig. 
136, Appendix VII. A graph of potential vs. distance from gap to achieve 
such an ideal drift action is shown in Fig. 137 and the general appearance of 
electrodes which would achieve such a potential distribution approximately 
is shown in Fig. 138. 

With such an ideal drift field, the efficiency of an oscillator with a lossless 
resonator is 


ni = (2/4)(BV/Vo). (5.6) 
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For a linear potential variation in the drift space, at the optimum r-f gap 
voltage, according to the approximate theory presented in Section III the 
efficiency for a lossless resonator is 


n = (.520)(6V/Vo). (S.7) 


Comparing, we find an improvement in efficiency for the ideal drift field in 
the ratio 


n/7 = 1.23, (S.8) 


or only about 20%. Thus, the linear drift field is quite effective. The 
ideal drift field does have one advantage; the bunching is optimum for all 
gap voltages or, for a given gap voltage, for all modulation coefficients since 
ideally an infinitesimal a-c voltage will change the transit time from x to 2x 
and completely bunch the beam. This should tend to make the efficiency 
high despite variations in 6 over various parts of the electron flow. The 
limitation imposed by the fact that electrons cannot return across the gap 
against a high voltage if they have been slowed up in their first transit across 
the gap' remains. 

This last mentioned limitation is subject to amelioration. In one type of 
reflex oscillator which has been brought to our attention the electrons cross 
the gap the first time in a region in which the modulation coefficient is small. 
If the gap has mesh grids, a hole may be punched in the grids and a beam of 
smaller diameter than the hole focussed through it. Then the beam may be 
allowed to expand and recross a narrow portion of the gap, where the modula- 
tion coefficient is large. Thus, in the first crossing no electrons lose much 
energy (because § is small) and in the second crossing all can cross the gap 
where BV is large and hence can give up a large portion of their energy. 


VI. ELEctrronic Gap LOADING 


So far, attention has been concentrated largely on electronic phenomena 
in the drift or repeller region. To the long transit time across the gap 
there has been ascribed merely a reduction in the effect of the voltage on the 
electron stream by the modulation coefficient 8. Actually, the long transit 
across the gap can give rise to other effects. 

One of the most obvious of these other effects is the production of an elec- 
tronic conductance across the gap. If it is positive, such a conductance 
acts just as does the resonator loss conductance in reducing the power out- 
put. Petrie, Strachey and Wallis of Standard Telephones and Cables have 
treated this matter in an interesting and rather general way. Their work, 
in a slightly modified form, appears in Appendix VIII, to which the reader 
is referred for details. 
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The work tells us that, considering longitudinal fields only, the electron 
flow produces a small signal conductance component across the gap 


_ Ie ap" 
Get 4V, ay (6.1) 
@ 
= =a e 2 
1 = (6.2) 


Here B is the modulation coefficient and #%o is the electron speed. J» and 
Vo are beam current and beam voltage. If the gap has a length d, the 
transit angle across it is 0. = yd and (6.1) may be rewritten 


Gn = late 8 

4V> 00, 
It is interesting to compare this conductance with the magnitude of the 
small-signal electronic admittance, y,. In doing so, we should note that 
the current crosses the gap twice, and on each crossing produces an elec- 
tronic conductance. Thus, the appropriate comparison between loss con- 
ductance and electronic admittance is 2G,,/y.. Using (6.3) we obtain 


(6.3) 


2Ge1/ 5 = eg (6.4) 


Usually, the drift angle @ is much larger than the gap transit angle 6, . 
Further, if we examine the curves for mcdulation coefficient 8 which are 
given in Appendix I], we find that (067/00,)/6? will not be very large. Thus, 
we conclude that in general the total loss conductance for longitudinal fields 
will be small compared with the electronic admittance. An example in 
Appendix VIII gives (2G,,/y.) as about 1/10. It seems that this effect 
will probably be less important than various errors in the theory of the reflex 
oscillator. 

Even though this electronic gap loading is not very large, it may be in- 
teresting to consider it further. We note, for instance, that the conductance 
Gx is positive when §* decreases as gap transit angle increases. For paral- 
lel fine grids this is so from 0, = 0 to 0, = 2x (see Fig. 119 of Appendix IT). 
At 0, = 2x, where 8 = 0, 06/00, = 0, and the gap loading is zero. Ina 
region beyond 0, = 2x, 067/00, becomes positive and the gap conductance 
is negative. Thus, for some transit angles a single gap can act to produce 
oscillations. For still larger values of 0,, G.1 alternates between positive 
and negative. Gap transit angles of greater than 2z are of course of little 
interest in connection with reflex oscillators, as for such transit angles £ is 
very small. 

For narrow gaps with large apertures rather than fine grids, 067/06, 
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never becomes very negative and may remain positive and the gap loading 
conductance due to longitudinal fields be always positive. In such gaps, 
however, transverse fields can have important effects, and (6.3) no longer 
gives the total gap conductance. Transverse fields act to throw electrons 
approaching the gap outward or inward, into stronger or weaker longitudinal 
fields, and in this manner the transverse fields can either cause the electrons 
to give up part of their forward velocity, transferring energy to the reso- 
nator, or to pick up forward velocity, taking energy from the resonator. 
An analysis of the effect of transverse fields is given in Appendix VIII, and 
this is applied in calculating the total conductance, due both to longitudinal 
and to transverse fields, of a short gap between cylinders with a uniform cur- 
rent density over the aperture. It is found that the transverse fields con- 
tribute a minor part of the total conductance, and that this contribution 
may be either positive or negative, but that the total gap conductance is 
always positive (see Appendix VIII, Fig. 140). 

The electron flow across the gap produces a susceptive component of 
admittance. This susceptive component is in general more difficult to cal- 
culate than the conductive component. It is not very important; it serves 
to affect the frequency of oscillation slightly but not nearly so much as a 
small change in repeller voltage. 

Besides such direct gap loading, the velocity modulation and drift action 
within a gap of fine grids actually produce a small bunching of the electron 
stream. In other words, the electron stream leaving such a gap is not only 
velocity modulated but it has a small density modulation as well. This 
convection current will persist (if space-charge debunching is not serious) 
and, as the electrons return across the gap, it will constitute a source of elec- 
tronic admittance. We find however, that in typical cases (see Appendix 
VITI, (h59)-(h63)), this effect is small, and it is almost entirely absent in 
gaps with coarse grids or large apertures. 

Secondary electrons produced when beam electrons strike grid wires and 
grid frames or gap edges constitute another source of gap loading. It has 
been alleged that if the frames supporting the grids or the tubes forming a 
gap have opposed parallel surfaces of width comparable to or larger than the 
gap spacing, large electron currents can be produced through secondary 
emission, the r-f field driving electrons back and forth between the opposed 
surfaces. It would seem that this phenomenon could take place only at 
quite high r-f levels, for an electron would probably require of the order of 
100 volts energy to produce more than one secondary in striking materials 
of which gaps are usually constructed. 


VII. ELECTRONIC TUNING—ARBITRARY Drirt ANGLE 


So far, the ‘“‘on tune”’ oscillation of reflex oscillators has been considered 
except for a brief discussion in Section II, and we have had to deal only with 
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real admittances (conductances). In this section the steady state operation 
in the case of complex circuit and electronic admittances will be discussed. 
The general condition for oscillation states that, breaking the circuit at any 
point the sum of the admittances looking in the two directions is zero. Par- 
ticularly, the electronic admittance Y, looking from the circuit to the 
electron stream, must be minus the circuit admittance Y¢ , looking from the 
electron stream to the circuit. Here electronic admittance is used in the 
sense of an admittance averaged over a cycle of oscillation and fulfilling the 
above condition. 

It is particularly useful to consider the junction of the electron stream 
and the circuit because the electronic admittance Y, and the circuit admit- 
tance Yc have very different properties, and if conditions are considered 
elsewhere these properties are somewhat mixed and full advantage cannot 
be taken of their difference. 

The average electronic admittance with which we are concerned is a 
function chiefly of the amplitude of oscillation. UsualJly its magnitude 
decreases with increasing amplitude of oscillation, and its phase may vary 
as well, although this is a large signal effect not shown by the simple theory. 
In reflex oscillators the phase may be controlled by changing the repeller 
voltage. The phase and magnitude of the electronic admittance also vary 
with frequency. Usually, however, the rate of change with frequency is 
slow compared with that of the circuit admittance in the vicinity of any one 
resonant mode. By neglecting this change of electronic admittance with 
frequency in the following work, and concentrating our attention on the 
variation with amplitude and repeller voltage, we will emphasize the im- 
portant aspects without serious error. However, the variation of electronic 
admittance with frequency should be kept in mind in considering behavior 
over frequency ranges of several per cent.® 

The circuit admittance is, of course, independent of amplitude and is a 
rapidly varying function of frequency. It is partly dependent on what is 
commonly thought of as the resonator or resonant circuit of the oscillator, 
but is also profoundly affected by the load, which of course forms a part of 
the circuit seen from the electron stream. The behavior of the oscillator is 
determined, then, by the electronic admittance, the resonant circuit and 
the load. The behavior due to circuit and load effects applies generally 
to all oscillators, and the simplicity of behavior of the electronic admittance 
is such that similarities of behavior are far more striking than differences. 

We have seen from Appendix I that at a frequency Aw away from the 
resonant frequency wo where Aw<woy, the admittance at the gap may be 
expressed as: 

Ve = Ge + j2MAw/w. (7.1) 


® Appendix IV discusses the variation of phase with frequency and repeller voltage. 
The variation of phase of electronic admittance with frequency is included in Section IX A. 
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Here the quantity M is the characteristic admittance of the resonator, 
which depends on resonator shape and is unaffected by scaling from one 
frequency to another. Gc is the shunt conductance due to circuit and to 
load. Yc as given by (7.1) represents to the degree of approximation re- 
quired the admittance of any resonant circuit and load with only one 
resonance near the frequency of oscillation. 

It is profitable to consider again in more detail a complex admittance 
plot similar to Fig. 4. In Fig. 12 the straight vertical line is a plot of (7.1). 


“Ye = ye (24; (X)/X) e~34° 


SUSCEPTANCE, B 


Wo = (LC)~Y2 


G¢ Maye 


Y =G+j2MAw/wo 





CONOUCTANCE, G => 


Fig. 12.—The resonator and its load can be represented as a shunt resonant circuit 
with a shunt conductance G. For frequencies near resonance, the conductance is nearly 
constant and the susceptance B is proportional to frequency, so that when susceptance is 
plotted vs conductance, the admittance Y is a vertical straight line. The circles mark off 
equal increments of frequency. The electronic admittance is little affected by frequency 
but much affected by amplitude. Tne negative of an electronic admittance Y, having a 
constant phase angle — Agisshown in thefigure. Thedots mark off equal amplitude st 
Oscillation will occur at a frequency and amplitude specified by the intersection of the 
curves Y and —Y,. . 


The circles mark equal frequency increments. Now if we neglect the varia- 
tion of the electronic admittance with phase, then the negative of the small 
signal electronic admittance on this same plot will be a vector, the locus of 
whose termination will be a circle. The vector is shown in Fig. 12. The 
dots mark off admittance values corresponding to equal amplitude incre- 
ments as determined by the data of Fig. 5. 

Steady oscillation will take place at the frequency and amplitude repre- 
sented by the intersection of the two curves. If the phase angle A@ of the 
— Y, curve is varied by varying the repeller voltage, the point of intersection 
will shift on both the Y¢ curve and the —Y, curve. The shift along the 
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Y ¢ curve represents a change in frequency of oscillation; the shift along the 
— Y, curve represents a change in the amplitude of oscillation. If we know 
the variation of amplitude with position along the — Y, curve, and the varia- 
tion of frequency with position along the Y ¢ curve, we can obtain both the 
amplitude and frequency of oscillation as a function of the phase of —Y,, 
which is in turn a function of repeller voltage. 

From (2.3) and (2.7) we can write — Y, in terms of the deviation of drift 
angle A@ from n + 2 cycles. 


—¥,= y.(2Si(X)/x)e™. (7.2) 


The equation relating frequency and Aé@ can be written immediately from 
inspection of Fig. 12. 


2MAw/wo = —Ge tan Ad 
Awo/wo = —(Gc/2M) tan Ae (7.3) 
Aw/we = —(1/20) tan Ad. 


Here Q is the loaded Q of the circuit. 

The maximum value of A@ for which oscillation can occur (at zero ampli- 
tude) is an important quantity. From Fig. 12 this value, called Ao, is 
obviously given by 


cos Ado = Ge/y. = (Gc/M)(M/4,) (7.4) 
= (M/y.)/Q. 
From this we obtain 
tan A™ = + (P(y./M)? —1)'. (7.5) 

By using (7.3) we obtain 

(Aw/wo)o = = (4) (y./M) (1 — (M/y.Q)9! (7.6) 
or 

(Aco/wo)o = (4) (y6/M) (1 — (Ge/y.)*)*. (7.7) 


These equations give the electronic tuning from maximum amplitude of 
oscillation to zero amplitude of oscillation (extinction). 
The equation relating amplitudes may be as easily derived from Fig. 12. 


G+ (2MAw/w)? = y2 (2Ia(X)/X)? (7.8) 
a? 
Aw = 0 let X = X,.. Then 


Aw/wo = (y./2M) ((2F1(X)/X)* —(2I1(Xo)/Xo))*. (7.9) 
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It is of interest to have the value of Aw/wo at half the power for dw = 0 
At half power, X = X0/ 4/2, so 


(Aw/wo)y = (%6/2M)((2I1(X o/-V2)/(X0o/-V2))? — (2Ia(Xo)/Xo)?)*. (7.10) 


For given values of modulation coefficient and Vo, X is a function of th 
r-{ gap voltage V and also of drift angle and hence of A@, or repeller voltage 
(see Appendix IV). For the fairly large values of @ typical of most reflex 
oscillators, we can neglect the change in X due directly to changes in A@, 
and consider X as a direct measure of the r-f gap voltage V. Likewise 
y. is a function of drift time whose variation with A@ can and will be dis- 
regarded. Hence from (7.9) we can plot (X/Xo)? vs. Aw/wo and regard this 
as a representation of normalized power vs. frequency. 

Let us consider now what (7.3) and (7.9) mean in connection with a given 
reflex oscillator. Suppose we change the load. This will change Q in 
(7.3) and Xo in (7.9). From the relationship previously obtained for the 
condition for maximum power output, Ge/y. = Jo(Xo), we can find the 
value of Xo that is, X at Aw = 0, for various ratios of Gr/y.. ForGeg = 0 
(zero resonator loss) the optimum power value of Xo is 2.4. When there is 
some resonator loss, the optimum total conductance for best power output 
is greater and hence the optimum value of Xo is lower. 

In Fig. 13 use is made of (7.3). Aw/wo is plotted vs. A@ (which decreases 
as the repeller is made more negative) for several values of Q, and in Fig. 14, 
(7.9) is used to plot (X/Xo)? vs. (2M/y.)Aw/wo, which is a generalized 
electronic tuning variable, for several values of Xo. These curves illustrate 
typical behavior of frequency vs. drift angle or repeller voltage and power 
vs. frequency for a given reflex oscillator for various loads. In practice, 
the S shape of the frequency vs. repeller voltage curves for light loads 
(high Q) is particularly noticeable. The sharpening of the amplitude vs. 
frequency curves for light loads is also noticeable, though of course the cusp- 
like appearance for zero load and resonator loss cannot be reproduced ex- 
perimentally. It is important to notice that while the plot of output vs. 
frequency for zero load is sharp topped, the plot of output vs. repeller volt- 
age for zero load is not. 

Having considered the general shape of frequency vs. repeller voltage 
curves and power vs. frequency curves, it 1s interesting to consider curves of 
_ electronic tuning to extinction ((Aw/wo)o) and electronic tuning to half power 
((Aw/wo),) vs. the loading parameter, (M/y.Q) = Gc/y.. Such curves are 
shown in Fig. 15. These curves can be obtained using (7.7) and (7.10). 
In using (7.10) X can be related to Gc/¥, by the relation previously derived 
from 2J;(X)/X = Gc/y, and given in Fig. 5 as a function of X. It is to 
be noted that the tuning to the half power point, (Aw/wo); , and the tuning 
to the extinction point, (Aw/wo)», vary quite differently with loading. 
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ANGLE, 40, IN DEGREES 


Fig. 13.—A parameter proportional to electronic tuning plotted vs deviation from 
optimum drift angle A@ for various values of loaded Q. For lower values of Q, the fre- 
quency varies rapidly and almost linearly with 4g. For high values of Q, the frequency 
curve is S shaped and frequency varies slowly with A@ for small values of Aa. 
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Fig. 14.—The relative power output vs a parameter proportional to the frequency 
deviation caused by electronic tuning, for various values of load. For zero loss and zero 


load, the curve is peaked. For zero loss and optimum load, the curve has its greatest 
width between hal power points. For zero loss and greater than optimum load, the curve 
is narrow, 
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The quantity 
(Aco/co)s 


has a maximum value at Gc/y, = .433(X = 2.40), which is the condition 
for maximum power output when the resonator loss is zero. 

In Fig. 11 we have a plot of Gc/¥y. vs. Gre/y. for optimum loading (that 
is loading to give maximum power for A@ = 0). This, combined with the 





(ir) 


=ts)/ 


2 


wa 


Fig. 15.—A parameter proportional to electronic tuning range vs the ratio of total 
circuit conductance and small signal electronic admittance. The electronic tuning 
to extinction (Aw/wo)o is more affected by loading than the electronic tuning to half power 
points (Aw/wo)s . 


curves of Fig. 15, enables us to draw curves in the case of optimum loading 
for electronic tuning as a function of the resonator loss. Such curves are 
shown in Fig. 16. 

From Fig. 16 we see that with optimum loading it takes very large reso- 
nator losses to affect the electronic tuning range to half power very much, 
and that the electronic tuning range to extinction is considerably more 
affected by resonator losses. Turning back to Fig. 7, we see that power is 
affected even more profoundly by resonator losses. It is interesting to 
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compare the effect of going from zero loss to a case in which the loss con- 
ductance is 4 of the small signal electronic conductance (Ge = y,/2). The 
table below shows the fraction to which the power or efficiency, the elec- 





Fig. 16.—The effect of resonator loss on electronic tuning in an oscillator adjusted for 
optimum power output at the center of the electronic tuning range. A parameter pro- 
portional to electronic tuning is plotted vs the ratio of the resonator loss to small signal 
electronic admittance. The electronic tuning to extinction is more affected than the 
electronic tuning to half power as the loss is changed. 


tronic tuning range to extinction, and the electronic tuning range to half 
power are reduced by this change. 


Power, Efficiency (1) Electronic By vey 4 Extinction | Electronic Where Half Power 


/ca0)0 Aes /coe) 5 


.24 16 .88 
From this table it is obvious that efforts to control the electronic tuning by 


varying the ratio = are of dubious merit. 
@ 
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One other quantity may be of some interest; that is the phase angle of 
electronic tuning at half power and at extinction. We already have an 
expression involving AQ» (the value at extinction) in (7.4). By taking ad- 
vantage of (3.10) and (3.8) (Figs. 5 and 11), we can obtain A@y vs. Gc/¥. 
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PHASE OF ELECTRONIC ADMITTANCE IN DEGREES 


Fig. 17.—The phase of the drift angle for extinction and half power vs the ratio of 
resonator loss to small signal electronic admittance. 


(= M/Qy.) for optimum loading. By referring to Fig. 12 we can obtain the 
relation for A@,; (the value at half power) 


Go = yo [2Ii(X0o/-V/2)/(Xo/-V2)] cos Ady. (7.11) 
However, we have at A@ = 0 
Go = Ye [2Ii(Xo0)/Xo]. (7.12) 
Hence 
J1(Xo) 
cos Aj, = VIF(Xo//2) (7.13) 


Again, from (3.8) we can express Xo for optimum power at A@ = 0 in terms 
of Gre/y.. In Fig. 17, A@> and A6; are plotted vs. Ge/y, for optimum 
loading. 
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VITI. HysTEREsIs 


All the analysis presented thus far would indicate that if a reflex oscillator 
is properly coupled to a resistive load the power output and frequency will 
be single-valued functions of the drift time or of the repeller voltage, as 
illustrated in Fig. 18. During the course of the development in these labora- 
tories of a reflex oscillator known as the 1349XQ, it was found that even if 


POWER OR FREQUENCY SHIFT, Af 
o 


Af 


NEGATIVE REPELLER VOLTAGE ——> 
Fig. 18.—Ideal variation of power and frequency with repeller voltage, arbitrary units. 


the oscillator were correctly terminated the characteristics departed vio- 
lently from the ideal, as illustrated in Fig. 19. Further investigation dis- 
closed that this departure was, to a greater or less degree, a general charac- 
teristic of all reflex oscillators in which no special steps had been taken to 
prevent it. 

The nature of this departure from expected behavior is that the output is 
not a single valued function of the repeller voltage, but rather that at a given 
repeller voltage the output depends upon the direction from which the repel- 
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ler voltage is made to approach the given voltage. Consider the case illus- 
trated in Fig. 19. The arrows indicate the direction of repeller voltage vari- 
ation. If we start from the middle of the characteristic and move toward 
more negative values of repeller voltage, the amplitude of oscillation varies 
continuously until a critical value is reached, at which a sudden decrease in 


POWER OR FREQUENCY SHIFT, Af 
oO 





NEGATIVE REPELLER VOLTAGE —— > 
Fig. 19.—A possible variation of power and spt nar A with repeller voltage when there 
¢ 


is electronic hysteresis. The arrows indicate th tion of vanation of repeller voltage. 


amplitude is observed. Thisdrop may be to zero amplitude as shown or toa 
finite amplitude. In the latter case the amplitude may again decrease con- 
tinuously as the repeller voltage is continuously varied to a new critical 
value, where a second drop occurs, etc. until finally the output falls to zero. 
In every observed case, even for more than one drop, the oscillation always 
dropped to zero discontinuously. Upon retracing the repeller voltage varia- 
tion, oscillation does not restart at the repeller voltage at which it stopped 
but remains zero until a less negative value is reached, at which point the 
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oscillation jumps to a large amplitude on the normal curve and then varies 
uniformly. The discontinuities occur sometimes at one end of the charac- 
teristic and sometimes at the other, and infrequently at both. It was first 
thought that this behavior was caused by an improper load,’ but further 
investigation proved that the dependence on the load was secondary and 
the conclusion was drawn and later verified that the effect had its origin in 
the electron stream. For this reason the discontinuous behavior was called 
electronic hysteresis. 

In any self-excited oscillator having a simple reasonant circuit, the os- 
cillating circuit may be represented schematically as shown in Fig. 20. 
Here L and C represent the inductance and capacitance of the oscillator. 
Gz is a shunt conductance, representing the losses of the circuit, and G_ is 
the conductance of the load. Henceforth for the sake of convenience we 





Fig. 20.—Equivalent circuit of reflex oscillator consisting of the capacitance C, induct- 
ance L, the resonator loss conductance Gp, the load conductance G, and the electronic 
admittance Y,. 


will lump these and call the totalG,. Y, represents the admittance of the 
electron stream. Such a circuit has a characteristic transient of the form 


V = Voeo™ (8.1) 


where 


_ Ge + Gr 
2C 


Oscillations will build up spontaneously if 

GotGi<0O. (8.2) 
For stable oscillation at amplitude V we require 

G[V]+ G,=0 (8.3) 


(8.2) and (8.3) state that the amplitude of oscillation will build up until 
non-linearities in the electronic characteristics reduce the electronic con- 
ductance to a value equal and opposite to the total load plus circuit con- 
ductance. Thus, in general 


VY. = GokFi(V) + 7BeoF2(V) (8.4) 


and w = 





a 


a 


7 See Section IX. 
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where 
se = Go + 1B 0 (8.5) 


is the admittance for vanishing amplitude, which is taken as a reference 
value. The foregoing facts are familiar to any one who has worked with 
oscillators. 

Now, condition (8.3) may be satisfied although (8.2) is not. Then an 
oscillator will not be self-starting, although once started at a sufficiently 
large amplitude its operation will become stable. An example in common 
experience is a triode Class C oscillator with fixed grid bias. In such a case 


F(V;) > F(0) (8.6) 


holds for some V,; . . 

As an example of normal behavior, let us assume that F(V) is a continu- 
ous monotonically decreasing function of increasing V, with the reference 
value of V taken as zero. Then the conductance, G, = GeF(V) will vary 
with V as shown in Fig. 21. Stable oscillation will occur when the ampli- 
tude V, has built up to a value such that the electronic conductance curve 
intersects the horizontal line representing the load conductance,G,. Geo 
is a function of one or more of the operating parameters such as the elec- 
tron current in the vacuum tube. If we vary any one of these parameters 
indicated as X, the principal effect will be to shrink the vertical ordinates 
as shown in Fig. 21 and the amplitude of oscillation will assume a series 
of stable values corresponding to the intercepts of the electronic conductance 
curves with the load conductance. If, as we have assumed, F(V) is a 
monotonically decreasing function of V, the amplitude will decrease con- 
tinuously to zero as we uniformly vary the parameter in such a direction as 
to decrease Goo. Zero amplitude will, of course, occur when the curve has 
shrunk to the case where Goo = G,_. Under these conditions the power 
output, $G,V?, will be a single value function of the parameter as shown in 
Fig. 22 and no hysteresis will occur. 

Suppose, however, that F(V) is not a monotonically decreasing function of 
V but instead has a maximum so that G.of(V) appears as shown in Fig. 23. 
In this case, if we start with our parameter X = X, and vary our parame- 
ter X in such a direction as to shrink the curve, the amplitude will decrease 
smoothly until the parameter arrives at a value of Xs corresponding to 
amplitude V5 at which the load line is tangent to the maximum of the con- 
ductance curve. Further variation of X in the same direction will cause 
the amplitude to jump to zero. Upon reversing the direction of the variation 
of the parameter, oscillation cannot restart until X arrives at a value X, 
such that the zero amplitude conductance is equal to the load conductance. 
When this occurs the amplitude will suddenly jump to the value V,. 
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Ge = Geo (x) F (V) 


NEGATIVE OF LOAD 
CONDUCTANCE, ~Gi 


ELECTRONIC CONDUCTANCE, Ge => 





AMPLITUDE OF OSCILLATION, V => 


Fig. 21.—A possible variation of electronic conductance with amplitude of oscillation 
for the general case of an oscillator. Arbitrary units are employed. Different curves 
correspond to several values of a parameter X which determines the small signal values of 
the conductance. The load conductance is indicated by the horizontal line. Stable 
oscillation for any given value of the parameter X occurs at the intersection of the elec- 
tronic conductance curve with the load line G,. 


POWER OUTPUT =p 


PARAMETER, X= 


4 oS of power output with the parameter X when the conditions of Fig. 
y. | 
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Under these conditions the power output will appear as shown in Fig. 24, in 
which the hysteresis is apparent. 

Let us now consider the conditions obtaining in a reflex oscillator. Fig. 
1 shows a schematic diagram of a reflex oscillator. This shows an electron 
gun which projects a rectilinear electron stream across the gap of a resonator. 


Ge = Geo (X) F (v) 


NEGATIVE OF LOAD 
CONDUCTANCE, -GL 


ELECTRONIC CONOUCTANCE, Ge ==> 





Vs V4 
AMPLITUDE OF OSCILLATION, V => 


Fig. 23.—Variation of electronic conductance with amplitude of oscillation of a form 
which will result in hysteresis, The parameter X determines the small signal value of the 
conductance. The horizontal line indicates the load conductance. 


After the beam passes through this gap it is retarded and returned by a uni- 
form electrostatic field. If we carry out an analysis to determine the elec- 
tronic admittance which will appear across the gap if the electrons make one 
round trip, we arrive at expression 2.2 which may be written 


Y, = Metee 8 Ju(X) [sin 6 + 7 cos 6] (8.7) 
0 
where 
_ BV 
X= av," 
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This admittance will be a pure conductance if 0 = 0) = (% + #) 2x. As 
we have seen, in an oscillator designed specifically for electronic tuning, » 
usually has a value of 3 or greater and the variations A@ from @ arising from 


=p 


P246,v2 


POWER OUTPUT 


Xs x 
PARAMETER, X =—=—> 


Fig. 24.—A curve of power output vs parameter X resulting from the conductance 
curves shown in Fig. 23 and illustrating hysteresis. 


repeller voltage variation are sufficiently small so that the effect of A@ in 
varying X may be neglected. In this case we may write 








_ _, 2,(CV) 

Ge = —Ye CV cos A@ 
_ i988 

Y= 2Vo (8.8) 
_ 8 

C a 


The parameter which we vary in obtaining the repeller characteristic of 
the tube is A@. The variation of this parameter is produced by shifting the 
repeller voltage Vz from the value V zo corresponding to the transit angle 
Ji(CV) 

CV 
increases, no explanation of hysteresis is to be found in this expression. 
Fig. 25b shows the smooth symmetrical variation of output with repeller 
voltage about the value for which A@ = 0 which is to be expected. 


6,. Since as is shown, Fig. 25a, 





decreases monotonically as V 
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Now suppose a second source of conductance Ga exists whose amplitude 
function is of the form illustrated in Fig. 26a. Let us suppose that for the 
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Fig. 25.—a. Variation of electronic conductance with amplitude of oscillation for an 
ideal oscillator. The parameter controlling the small signal electronic conductance is the 
repeller voltage which determines the transit angle in the repeller region. The horizontal 
line indicates the load conductance. 


b. The variation of power output with the repeller voltage which results from the 
characteristics of Fig. 25a. 


value of 4 assumed the phase of this conductance is such as to oppose 
Ge. Ga may or may not bea function of A@. For the sake of simplicity let 
us assume that Ge varies with A@ in the same way asG,,. The total conduc- 
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Fig. 26.—a. Curve G,; shows the variation of electronic conductance with amplitude 
of oscillation for an ideal reflex oscillator. Curve G.z represents the variation of a second 
source of electronic conductance with amplitude. The difference of these two curves 
ee G.ai-G.2 shows the variation of the sum of these two conductance terms with 
amplitude. 
. Electronic conductance vs amplitude of oscillation when two conductance terms 
exist whose variation with repeller voltage is the same. 

c. Power output vs repeller voltage for a reflex oscillator in which two sources of con- 
ductance occur varying with amplitude as shown in Fig. 26b. 
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tance G, = Ga — Ge willappearasshown. As the repeller voltage is varied 
from the optimum value the conductance curve will shrink in proportion to 
cos A@, and the amplitude of oscillation for each value of Aé@ will adjust itself 
to the value corresponding to the intersection of the load line and the con- 
ductance plot as shown in Fig. 26b. When the load line becomes tangent, 
as for amplitude V,, further variation of the repeller voltage in the same 
direction will cause oscillation to jump from V,% to zero amplitude. Cor- 
respondingly, on starting oscillation will restart with a jump to V3. Hence, 
two sources of conductance varying in this way will produce conditions pre- 
viously described, which would cause hysteresis as shown in Fig. 26c. 
The above assumptions lead to hysteresis symmetrically disposed about the 
optimum repeller voltage. Actually, this is rarely the case, but the ex- 
planation for this will be deferred. 

Fig. 27 shows repeller characteristics for an early model of a reflex oscil- 
lator designed at the Bell Telephone Laboratories. The construction of this 
oscillator was essentially that of the idealized oscillator of Fig. 1 upon which 
the simple theory is based. However, the repeller characteristics of this 
oscillator depart drastically from the ideal. It will be observed that a 
double jump occurs in the amplitude of oscillation. The arrows indicate 
the direction of variation of the repeller voltage. The variation in the fre- 
quency of oscillation is shown, and it will be observed that this also is dis- 
continuous and presents a striking feature in that the rate of change of fre- 
quency with voltage actually reverses its sign for a portion of the range. A 
third curve is shown which gives the calculated phase A@ of the admittance 
arising from drift in the repeller field. This lends very strong support to 
the hypothesis of the existence of a second source of conductance, since this 
phase varies by more than 180°, so that for some part of the range the repel- 
ler conductance must actually oppose oscillation. The zero value phase is 
arbitrary, since there is no way of determining when the total angle is 
(n + })2z. 

Having recognized the circumstances which can lead to hysteresis in the 
reflex oscillator, the problem resolves itself into locating the second source 
of conductance and eliminating it. 

A number of possible sources of a second conductance term were in- 
vestigated in the particular case of the 1349 oscillator, and most were found 
to be of negligible importance. It was found that at least one important 
second source of conductance arose from multiple transits of the gap made 
by electrons returning to the cathode region. In the case of the 1349 a de- 
sign of the electron optical system which insured that the electron stream 
made only one outgoing and one return transit of the gap eliminated the 
hysteresis in accordance with the hypothesis. 
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Inasmuch as multiple transits appear to be the most common cause for 
hysteresis in reflex oscillator design, it seems worthwhile to obtain a more 
detailed understanding of the mechanism in this case. Other possible 
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Fig. 27.—Amplitude, frequency and transit phase variation with the repeller voltage 
obtained experimentally for a reflex oscillator exhibiting electronic hysteresis. The 
arrows indicate the direction of variation of the repeller voltage. 


mechanisms such as velocity sorting on the repeller will give rise to similar 
effects and can be understood from what follows. 

In the first order theory, the electrons which have retraversed the gap 
are conveniently assumed to vanish. Actually, of course, the returning 
stream is remodulated and enters the cathode space. Unfortunately, the 
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conditions in the cathode region are very complex, and an exact analysis 
would entail an unwarranted amount of effort. However, from an approxi- 
mate analysis one can obtain a very simple and adequate understanding of 
the processes involved. 

Let us examine the conditions existing after the electrons have returned 
through the gap of the idealized reflex oscillator. In the absence of oscilla- 
tion, with an ideal rectilinear stream and ideally fine grids all the electrons 
which leave the cathode will return to it. When oscillation exists all elec- 
trons which experience a net gain of energy on the two transits will be cap- 
tured by the cathode, while those experiencing a net loss will not reach it, 
but instead will return through the gap for a third transit, etc. In a prac- 
tical oscillator even in the absence of oscillation only a fraction of the elec- 
trons which leave the cathode will be able to return to the cathode, because 
of losses in axial velocity produced by deflections by the grid wires and vari- 
ous other causes. As a result, it will not be until an appreciable amplitude 
of oscillation has been reached that a major proportion of the electrons 
which have gained energy will be captured by the cathode. On the other 
hand, there will be an amplitude of oscillation above which no appreciable 
change in the number captured will occur. 

The sorting action which occurs on the cathode will produce a source of 
electronic admittance. Another contribution may arise from space charge 
interaction of the returning bunched beam with the outgoing stream. A 
third component arises from the continued bunching resulting from the first 
transit of the gap. From the standpoint of this third component the reflex 
oscillator with multiple transits suggests the action of a cascade amplifier. 
The situation is greatly complicated by the nature of the drift field in the 
cathode space. All three mechanisms suggested above may combine to 
give a resultant second source. Here we will consider only the third com- 
ponent. Consider qualitatively what happens in the bunching action of a 
reflex oscillator. Over one cycle of the r.f. field, the electrons tend to bunch 
about the electron which on its first transit crosses the gap when the field 
is changing from an accelerating to a decelerating value. The group re- 
crosses the gap in such a phase that the field extracts at least as much energy 
from every electron as it gave up to any electron in the group. When we 
consider in addition various radial deflections, we see that very few of the 
electrons constituting this bunch can be lost on the cathode. 

Although it is an oversimplification, let us assume that we have a linear 
retarding field in the cathode region and also that none of the electrons are 
intercepted on the cathode. To this order of approximation a modified 
cascade bunching theory would hardly be warranted and we will consider 
only that the initial bunching action is continued. Under these conditions, 


Google 


REFLEX OSCILLATORS 533 


we can show that the admittance arising on the third transit of the gap will 
have the form 


oar) 

0; 2V5 : : 

Yo=+]o Va BV [sin 6, +7 cos 6] (8.9) 
2Vo 


where Jo is the effective d.c. contribution to the third transit. 0; = 6+ 6c 
is the total transit angle made up of the drift angle in the repeller space, 6, 
and the drift angle in the cathode space 0¢. As before, assume that the 
small changes in @; caused by the changing repeller voltage over the elec- 
tronic tuning range exercise an appreciable effect only in changing the sine 
and cosine terms. Then we may write 


Vi =G! + 5B) = yf 2G ance [sin +jcosa] (8.10) 
where 
o 
Cs a O0BV and ve wa B'To8e 





2 Vo 2 Vo 


If Ad = 6: — Oeo 











G=y¥., x [sin 6:9 cos AO, ++ cos 649 sin Ad;]. (8.11) 
3V 
Now 

AV: 

A@ = + Aw 

; eid Va + Vo e 

Ad, = Awe (8.12) 
AVe 

Ag =. Aw Aw ee 

¢ = Wor iit To + Awr, 


We observe that the phase angle of the admittance arising on the third 
transit varies more rapidly with repeller voltage (i.e., frequency) than the 
phase angle of the second transit admittance. This is of considerable im- 
portance in understanding some of the features of hysteresis. 

Let us consider (8.11) for some particular values of 6¢ or @;. We remem- 
ber that 0; is greater than @ and hence C: > C,. Since this is so, the limit- 
ae 2Ji(CiV) 
CV 
We will a jas cases 6, = (n + 4)2x and 6, = (n + #)2x. These 





will become zero at a lower value of V than 





ing function 
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correspond respectively to a conductance aiding and bucking the conduct- 


ance arising on the first return. In case 1 we have 
e. 


cos Aé, (8.13) 


)_ 1 24(C2V) 
* GV 


G. = 






ELECTRONIC CONDUCTANCE, Ge 


AMPLITUDE OF OSCILLATION, V—> 


Fig. 28.—Theoretically derived variation of electronic conductance with amplitude of 
oscillation. Curve G, represents conductance arising from drift action in the repelle 
space. Curve Gj represents the conductance arising from continuing drift in the‘cathod® 
region. Gf represents the conductance variation with amplitude which will result i! 
G, and G* are in phase opposition. 


and case 2 


t i / 2I1(C2 V) 
Ge GV 


Figure 28 illustrates case (2) and Fig. 29 case (1). If cos A@, and cos A 
varied in the same way with repeller voltage, the resultant limiting function 
would shrink without change in form as the repeller voltage was varied, 
and it is apparent that Fig. 28 would then yield the conditions for hysteresis 
and Fig. 29 would result in conditions for a continuous characteristic. 
If Fig. 28 applied we should expect hysteresis symmetrical about the opt- 
mum repeller voltage. We recall, however, that in Fig. 27 hysteresis 


cos AG, . (8.14) 
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occurred only on one end of the repeller characteristic and was absent on 
the other. The key to this situation lies in the fact that A@, and A@ do not 
vary in the same way when the repeller voltage is changed and the fre- 
quency shifts as shown in (8.12). Asa result, the resulting limiting function 
does not shrink uniformly with repeller voltage, since the contribution 
G, changes more rapidly than G,. Hence we should need a continuous 
series of pictures of the limiting function in order to understand the situa- 
tion completely. 
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Fig. 29.—Theoretically derived curves of electronic conductance vs amplitude of oscil- 
lation. Curve G, shows the variation of the resultant electronic conductance when 
the repeller space contribution and the cathode space contribution are in phase addition. 


Suppose we consider Fig. 29 and again assume in the interests of simplicity 
that A@, and Aé@ vary at the same rate. In this case we observe that in a 
region the conductance varies very rapidly with amplitude. This would 
imply that in this region the output would tend to be independent of the 
repeller voltage. If we refer again to Fig. 27 we observe that the output is 
indeed nearly independent of the repeller voltage over a range. 

We see that these facts all fit into a picture in which, because of the more 
rapid phase variation of 0, than 6 with repeller voltage, the limiting function 
at one end of the repeller voltage characteristic has the form of Fig. 28. 
accounting for the hysteresis, and at the other end has the form of Fig. 29, 
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accounting for the relative independence of the output on the repeiler 
voltage. 

In what has been given so far we have arrived qualitatively at an explana- 
tion for the variation of the amplitude. There remains the explanaticn 
for the behavior of the frequency. In this case we plot susceptance as a 
function of amplitude and, as in the case of the conductance, there will be 
several contributions. The primary electronic susceptance will be given by 


Be = Ye nee sin 6. (8.15) 


Hence, as we vary the parameter A@ by changing the repeller voltage the 
susceptance curve swells as the conductance curve shrinks. The circuit 
condition for stable oscillation is that 


B, + jaw = 0. (8.16) 


A second source of susceptance will arise from the continuing drift in the 
cathode space. Referring to equation (8.10) we see that this will have the 
form 





1 2Ji(C2V) 


a 
Be = CV cos 0; (8.17) 
and corresponding to equation (8.11) we write 
B, = ¥, ote) [cos O49 cos AO, — sin O¢9 sin AQ,). (8.18) 
2 


Consider the functions given by (8.18) for values of 0% = (# + 4)2mx and 
(2 +- 2)2x as functions of V. These are the extreme values which we 
considered in the case of the conductance. The ordinates of these curves 
give the frequency shift as a function of the amplitude. 

In case 1 we have 


1 WilCaV) | 
B, Ve GV sin Ad, (8.19) 
and case 2 
1 D(CaV) 
B, Ve “GV sin Aé; . (8.20) 


The total susceptance will be the sum of the susceptance appearing across 
the gap as a result of the drift in the repeller space and the susceptance 
which appears across the gap as a result of the cascaded drift action in the 
repeller region and the cathode region. If sin A@; and sin A@ varied in 
the same way with the repeller voltage, the total susceptance would expand 
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or contract without change in form as the repeller voltage was varied. In 
Figs. 30 and 31 a family of susceptance curves are shown corresponding 
respectively to cases 1 and 2 above for various values of A@,, assuming 
that A@, and A@ vary in the same way with the repeller voltage. As the 
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AMPLITUDE OF OSCILLATION, VY 


Fig. 30.—ac. Theoretical variation of electronic conductance vs amplitude of oscillation 
in the case in which two components are in phase opposition. The parameter is the re- 
peller transit phase. It is assumed that the two contributions have the same variation 
with this phase. 

b. Susceptance component of electronic admittance as a function of amplitude for the 
case of phase opposition given in Fig. 30a. The parameter is the repeller phase. The 
dashed line shows the variation of amplitude with the susceptance shift. 


j(Be -Be)= -2jJOwe 





repeller voltage is varied the amplitude of oscillation will be determined 
by the conductance limiting function. In the cage of the susceptance we 
cannot determine the frequency from the intersection of the curve with a 
load line. The frequency of oscillation will be determined by the drift 
angle and the amplitude of oscillation. The amplitude variation with 
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angle may be obtained from Fig. 30a, which gives the conductance family. 
This gives the frequency variation with angle indicated by the curve con- 


(Be+Be) = -24WC 
© 





AMPLITUDE OF OSCILLATION, V ——> 


Fig. 31.—Theoretical variation of the susceptance components of electronic admittance 
vs amplitude of oscillation for the case in which two components of electronic susceptance 
are in phase addition. 
necting the dots of Fig. 30b. On the assumption that A@, and A6 vary at 
the same rate with repeller voltage a symmetrical variation about A@ = 0 
will occur as shown in Fig. 30b. However, from the arguments used con- 
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cerning the conductance the actual case would involve a transition from 
the situation of Fig. 30b to that of Fig. 31. Ifa discontinuity in amplitude 
occurs in which the amplitude does not go to zero, it will be accompanied 
by a discontinuity in frequency, since the discontinuity in amplitude’. in 
general will cause a discontinuity in the susceptance. If this discontinuity 
in susceptance occurs between values of the amplitude such as V, and V;, 
of Fig. 30, we observe that the direction of the frequency jump may be 
opposite to the previous variation. We also observe that if the rate of 
change of susceptance with amplitude is greater than the rate of change of 
susceptance with A@, then in regions such as that lying between zero ampli- 
tude of V, the rate of change of frequency with A@ may reverse its direction. 

One can see that because of the longer drift time contributing to the third 
transit the conductance arising on the third transit may be of the same 
order as that arising on the second transit. In oscillators in which several 
repeller modes, i.e., various numbers of drift angles, may be displayed, one 
finds that the hysteresis is most serious for the mcdes with the fewest cycles 
of drift in the repeller space. One might expect this, since for these modes 
the contribution from the cathode space is relatively more important. 

Some final general remarks will be made concerning hysteresis. One 
thing is obvious from what has been said. With the admittance conditions 
as depicted, if all the electronic operating conditions are fixed and the load 
is varied hysteresis with load can exist. This was found to be true experi- 
mentally, and in the case of oscillators working into misterminated long lines 
it can produce disastrous effects. Where hysteresis is severe enough, it 
will be found that what we have chosen to call the sink margin will be much 
less than the theoretically expected value. An illustration of this is given 
in Fig. 109. 

The explanation which we have given for the hysteresis in the reflex 
oscillator depends upon the existence of two sources of conductance. This 
was apparently a correct assumption in the case studied, since the elimina- 
tion of the second source also eliminated the hysteresis. It is possible, 
however, to obtain hysteresis in a reflex oscillator with only a single source. 
This can occur if the phase of the electronic admittance is not independent 
of the amplitude. Normally, in adjusting the repeller voltage the value 
is chosen for the condition of maximum output. This means that the drift 
angle is set to a value to give maximum conductance for large amplitude. 
If the drift angle is then a function of the amplitude, this will mean that for 
small amplitude it will no longer be optimum. Thus, although the limiting 
Ji(CV) 

CV 
tude declines, the phase factor will oppose this increase. If the phase factor 
depended sufficiently strongly on the amplitude, the decrease in G, caused by 


function 





tends to increase the electronic conductance as the ampli- 
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the phase might outweigh the increase due to the function ae) Asa 
1 

result the conductance might have a maximum value for an amplitude 
greater than zero, leading to the conditions shown in Fig. 23, under which 
hysteresis can exist. 

The first order theory for the reflex oscillator does not predict such an 
effect, since the phase is independent of amplitude. The second order 
theory gives the admittance as 


Y, = Bald 2J1(X) et (e—(#!2)) (1 i 
: 2Vo x 46? 
(8.21) 





2/y2 3 J 0 (X. ) J 2 J 0 (X ) 
| axtat +1) -x —¥ — 5 @ » * F(x) 
The quantity appearing outside the brackets is the admittance given by the 
first order theory. The second order correction contains real and imaginary 
parts which are functions of X and hence of the amplitude of oscillation. 
Thus, for fixed d-c conditions the admittance phase depends upon the am- 
plitude of oscillation and hence hysteresis might occur. It should be ob- 
served that the correction terms are important only for small values of the 
transit angle @. In particular, this explanation would not suffice for the 
case described earlier since the design employed which eliminated the hys- 
teresis left the variables of equation (8.21) unchanged. 


IX. Errect or LOAD 


So far we have considered the reflex oscillator chiefly from the point of 
view of optimum performance; that is, we have attempted chiefly to evaluate 
its performance when it is used most advantageously. There has been some 
discussion of non-optimum loading, but this has been incidental to the 
general purpose of the work. Oscillators frequently are worked into other 
than optimum loads, sometimes as a result of incorrect adjustment, some- 
times through mistakes in design of equipment and quite frequently by 
intention in order to take advantage of particular properties of the reflex 
oscillator when worked into specific non-optimum loads. 

In this section we will consider the effects of other than optimum loads 
on the performance of the reflex oscillator. We may divide this discussion 
into two major subdivisions classified according to the type of load. The 
first type we call fixed element loads, and the second variable element loads. 
The first type is constructed of arbitrary passive elements whose constants 
are independent of frequency. The second category includes loads con- 
structed of the same type of elements but connected to the oscillator by 
lines of sufficient length so that the frequency variation of the load admtt- 
tance is appreciably modified by the line. 
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A. Fixed Element Loads 


In this discussion it will be assumed initially that A@, the phase angle of 
—Y,, is not affected by frequency. The results will be extended later to 
account for the variation of A@ with frequency. A further simplification is 
the use of the equivalent circuit of Fig. 118, Appendix I. Initially, the 
output circuit loss, R, will be taken as zero, so the admittance at the gap 
will be 

o = Get 24MAw/wo + V,/N*. (9.1)8 


Here, Gx is the resonator loss conductance, M is the resonator characteristic 
admittance, and Y, is the load admittance. 
We will now simplify this further by letting Ge = 0 





VY, = 4MAw/w + Y,/N?. (9.2) 
From Fig. 12 we see 
G/N? = y».{2J,(X)/X] cos Aé (9.3) 
By , *MAw _ _ 1 197,(X)/X] sin Ad. 9.4) 
N? w 


Now it is convenient to define quantities expressing power, conductance and 
susceptance in dimensionless form. 


bp = X°G,/2.5N’y, (9.5) 
G, = G/N’, (9.6) 
B, = B,/N*,. (9.7) 
The power P produced by the electron stream and dissipated in G, is related 
to p 
P= (258%) p. (9.8) 
In terms of p and G,, (9.3) can be written 

p = (1/1.25)(2.5p/Gi) *Vil(2.5p/G,)'] cos Ad. (9.9) 

By dividing (9.4) by (9.3), we obtain 
Aw/wo = (—G,/2N*M) tan Ad — B,/2N*M (9.10) 
— (2M /y,.)Aw/wo = G, tan Ab + By. (9.11) 


8 To avoid confusion on the reader’s part, it is perhaps well to note that we are, for the 
sake of generality, changing nomenclature. Hitherto we have used Yz, to denote the 
load at the oscillator. Actually our load as the appendix shows is usually coupled by 
some transformer whose equivalent transformation ratio is 1/N*, so that the admittance 
at the gap will be Y,/N’*. 
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bounds a region of zero power commonly called the “‘sink,’’ since all the 
frequency contours converge into it. The other zero power boundary is 
the outer boundary of the chart, G, = 0, which, of course, is an open circuit 
load. The power contours on this chart occur in pairs, except the maximum 
power contour which is single. These correspond to coupling greater than 
and less than the optimum. 

The value of G, for any given power contour for A@ = 0 may be deter- 
mined by referring to Fig. 9. We are assuming no resonator loss so we use 
the curve for which G2/y, = 0. From (9.5), if p = 1 we have G,/N’y, = 
2.5/X? which, substituted in (9.3), gives XJ;(X) = 1.25. This is just the 
condition for maximum power output with no resonator loss. From this 
it can be seen that we have chosen a set of normalized coordinates. Hence, 
in using Fig. 9, we have p = H/H,, where H», = .394 is the maximum gen- 
eralized efficiency. Thus, for any given value of p we let H in Fig. 9 have 
the value .394p and determine the two values of G; corresponding to that 
contour. 

From Fig. 32 we can construct several other charts describing the per- 
formance of reflex oscillators under other conditions. For instance, sup- 
pose we make A@ other than zero. Such a condition commonly occurs in 
use either through erroneous adjustment of the repeller or through inten- 
tional use of the electronic tuning of the oscillator. We can construct a 
new chart for this condition using Fig. 32. Consider first the constant 
power contours. Suppose we consider the old contour of value p, lying 
along a conductance line G;,. To get a new contour, we can change the 
label from p, to ~, = ~, cos A@, and we move the contour to a conductance 
line G, = G,,cosA@. That this is correct can be seen by substituting these 
values in (9.9). Consider a given frequency contour lying along B,. 
We shift each point of this contour along a constant conductance line Gi, 
an amount B,, = Gi, tan Aé. It will be observed that this satisfied (9.11). 
In Fig. 33 this has been done for tan AO = 1, cosA@ = +/2/2. 

Now let us consider the effect of resonator loss. Suppose we have a 
shunt resonator conductance G,. Let 


Ge = Gr/'yo- (9.12) 


Then, if the total conductance is G, , the fraction of the power produced 
which goes to the load is 


f = (Ga — G:)/G, = Gi/(G + G) (9.13) 


accordingly, we multiply each power contour label by the fraction f. Then 
we move all contour points along constant susceptance lines to new values 


Ga = Gn — Ge (9.14) 
In Fig. 34, this has been done to the contours of Fig. 32, for G2 = .3. 
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The diagrams so far obtained have been based on the assumption that A@ 
has been held constant. To obtain such a diagram experimentally would be 
extremely difficult. It would require that, as the frequency changed through 
load pulling, and hence the total transit angle @ = 2xfr changed, an adjust- 
ment of the repeller voltage be made to correct the change. In actual 
practice, Rieke diagrams for a reflex oscillator are usually made holding the 


> LOAD POWER AG= 11/4 


AD POWER AQ=T/4 LOAD Powe per Wi: 
pear MAX.LOAD POWER AO =O 
f 











Fig. 33.—A transformation of the Rieke diagram of Fig. 32 showing the effect of shifting 
the drift angle away from the optimum by 45°. 
transit time 7 constant or in other words, with fixed operating voltages. 
What this does to the basic diagram of Fig. 32 is not difficult to discover, 
provided that 40 is sufficiently small so that we may ignore the variations 
of the Bessels functions with 6@. We will first investigate the effect of fixed 
repeller voltage on the constant frequency contours. To do this we will 
rewrite (9.11), replacing A@ by A@ + 450 and expand. 


We 
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LOAD POWER G2=0.3 
MAX. LOAD POWER Go=0 
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Fig. 34.—A transformation of the Rieke diagram of Fig. 32 to show the effect of the 
resonator loss if the phase angle is assumed to be optimum. 





In rewriting (9.11) we will also replace G, by G,; + Gs , to take resonator loss 
into account. We obtain for very small values of 66 


— (2M/¥.)(Aw/wo) = ((Gi + Gs) tan A@ + By)S (9.16) 
S = 1/(1 + (Gi + Gs)wor/(2M/y.) cos? A@) 
S = 1/(1 + wor/2Q cos? Aé). (9.17) 


Q is the loaded Q of the oscillator. 

To obtain the new constant frequency contours in the case of A@ = 0 
we shift each point of the old contour from its original position at a sus- 
ceptance B, along a constant conductance line G, to a new susceptance line 
B, = B,/S. This neglects a second order correction. It will be observed 
that for small values of the conductance G, near the outer boundary, the 
frequency shifts will be practically unchanged, but near the sink where the 


Google 


46 RADAR SYSTEMS AND.COMPONENTS 


conductance G;, is large the effect is to shift the constant frequency contours 
along the sink boundary away from the zero susceptance line to larger sus- 
ceptance values. Hence, the constant frequency contours no longer coincide 
with the constant susceptance contours, not even for A@ = 0. 

The change in the power contours is considerably more marked. As the 
frequency of the oscillator changes the transit angle is shifted from the 
optimum value by an amount 66 = (Aw/wo)wor. Thus the electronic 


conductance is reduced in magnitude by a factor cos — wor. In particular, 
Wo 


for the sink contour where the load conductance is just equal to the elec- 
tronic conductance we see that when the repeller voltage is held constant 
the 0 power contour lies not on the G; = 1 — G2 contour but on the locus of 
values G; = cos Ses — Ge. 
Wp 

In order to determine the power contours when the transit time rather 
than the transit angle is held constant we make use of (9.3) with addition of 
resonator loss. In normalized coordinates ((9.6) and (9.12)) and for a phase 
angle of electronic admittance 6@ we have | 


2Ji(X) 
.¢ 


From (9.5) and (9.13) we have for the power output 


p= G1 _2XI(X) 
G+G, 25 


Along any constant frequency contour 66 is constant and has the value 
given by (9.15) in terms of wo and wor. Hence, it will be convenient to plot 
' (G, + Ge) vs X for various values of 6@ as a parameter. This has been 
done in Fig. 35. The angle 56 has been specified in terms of a parameter 4 
which appears in the Rieke diagrams as a measure of frequency deviation. 


Gi + G: = cos 66. (9.18) 


os 66. (9.19) 





jee (9.20) 
Ve Wo 
In terms of the parameter A 
60 = (y./2M)(wor)A . (9.21) 


Once we have the curves of Fig. 35 we can find the power for any point 
on the impedance performance chart. We may, for instance, choose to 
find the power along the constant frequency contours, for each of which 
A (or 66) has certain constant values. We assume some constant resonator 
loss Gz. Choosing a point along the contour is merely taking a particular 
value of G;. Having 66, G. and G, we can obtain X from Fig. 35. Then, 
knowing X, we can calculate the power from (9.19). 
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In constructing an impedance performance chart we want constant power 
contours. In obtaining these it is convenient to assume a given value of 
G:. We will use G; = .3 as an example. Then we can use Fig. 35 and 
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Fig. 35.—Curve of load plus loss conductance vs bunching parameter X for various 
values of a parameter A which gives the deviation in the drift time from the optimum 
time. The foad and loss conductance are normalized in terms of the small signal elec- 
tronic admittance. The horizontal line represents a loss conductance of G; = 
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(9.19) to construct a family of curves giving p vs G, with A (or 60) asa 
parameter. In a particular case it was assumed that 


M/y,. = 90 
WoT = 2x(7 + 2). 
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These values are roughly those for the 2K25 reflex oscillator. Figure 36 
shows ~ vs G; for the particular parameters assumed above. The curves 
were obtained by assuming values of G, for an appropriate A and so obtain- 
ing values of X from Fig. 35. Then the power was calculated using (9.19) 
and so a curve of power vs G, for a particular value of A was constructed. 
Figure 37 shows an impedance performance chart obtained from (9.16) 
and Fig. 36. In using Fig. 36 to obtain constant power contours, we need 
merely note the values of G; at which a horizontal line on Fig. 36 intersects 
the curves for various values of A. Each curve either intersects such a 
horizontal (constant power) line at two points, or it is tangent or it does not 
intersect. The point of tangency represents the largest value of A at which 
the power can be obtained, and corresponds to the points of the crescent 
shaped power contours of the impedance performance chart. The maximum 
power contour contracts to a point. 
Along the boundary of the sink, for which p = 0, X = O and we have from 
(9.18) 
G, = cos 66 — Gs. (9.22) 


The results which we have obtained can be extended to include the case 
in which A@ ~ 0. Further, as we know from Appendix I, we can take into 
account losses in the output circuit by assuming a resistance in series with 
the load. In a well-designed reflex oscillator the output circuit has little 
loss. The chief effect of this small loss is to round off the points of the 
constant power contours. 

In actually measuring the performance of an oscillator, output and fre- 
quency are plotted vs load impedance as referred to the characteristic 
impedance of the output line. Also, frequently the coupling is adjusted so 
that for a match (the center of the Smith chart) optimum power is obtained. 
We can transform our impedance performance chart to correspond to such a 
plot by shifting each point G, B on a contour to a new point 

Gq = G/ Gmax 

B, = B/Gusx 
where Ges is the conductance for which maximum power is obtained. 
Such a transformation of Fig. 37 is shown in Fig. 38. 

It will be noted in Fig. 38 that the standing wave ratio for 0 power, the 
sink margin, is about 2.3. This sink margin is nearly independent of the 
resonator loss for oscillators loaded to give maximum power at unity stand- 
ing wave ratio, as has been discussed and illustrated in Fig. 10. If the sink 
margin must be increased or the pulling figure must be decreased” the coup- 

1° The pulling figure is arbitrarily defined as the maximum frequency excursion pro- 


duced when a voltage standing wave ratio of ~/ 2 is presented to the oscillator and the 
phase is varied through 180°. 
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ling can be reduced so that for unity standing wave ratio the load conduct- 
ance appearing at the gap Is less than that for optimum power. 

Finally, in making measurements the load impedance is usually evaluated 
at a point several wavelengths away from the resonator. If performance is 
plotted in terms of impedances so specified, the points on the contours of 





LOAD POWER G2=03 


LOAD POWER G2=0.3 
MAX. LOAD POWER Go=0 
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Fig. 37.—A Rieke diagram for a reflex oscillator having a lossy resonator, taking into 
account the variation of drift angle with frequency pulling. This results in closed power 
contours. 





Fig. 38 appear rotated about the center. As the line length in wavelengths 
will be different for different frequencies, points on different frequency 
contours will be rotated by different amounts. This can cause the contours 
to overlap in the region corresponding to the zero admittance region of Fig 
38. With very long lines, the contours may overlap over a considerable 
region. The multiple modes of oscillation which then occur are discussed 
in somewhat different terms in the following section. 
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Figure 39 shows the performance chart of Fig. 38 as it would appear with 
the impedances evaluated at a point 5 wavelengths away from the resonator. 
Figure 71 of Section XIII shows an impedance performance chart for 2K25 
reflex oscillator. 


~~ fea 
———~ POWER 





LOAD POWER _ 
MAX. LOAD POWER ~~~ 






XK 
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LF 


Fig. 38.—The Rieke diagram of Fig. 37 transformed to apply to the oscillator loaded 
for optimum power at unity standing wave. 


B. Frequency-Sensitive Loads—Long Line Effect 


When the load presented to a reflex oscillator consists of a long line mis- 
matched at the far end, or contains a resonant element, the operation of a 
reflex oscillator, and especially its electronic tuning, may be very seriously 
affected. 

For instance, consider the simple circuit shown in Fig. 40. Here Mz 
is the characteristic admittance of the reflex oscillator resonator as seen 
from the output line or wave guide and ¥, 1s the characteristic impedance 
of a line load ¢ long, so terminated as to give a standing wave ratio, o. 
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For a lossless resonator and unity standing wave ratio, the loaded Q is equal 
to Qg. Fora resonator of unloaded Q, Qo, and for unity standing wave 
ratio, the loaded Q, obeys the relation 


1/Q = 1/02 + 1/Q0 (9.24) 


SUSCEPTANCE,B 





“9 05 +0 15 #20 25 30 35 4.0 4,5 
CONDUCTANCE, G 


Fig. 41.—Susceptance vs conductance for a resonator coupled to a 50 wave length line 
terminated by a load having a standing wave ratio of 2. Characteristic admittance of 
the resonator is assumed to be equal to 100 in terms of a line characteristic admittance of 
unity. The circles mark off relative frequency increments 


A 
— = 1073, 


Wo 


where wp is the frequency of resonance. 


(2) the length of the line called @ when measured in radians or ” when 
measured in wavelengths, (3) the standing wave ratio a. 

Figures 41 and 42 show admittance plots for two resonant circuits loaded 
by mismatched lines of different lengths. The feature to be observed is the 
loops, which are such that at certain points the same admittance is achieved 
at two different frequencies. It is obvious that a line representing —Y, 
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may cut such a curve at more than one point: thus, oscillation at more than 
one frequency is possible. Actually, there may be three intersections per 
loop. The two of these for which the susceptance B is increasing with fre- 
quency represent stable oscillation; the intersection at which B is decreasing 
with frequency represents an unstable condition. 

The loops are of course due to reactance changes associated with varia- 
tion of the electrical length of the line with frequency. Slight changes in 
tuning of the circuit or slight changes in the length of the line shift the loops 
up or down, parallel to the susceptance axis. Thus, whether the electronic 
admittance line actually cuts a loop, giving two possible oscillating fre- 
quencies, may depend on the exact length of the line as well as on the ex- 


“(67% 


Aw 
Wo 


BETWEEN POINTS ~ 


SUSCEPTANCE,B 
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ee eee vs conductance for line 500 wave lengths long terminated by a 
load Favin a standing wave ratio of 1.11. Circles mark off relative frequency increments 
of 10. Characteristic admittance to the resonator equals 100. 


istence of loops. The frequency difference between loops is such as to 
change the electrical length of the line by one-half wavelength. 

The existence or absence of loops and their size depend on all three pa- 
rameters. Things which promote loops are: 


Low ratio of M 2/M1, or Os 
Large m or 6 
High o 


As any parameter is changed so as to promote the existence of loops, the ¥ 
curve first has merely a slight periodic variation from the straight line for a 
resistively loaded circuit. Further change leads to a critical condition in 
which the curve has cusps at which the rate of change of admittance with 
frequency is zero. If the electronic admittance line passes through a cusp, 
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the frequency of oscillation changes infinitely rapidly with load. Still 
further change results in the formation of loops. Further change results in 
expansion of loops so that they overlap, giving more than three intersections 
with the electronic admittance line. 

Loops may exist for very low standing wave ratios if the line is sufficiently 
long. Admittance plots for low standing wave ratio are very nearly cy- 
cloidal in shape; those for higher standing wave ratios are similar to cycloids 
in appearance but actually depart considerably from cycloids in exact form. 

By combining the expression for the near resonance admittance of a tuned 
circuit with the transmission line equation for admittances, the expression 
for these admittance curves is obtained. Assuming the termination to be 
an admittance Yr which at frequency wo is 0 radians from the resonator, 


(Yr/M1z) +] tan (1 + Awo/wo) 
1 + 9(Yr/M1z) tan O(1 + Aw/co) 


The critical relation of parameters for which a cusp 1s formed is important, 
for it divides conditions for which oscillation is possible at one frequency 
only and those for which oscillation is possible at two frequencies. This 
cusp corresponds to a condition in which the rate of change with frequency 
of admittance of the mismatched line is equal and opposite to that of the 
circuit. This may be obtained by letting Yz be real. 


Y = 72M phw/wo + M, (9.25) 


Y7/M,> 1, 69 = nx where nis an integer. 


The standing wave ratio is then 


o= Y,7/M,_. (9,26) 
The second term on the right of (9.25) is then 
Y; = M, (et itm stele) (9.27) 
For very small values of Aw we see that very nearly 
Y, = M ,[o a j(o? net 1) A.Aw/wo] : (9.28) 
Thus for the rate of change of total admittance to be zero 
2Mr = M,(o* — 1) 
9 = 2(M2/M1)(o? — 1) 
= 20s/(o* — 1). (9.30) 


Thus, the condition for no loops, and hence, for a single oscillating frequency, 
may be expressed 


99 < 205/(o? — 1) (9.31) 
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or 


o< V 1 + 20 2/8 - 


We will remember that 6 is the length of line in radians, o is the standing 
wave ratio, measured as greater than unity, and Qs is the external Q of the 
resonator for unity standing wave ratio. 

Replacing a given length of line by the same length of wave guide, we find 
that the phase angle of the reflection changes more rapidly with frequency, 
and instead of (9.31) we have the condition for no loops as 


8 < 2Q8(1 — (A/Ao)*)/(o? — 1) (9.32) 
a < V1 + 2Qn(1 — (A/ro)?)/00- 


Here ) is the free space wavelength and Xp is the cutoff wavelength of the 
guide. 

Equations (9.32) are for a particular phase of standing wave, that is, for 
relations of Yr and 0 which produce a loop symmetrical above the G axis. 
Loops above the G axis are slightly more looped than loops below the G 
axis because of the increase of @) with frequency. For reasonably long lines, 
(9.32) applies quite accurately for formation of loops in any position; for 
short lines loops are of no consequence unless they are near the G axis. 

An imporant case is that in which the resonant load is coupled to the 
resonator by means of a line so short that it may be considered to have a 
constant electrical length for all frequencies of interest. The resonant 
load will be assumed to be shunted with a conductance equal to the charac- 
teristic admittance of the line. As the multiple resonance of a long mis- 
matched line resulted in formation of many loops, so in this case we would 
rightly suspect the possibility of a single loop. 

If the resonant load is 4, #, etc. wavelengths from the resonator, and 
both resonate at the same frequency, a loop is formed symmetrical about the 
G axis. Figure 43 is an admittance curve for resonator and load placed } 
wavelength apart. Tuning either resonator or load moves this loop up 
or down. 

If the distance from resonator to resonant load is varied above or below a 
quarter wave distance, the loop moves up or down and expands. This is 
illustrated by an eighth wavelength diagram for the same resonator and load 
as of Fig. 43 shown in Fig. 44. 

When the distance from the resonator to the resonant load, including 
the effective length of the coupling loop, is 4, 1, 14, etc. wavelengths, for 
frequencies near resonance the resonant load is essentially in shunt with 
the resonator, and its effect is to increase the loaded Q of the resonator. An 
admittance curve for the case is shown in Fig. 45. In this case the loops 
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have moved considerably away in frequency, and expanded tremendously. 
There are still recrossings of the axis near the origin, however, as indicated 
in this case by the dashed line which represents 2 crossings, in this case 
about 4% in frequency above and below the middle crossing if the length of 
the line ¢ is X/2. 
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Fig. 43.—Susceptance vs conductance for two resonators coupled by a quarter wave line. 
The resonator at which the admittance is measured has a characteristic admittance of 100 
in terms of a line characteristic admittance of unity. The other resonator has a character- 
istic admittance of 200 and a shunt conductance of unity. The circles mark off relative 
frequency increments of 4 X 10°? in terms of the resonant frequency. 


As a sort of horrible example, an admittance curve for a high Q load 50 
wavelengths from the resonator was computed and is shown in Fig. 46. 
Only a few of the loops are shown. 

Admittance curves for more complicated circuits such as impedance trans- 
formers can be computed or obtained experimentally. 
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As has been stated, one of the most serious effects of such mismatched 
long line or resonant loads is that on the electronic tuning. For instance. 
consider the circuit admittance curve to be that shown in Fig. 47, and the 
minus electronic admittance curve to be a straight line extending from the 
origin. As the repeller voltage is varied and this is swung down from the 
-+ B axis its extreme will at some point touch the circuit admittance line 


0.50 





ow =0.5 x10-9 


BETWEEN POINTS 





SUSCEPTANCE, B 


0 0.25 0.50 0.75 1.00 125 1.50 1.75 2.00 
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Fig. 44.—Susceptance vs conductance for the same resonators as of Fig. 43 coupled 
by a one-eighth wave line. 


and oscillation will commence. As the line is swung further down, the 
frequency will decrease. Oscillation will increase in amplitude until the 
— Y, line is perpendicular to the Y line. From that point on oscillation 
will decrease in amplitude until the —Y, line is parallel to the Y curve 
on the down side of the loop. Beyond this point the intersection cannot 
move out on the loop, and the frequency and amplitude will jump abruptly 
to correspond with the other intersection. As the — Y, line rotates further, 
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amplitude will decrease and iinally go to zero when the end of the —J, 
line touches the Y curve. If the —Y, line is rotated back, a similar phe- 
nomenon is observed. This behavior and the resulting electronic tuning 
characteristic are illustrated in Figs. 47 and 48. Such electronic tuning 
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Fig. 45.—Susceptance vs conductance for the same resonators as of Fig. 43 coupled 
by a one-half wave line. The dash line indicates two other crossings of the 0 susceptance 
axis, at frequencies +4% from the resonant frequency of the resonators. 


characteristics are frequently observed when a reflex oscillator is coupled 
tightly to a resonant load. 


C. Effect of Short Mismatched Lines on Electronic Tuning 


In the foregoing, the effect of long mismatched lines in producing addi- 
tional multiple resonant frequencies and possible modiness in operation has 
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been explained. The effect of such multiple resonance on electronic tuning 


has been illustrated in Fig. 48. 
If a short mismatched line is used as the load for a reflex oscillator, there 
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may be no additional modes, or such modes may be so far removed in fre- 
quency from the fundamental frequency of the resonator as to be of little 


SUSCEPTANCE, B 





CONDUCTANCE, G6 => 


Fig. 47.—Behavior of the intersection between a circuit admittance line with a loop 
and the negative of the electronic admittance line of a reflex oscillator as the drift angle is 
varied (circuit hysteresis). 


7 


REPELLER VOLTAGE => 
Fig. 48.—Output vs repeller voltage for the conditions obtaining in Fig. 47. 


OUTPUT POWER —> 


importance. Nonetheless, the short line will add a frequency-sensitive 
reactance in shunt with the resonant circuit, and hence will change the char- 
acteristic admittance of the resonator. 
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Imagine, for instance, that we represent the resonator and the mismatched 
line as in shunt with a section of line N wavelengths or @ radians long mis- 
terminated in a frequency insensitive manner so as to give a standing wave 
ratio o. If M, is the characteristic admittance of the line, the admittance 
it produces at the resonator is 


o +7 tan 6 


Y, = M, ——-——_. 9.33) 
~ “1+ jo tan 6 ( 
Now, if the frequency is increased, @ is made greater and J is changed. 
j(1 — o°) sec’ | 
0 § = Fee 9.34 
ne Ree ao ce 
We are interested in the susceptive component of change. If 
Y, = G1, + 7BL (9.35) 
we find 
2 2, 2 2 
is i es 
aB,/00 = M, (1 — o') (1 — o ‘tan’ 6) sec 6 (9.36) 


(1 + o *tan? 6) 
Now, if frequency is changed by an amount df, 6 will increase by an amount 
6(df/f) and By, will change by an amount 
dB, = (0B,/00)(2xN)(d{/f). (9.37) 
We now define a parameter My expressing the effect of the mismatch as 
follows 
Then 
dB, = 2NM x (df/f). (9.39) 
If the characteristic admittance of the resonator is Mz , then the charactens- 
tic admittance of the resonator plus the line is 
M=Mrt+NM yx. (9.40° 
If, instead of a coaxial line, a wave guide is used, and Ao and d are the cutoff 


and operating wavelengths, we have 


dB, = 2NM x(df/f)(1 — (A/do)?) (9.411 


and 
M = Mae+ NMy(1 — (d/do)?2)? (9.42) 


In Fig. 49 contour lines for My constant are plotted on a Smith Chart 
(reflection coefficient plane). Over most of the plane Ay has a moderate 
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positive value tending to increase characteristic admittance and hence 
decrease electronic tuning. Over a very restricted range in the high admit- 
tance region My has large negative values and over a restricted range 
outside of this region M y has large positive values. 





A 


Fig. 49.—Lines of constant value of a parameter M y shown on a chart giving the con- 
ductance and $usceptance of the terminating admittance of a short line. e parameter 
plotted multiplied by the number of wave lengths in the line gives the additional charac- 
teristic admittance due to the resonant effects of theline. The parameter M y is of course 
O for terminated lines (center of chart). 


This is an appropriate point at which to settle the issue: what do we mean 
by a “short line’’ as opposed to a “long line.”” For our present purposes, 
a short line is one short enough so that My does not change substantially 
over the frequency range involved. Thus whether a line is short or not 
depends on the phase of the standing wave at the resonator (the position 
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on the Smith Chart) as well as on the length of the line. My changes most 
rapidly with frequency in the very high admittance region. 

As a simple example of the effect of a short mismatched line on electronic 
tuning between half power points, consider the case of a reflex oscillator 
with a lossless resonator so coupled to the line that the external Q is 100 
and the electronic conductance is 3 in terms of the line admittance. Sup- 
pose we couple to this a coaxial line 5 wavelengths long with a standing wave 
ratio o = 2, vary the phase, and compute the electronic tuning for various 
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Fig. 50.—The normalized load conductance, the characteristic admittance of the resona- 
tor and the normalized electronic tuning range to half power plotted vs standing wave 
ratio phase for a particular case involving a short misterminated line. The electronic 
tuning for a matched line is shown as a heavy horizontal line in the plot of (Aw/we)t. 


phases. We can do this by obtaining the conductance and M, from Fig. 
49 and using Fig. 15 to btain (Aw/wo);. In Fig. 50, the parameters 
G1/y. (the total characteristic admittance including the effect of the line), 
N, and, finally, (Aw/wo); have been plotted vs standing wave phase in 
cycles. (Aw/wo); for a matched load is also shown. This example is of 
course not typical for all reflex oscillators: in some cases the electronic tuning 
might be reduced or oscillation might stop entirely for the standing wave 
phases which produce high conductance. 
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X. VARIATION OF POWER AND ELECTRONIC TUNING WITH FREQUENCY 


When a reflex oscillator is tuned through its tuning range, the load 
and repeller voltage being adjusted for optimum efficiency for a given drift 
angle, it is found that the power and efficiency and the electronic tuning 
vary, having optima at certain frequencies. 

When we come to work out the variation of power and electronic tuning 
with frequency we at once notice two distinct cases: that of a fixed gap 
spacing and variable resonator (707A), and that of an essentially fixed 
resonator and a variable gap spacing (723A etc.); see Section XIII. 
Here we will treat as an example the latter case only. 

The simplest approximation of the tuning mechanism which can be ex- 
pected to accord reasonably with facts is that in which the resonator is 
represented as a fixed inductance, a constant shunt “stray’’ capacitance 
and a variable capacitance proportional to 1/d, where d is the gap spacing 
The validity of such a representation over the normal operating range has 
been verified experimentally for a variety of oscillator resonators. Let 
C> be the fixed capacitance and C; be the variable capacitance at some 
reference spacing d,. Then, letting the inductance be L, we have for the 
frequency | 


w = (L(Co+ Ci di/d))*. (10.1) 
Suppose we choose d, such that 
Co = Ci. (10.2) 
Then, letting 
d/d, = D (10.3 
w, = (2LCo)* = 2nf; (10.4 
w/o, = W. (10.5) 
We find 
W = 21+ 1/D)*. (10.6) 


This relation is shown in Fig. 51, where D is plotted vs W. It is perfectly 
general (within the validity of the assumptions) for a proper choice of refer- 
ence spacing d,. We have, then, in Fig. 51 a curve of spacing D vs re- 
duced frequency W. 

The parameter which governs the power and efficency is Gr/y.. We 
have 


Gr/ve = (G/B?) (2V0/I08) « (10.7) 


As Vo, Jo and @ will not vary in tuning the oscillator, we must look for varia- 
ton in Gz and P*. 
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For parallel plane grids, we have 
1/6* = (6,/2)?/sin* (6/2) (10.8) 


where 6, is the transit angle between grids. We see that in terms of W 
and D we can write | 
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FUNCTIONS OF RELATIVE FREQUENCY,W, AND RELATIVE SPACING, D 
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Fig. 51.—Various functions of relative frequency W and relative spacing D plotted vs 
relative frequency. 


Here 6, is the gap transit angle at a spacing d, and a frequency WW. So 
that we may see the effect of tuning on 1/6*, WD has been plotted vs W 
_ in Fig. 51 and 1/6? has been plotted vs 6, in Fig. 52. 
We now have to consider losses. From (9.7) of Appendix TX we see that 
the grid loss conductance can be expressed in the form 


G, = G,,W'/D*. (10.10: 
Here G,, is the grid loss conductance at d = d; andw = w. 
Finally, let us consider the resonator loss. If the resonator could be 


represented by an inductance L witha series resistance R, at high frequencies 
the conductance would be very nearly 
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Gi = R/(wL)?. (10.11) 


t we see that we could then write 


=G,,W*., (10.12) 


If R varies as w 


Here G1, is the conductance at a frequency « . 
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Fig. 52.—The reciprocal of the square of the modulation coefficient is a function of the 
gap transit angle in radians for the case of fine parallel grids. 


As an opposite extreme let us consider the behaviour of the input conduct- 
ance of a coaxial line. It can be shown that, allowing the resistance of 
such a line to vary as w*, the input conductance is 


Ge = Aw csc? (wf/C). (10.13) 


Here ¢ is the length of the line and C is the velocity of propagation. If 
G1 given by (10.12) and G¢ of 10.13 give the same value of conductance at 
some angular frequency w, then it will be found that for values of ¢ typical 
of reflex oscillator resonators the variation of G¢ with w will be significantly 
less than that of G,. Although typical cavities are not uniform lines 
(10.13) indicates that a slower variation than (10.12) can be expected. 
It will be found moreover that the shape of the power output vs frequency 
curves are not very sensitive to the variation assumed. Hence as a rea- 
sonable compromise it will be assumed that the resonator wall loss varies as 
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Gs = GaW. (10.14: 


In Fig. 51 W has been plotted vs W. 
Now let us take an actual example. Suppose that at D = 1, le. 
(d = dy, Qo = w;) 


6=2 
Go = .210/Ye 
Gg, = .095/ye 


The information above has been used in connection with Figs. 51 and 32 
and ratio of resonator loss to small signal electronic admittance, Ge/y,. 
has been plotted vs W in Fig. 53. A 2K25 oscillator operated at a beam 
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Fig. 53.—Computed variation of ratio of resonator loss to small signal electronic ad- 
mittance vs relative frequency W for certain resonator parameters assumed to fit the 
characteristics of the 2K25. 


voltage, Vo, of 300 volts had a total cathode current J» of 26 ma. This 
current passed three grids on the first transit and back through the third 
grid on the return transit. On a geometrical basis, 53% of the cathode 
current should make this second transit across the gap. Thus the useful 
beam power was about 


Py = (.53) (300) (.026) = 4.1. 


If we assume a drift effectiveness factor F of unity, then for the 72 cycle 
mode, the efficiency should be given by H,, divided by 72. H,, is plotted 
as a function of Gr/y,. in Fig. 7. Thus, we can obtain », the efficiency, and 
hence the power output. This has been done and the calculated power 
output is plotted vs W in Fig. 54, where W = 1 has been taken to correspond 
to 9,000 mc. It is seen that the theoretical variation of output with fre- 
quency is much the same as the measured variation. 
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Actually, of course, the parameters of the curve were chosen so that it 
corresponds fairly well to the experimental points. The upper value of W 
at which the tube goes out of oscillation is most strongly influenced by the 
value of @, chosen. We see from Fig. 51 that as W is made greater than 
unity WD increases rapidly and hence, from Fig. 52, 6? decreases rapidly, 
increasing Gr/y,. On the other hand, as W is made smaller than unity, 
6? approaches unity but the grid loss term W'/D? increases rapidly, and 
this term is most effective in adjusting the lower value of W at which oscilla- 
tion will cease. Finally, the resonator loss term, varying as W~*, does not 
change rapidly and can be used to adjust the total loss and hence the opti- 
mum value of Gz/y, and the optimum efficiency. 

It is clear that the power goes down at low frequencies chiefly because in 
moving the grids very close together to tune to low frequencies with a fixed 
nductance the resonator losses and especially the grid losses are increased. 
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Fig. 54.—Computed curve of variation of power in milliwatts with relative frequency W 
for the parameters used in Fig. 53. The circles are experimental points. The curve has 
been fitted to the points by the choice of parameters. 


In going to high frequencies the power decreases chiefly because moving the 
grids far apart to tune to high frequencies decreases 6*. Both of these 
effects are avoided if a fixed grid spacing is used and the tuning is accom- 
plished by changing the inductance as in the case of the 707A. In such 
tubes there will be an upper frequency limit either because even with a 
fixed grid spacing §* decreases as frequency increases, or else there will be a 
limit at the resonant frequency of the smallest allowable external resonator, 
and there will be a lower frequency limit at which the repeller voltage for a 
given mode approaches zero; however, the total tuning range may be 3 to 1 
instead of around 30% between extinction points, as for the 2K25. 
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The total electronic tuning between half-power points at optimum load- 
ing, 2(Af);, can be expressed 
2(4f)4 = (fy./M)(2Aw/w0)/(y./M). (10.15) 
We can obtain (2Aw/wo)/(y./M) from Fig. 16. 


If we assume a circuit consisting of a constant inductance L and a capaci- 
tance, the characteristic admittance of the resonator is 


M = 1/oL = 40f W (10.16) 
and 
2(Af); = 2eWfPLy.(2Aw/wo)/(y-/M) (10.17) 
and we have 
Ye = BI o(2xN)/2Vo. (10.18) 


Here N is the total drift in cycles. 

A rough calculation estimates the resonator inductance of the 2K25 as 
.30 X 10~ henries. Using the values previously assumed, I» = (.53)(.026), 
Vo = 300, N = 72, and the values of Grz/y.8* and f; previously assumed, 
we can obtain electronic tuning. 

_  Accurve for half power electronic tuning vs W has been computed and is 
shown in Fig. 55, together with experimental data fora 2K25. The experi- 
mental data fall mostly above the computed curve. This could mean that 
the inductance has been incorrectly computed or that the drift effectiveness 
is increased over that for a linear drift field, possibly by the effects of space 
charge. By choosing a value of the drift effectiveness factor other than 
unity we could no doubt achieve a better fit of the electronic tuning data 
and still, by readjusting G,: and G,, , fit the power data. This whole pro- 
cedure is open to serious question. Further, it is very hard to measure such 
factors as G,, for a tube under operating conditions, with the grids heated by 
bombardment. Indirect measurements involve many parameters at once, 
and are suspect. Thus, Figs. 54 and 55 are presented merely to show a 
qualitative correspondence between theory and experiment. 


XI. NorsE SIDEBANDS IN REFLEX OSCILLATIONS 


In considering power production, the electron flow in reflex oscillators 
can be likened to a perfectly smooth flow of charge. However, the discrete 
nature of the electrons, the cause of the familiar ‘‘shot noise’’ in electron 
flow engenders the production of a small amount of r-f power in the neigh- 
borhood of the oscillating frequency—‘“‘noise sidebands”. Thus the energy 
spectrum of a reflex oscillator consists of a very tall central spike, the power 
output of the oscillator, and, superposed, a distribution of noise energy 
having its highest value near the central spike. 
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Such noise or noise “‘sidebands’’ can be produced by any mechanism which 
causes the parameters of the oscillator to fluctuate with time. As the mean 
speed, the mean direction, and the convection current of the electron flow 
all fluctuate with time, possible mechanisms of noise production are numer- 
ous. Some of these mechanisms are: 

(1) Fluctuation in mean speed causes fluctuation in the drift angle and 
hence can give rise to noise sidebands in the output through frequency 
modulation of the oscillator. 


HALF POWER ELECTRONIC TUNING RANGE 
IN MEGACYCLES PER SECOND 





0.75 080 0.85 090 095 100 1.05 110 115 ~§ 120 
RELATIVE FREQVENCY, W 


Fig. See sap variation of electronic tuning range in megacycles vs relative 
vege W. e curve is calculated from the same data as that in Fig. 54 with no 
additional adjustment of parameters. Points represent experimental data. 

(2) If the drift field acts differently on electrons differently directed, 
fluctuations in mean direction of the electron flow may cause noise sidebands 
through either amplitude or frequency modulation of the output. 

(3) Low frequency fluctuations in the electron convection current may 
amplitude modulate the output, causing noise sidebands, and may frequency 
modulate the output when the oscillator is electronically tuned away from 
the optimum power point. 

(4) High frequency fluctuations in the electron stream may induce high 

requency noise currents in the resonator directly. 

Mechanism (4) above, the direct induction of noise currents in the reso- 
nator by noise fluctuations in the electron stream, is probably most impor- 
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tant, although (3) may be appreciable. An analysis of the induction of 
noise in the resonator is surprisingly complicated, for the electron stream 
acts as a non-linear load impedance to the noise power giving rise to a com- 
plicated variation of noise with frequency and with amplitude of oscillation. 
On the basis of analysis and experience it is possible, however, to draw 
several general conclusions concerning reflex oscillator noise. 

First, it is wise to decide just what shall be the measure of noise. The 
noise is important only when the oscillator is used as a beating oscillator, 
usually in connection with a crystal mixer. A power P is supplied to the 
mixer at the beating oscillator frequency. Also, the oscillator supplies at 
signal frequency, separated from the beating oscillator frequency by the 
intermediate frequency, a noise power P, proportional, over a small fre- 
quency range, to the band-width B. An adequate measurement of the 
noisiness of the oscillator is the ratio of P, to the Johnson noise power, kT B. 
The general facts which can be stated about this ratio and some explanation 
of them follow: 

(1) Electrons which cross the gap only once contribute to noise but not 
to power. Likewise, if there is a large spread in drift angle among various 
electron paths, some electrons may contribute to noise but not to power. 

(2) The greater the separation between signal frequency and beating 
oscillator frequency (i.e., the greater the intermediate frequency) the less 
the noise. 

(3) The greater the electronic tuning range, the greater the noise for a 
given separation between signal frequency and beating oscillator frequency. 
This is natural; the electronic tuning range is a measure of the relative mag- 
nitudes of the electronic admittance and the characteristic admittance of 
the circuit. 

(4) The degree of loading affects the noise through affecting the bunching 
parameter X. The noise seems to be least for light loading. 

(5) Aside from controlling the degree of loading, resonator losses do not 
affect the noise; it does not matter whether the unused power is dissipated 
inside or outside of the tube. 

(6) When the tube is tuned electronically, the noise usually increases at 
frequencies both above and below the optimum power frequency, but the 
tube is noisier when electronically tuned to lower frequencies. At the opti- 
mum frequency, the phase of the pulse induced in the circuit when an elec- 
tron returns across the gap lags the pulse induced on the first crossing by 
270°. When the drift time is shortened so as to tune to a higher frequency, 
the angle of lag is decreased and the two pulses tend to cancel; in tuning 
electronically to lower frequencies the pulses become more nearly in phase. 

An approximate theoretical treatment leads to the conclusion that aside 
from avoiding loss of electrons in reflection, or very wide spreads in transit 
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time for various electrons, (see (1) above) and aside from narrowing the 
electronic tuning range, which may be inadmissible, the only way to reduce 
the noise is to increase the cathode current. This is usually inadmissible. 
Thus, it appears that nothing much can be done about the noise in reflex 
oscillators without sacrificing electronic tuning range. 

The seriousness of beating oscillator noise from a given tube depends, of 
course, on the noise figure of the receiver without beating oscillator noise 
and on the intermediate frequency. Usually, beating oscillator noise is 
worse at higher frequencies, partly because higher frequency oscillators have 
greater electronic tuning (see (3) above). At a wavelength of around 
1.25 cm, with a 60 mc I.F. amplifier, the beating oscillator noise may be 
sufficient so that were there no other noise at all the noise figure of the 
receiver would be around 12 db. 

Beating oscillator noise may be eliminated by use of a sharply tuned filter 
between the beating oscillator and the crystal. This precludes use of elec- 
tronic tuning. Beating oscillator noise may also be eliminated by use of a 
balanced mixer in which, for example, the signal is fed to two crystals in the 
same phase and the beating oscillator in opposite phases. If the I.F. output 
is derived so that the signal components from the two crystals add, the 
output due to beating oscillator noise at signal frequencies will cancel out. 
There is an increasing tendency for a number of reasons to use balanced 
mixers and thus beating oscillator noise has become of less concern. 


XII. BuILpD-uP OF OSCILLATION 


In certain applications, reflex oscillators are pulsed. In many of these 
it is required that the r-f output appear quickly after the application of 
d-c power, and that the time of build-up be as nearly the same as possible 
for successive applications of power. In this connection it is important to 
study the mechanism of the build-up of oscillations. 

In connection with build-up of oscillations, it is convenient to use complex 
frequencies. Impedances and admittances at complex frequencies are 
given by the same functions of frequency as those at real frequencies. 
Suppose, for instance, the radian frequency is 


w= wW— ja (12.1) 


This means the oscillations are increasing in amplitude. The admittance 
of a conductance G at this frequency is 


Y=G 
The admittance of a capacitance C and the impedance of an inductance L are 
Y = jzuC = uC + aC (12.2) 
Z=jol = jul + al (12.3) 
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In other words, to an increasing oscillation reactive elements have a ‘“‘loss” 
component of admittance or impedance. This “loss” component corte- 
sponds not to dissipation but to the increasing storage of electric or magnetic 
energy in the reactive elements as the oscillation increases in amplitude. 

The admittance curves plotted in Figs. 41-46 may be regarded as contours 
in the admittance plane for a = 0. If such a contour is known either by 
calculation or experiment, and it is divided into equal frequency increments, 
a simple construction will give a neighboring curve for w = w — jAa where 
Aa is a small constant. Suppose that the change in Y for a frequency 
Aw,;is AY,. Then for a change —jAa 


. AY, 
AY = -3 a Aa. (12.4) 
Thus, to construct from a constant amplitude admittance curve an admit- 
tance curve for an increasing oscillation, one takes a constant fraction of 
each admittance increment between constant frequency increment points 
(a constant fraction of each space between circles in Figs. 41-46), rotates it 
90 degrees clockwise, and thus establishes a point on the new curve. 

This construction holds equally well for any conformal representation of 
the admittance plane (for instance, for the reflection coefficient plane repre- 
sented on the Smith chart). 

The general appearance of these curves for increasing oscillations in terms 
of the curve for real frequency can be appreciated at once. The increasing 
amplitude curve will lie to the right of the real frequency curve where the 
latter is rising and to the left where the latter is falling. Thus the loops 
will be diminished or eliminated altogether for increasing amplitude oscilla- 
tions, and the low conductance portions will move to the right, to regions 
of higher conductance. This is consistent with the idea that for an increas- 
ing oscillation a “‘loss” component is added to each reactance, thus degrading 
the “‘Q’’, increasing the conductance, and smoothing out the admittance 
curve. 

The oscillation starts from a very small amplitude, presumably that due 
to shot noise of the electron stream. For an appreciable fraction of the 
build-up period the oscillation will remain so small that nonlinearities are 
unimportant. The exponential build-up during this period is determined 
by the electronic admittance for very small signals. 

As an example, consider a case in which the electronic admittance for 
small signals is a pure conductance with a value of — y,. Here the fact that 
that the quantity is negative is recognized by prefixing a minus sign. 

Assume also that the circuit admittance including the load may be ex- 
pressed as in (a-22) of Appendix I, which holds very nearly in case there 
is only one resonance in resonator and load. Then for a complex frequency 
We — ja, the circuit admittance will be 
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Yeo = Ge -- 2M a,/wWe (12.5) 
Thus in this special case we have for oscillation 
Ye = Got 2Mae/w. (12.6) 
and 
= ~* (¥Y, — Go) (12.7) 
a = IM e Cc). . 
The amplitude, then, builds up initially according to the law 
V = Vee". (12.8) 


If the amplitude does not change too rapidly, the build-up characteristic 
of an oscillator can be obtained step-by-step from a number of contours 
for constant a and from a — Y, curve marked with amplitude points. The 
— Y, curve might, for instance, be obtained from a Rieke diagram and an 
admittance curve. : 

Consider the example shown in Fig. 56. Fig. 56a shows curves con- 
structed for complex frequencies from the admittance curve for the resonant 
circuit for real frequency. In addition the negative of the electronic ad- 
mittance is shown. Oscillation will start from some very small amplitude, 
V = V,, and build-up at an average rate given by a = 2.5 & 107° until 
V = 1. Let V, = .1. Then the interval to build-up from V = .1 to 
V 


= lis 
1 
is (4) 
2.5 & 10% 
= 92 X 10° seconds. 


From amplitude 1 to amplitude 2 the average value of a will be 1.5 X 10° 
and the time interval will be 
2 
in(j) 


~ 15 x 10 
46 X 107 seconds. 


= (;) 
An = 5X10 
= .80 X 10° seccnds. 


The build-up curve is shown in Fig. 56b. 


Ah 


Als 


Similarly, from 2 to 3 


Similarly, from a family of admittance contours constructed from a cold 
impedance curve, and from a knowledge of frequency and amplitude vs time, 
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Y, can be obtained as a function of time. It may be that in many cases the 
real part of the frequency is nearly enough constant during build-up so that 
only the amplitude vs time need be known. Asthe input will commonly bea 
function of time for such experimental data, Y, vs time will yield }’, at van- 


SUSCEPTANCE, 8 


(a) 





GAP VOLTAGE ,V 





0 0.5 1.0 1.5 2.0 2.5 3.0 
TIME, t, IN MICROSECONDS 


Fig. 56.—a. A plot of the circuit admittance (solid lines) for various rates of build-zp 
specified by the parameters a. The voltage builds up as e*’. The circuit conductance ‘s 
greater for large values of a. The negative of the electronic admittance is shown by the 
dashed lines. The circles mark off the admittance at which various amplitudes or voltages 
of oscillation occur. The intersections give the rates of build-up of oscillation at various 
voltages. By assuming exponential build up at a rate specified by a between the voltages 
at these intersections, an approximate build-up can be constructed. 

b. A build up curve constructed from the data in Fig. 56a. 


ous amplitudes and inputs. Curves for various rates of applying input wili 
yield tables of Y, as a function of both input and amplitude. 

It will be noted that to obtain very fast build-up with a given electronic 
admittance, the conductance should vary slowly with a. This is the same 
as saying that the susceptance should vary slowly with w, or with real fre 
quency. For singly resonant circuits, this means that w,/M should be large. 

Suppose the admittance curve for real frequency, i.e. a = 0, has a single 
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loop and is symmetrical about the G axis as shown in Fig. 57. Suppose the 
— Y,curve lies directly on the G axis. The admittance contours for increas- 
ing values of a will look somewhat as shown. Suppose build-up starts on 
Curve 2. When Curve 1 with the cusp is reached, the build-up can con- 
tinue along either half as the loop is formed and expands, resulting either of 
the two possible frequencies of Curve 0. Presumably in this symmetrical 


RATE OF 
+ BUILD-UP, 


SUSCEPTANCE, 8 
oO 





CONDUCTANCE, G —> 


Fig. 57.—Circuit admittance vs circuit conductance in arbitrary units for different 
rates of build-up at turn-on. When the build-up is rapid (a2 = 2) the admittance curve 
hasnoloop. As the rate of build-up decreases the curve sharpens until it hasa cuspa@ = 1. 
As the rate of build-up further decreases the curve develops a loop (a = 0). There may 
be uncertainty as to which of the final intersections with the a = 0 line will represent 
oscillation. 


case, nonsynchronous fluctuations would result in build-up to each frequency 
for half of the turn-ons. If one frequency were favored by a slight dis- 
symmetry, the favored frequency would appear on the greater fraction of 
turn-ons. For a great dissymetry, build-up may always be in one mode, 
although from the impedance diagram steady oscillation in another mode 
appears to be possible. 
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In the absence of hum or other disturbances the build-up of oscillations 
starts from a randomly fluctuating voltage caused by shot noise.” Thus, 
from turn-on to turn-on some sort of statistical distribution may be expected 
in the time 7 taken to reach a given fraction of the final amplitude. In un- 
published work Dr. C. R. Shannon of these laboratories has shown that in 
terms of a, , the initial rate of build-up, the standard deviation 57 and the 
root mean square deviation (8r2)"* are given by 


dr = .38/ao (12.9) 
(572)"* = .64/a, (12.10) 


Thus the “‘jitter’”’ in the successive positions of the r-f pulses associated with 
evenly spaced turn-ons 1s least when the initial rate of build-up, given by a, , 
is greatest. 

Such conditions do not obtain on turn-off, and there is little jitter in the 
trailing edge of a series of r-f pulses. This is of considerable practical 
importance. 


XIII. REFLEX OSCILLATOR DEVELOPMENT AT THE BELL TELEPHONE 
LABORATORIES 


For many years research and development directed towards the genera- 
tion of power at higher and higher frequencies have been conducted at the 
Bell Telephone Laboratories. An effort has been made to extend the fre- 
quency range of the conventional grid controlled vacuum tube as well as 
to explore new principles, such as those embodied in velocity variation 
oscillators. The need for centimeter range oscillators for radar applications 
provided an added impetus to this program and even before the United 
States entry into the war, as well as throughout its duration, these labora- 
tories, cooperating with government agencies, engaged in a major effort to 
provide such power sources. The part of this program which dealt with 
high power sources for transmitter uses has been described elsewhere. This 
paper deals with low power sources, which are used as beating oscillators in 
radar receivers. In the following sections some of the requirements on a 
beating oscillator for a radar receiver will be outlined in order to show how 
the reflex oscillator is particularly well suited for such an application. 


A. The Beating Oscillator Problem 


The need for a beating oscillator in a radar system arises from the neces- 
sity of amplifying the very weak signals reflected from the targets. Imme- 
diate rectification of these signals would entail a very large degradation in 
signal to noise ratio, although providing great simplicity of operation. It 
would also lead to a lack of selectivity. Amplification of the signals at the 


1! See Appendix 10. 
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signal frequency would require centimeter range amplifiers having good 
signal to noise properties. No such amplifiers existed for the centimeter 
range, and it was necessary to beat the signal frequency to an intermediate 
frequency for amplification before rectification. For a number of reasons, 
such intermediate frequency amplifiers operate in the range of a few tens 
of megacycles, so that the beating oscillator must generate very nearly the 
same frequency as the transmitter oscillator. 

In radar receivers operating at frequencies up to several hundred mega- 
cycles, conversion is frequently achieved with vacuum tubes. For higher 
frequencies crystal converters have usually been employed. With few ex- 
ceptions, the oscillators to be described were used with these crystal con- 
verters which require a small oscillator drive cf the order cf one milliwatt. 
In general it is desirable to introduce attenuation between the oscillatcr and 
the crystal to minimize effects due to variation cf the oad. Apprcximately 
13 db is allowed for such padding so that a beating oscillator need supply 
about 20 milliwatts. Power in excess of this is useful in many applications 
but not absolutely necessary. Since the power output requirements are 
low, efficiency is not of prime importance and is usually, and frequently 
necessarily, sacrificed in the interest of more important characteristics. 

The beating oscillator of a radar receiver operating in the centimeter 
range must fulfill a number of requirements which arise from the particular 
nature of the radar components and their manner of operation. The inter- 
mediate frequency amplifier must have a minimum pass band sufficient to 
amplify enough of the transmitter sideband frequencies so that the modu- 
lating pulse is reproduced satisfactorily. It is not desirable to provide much 
margin in band width above this minimum since the total noise increases 
with increasing band width. It is therefore necessary for best opera- 
tion that the frequency of the beating oscillator should closely follow fre- 
quency variations of the transmitter, so that a constant difference frequency 
equal to the intermediate frequency is maintained. 

This becomes more difficult at higher frequencies, inasmuch as all fre- 
quency instabilities, such as thermal] drifts, frequency pulling, etc. occur as 
percentage variations. Some of the frequency variations occur at rapid 
rates. An example of this is the frequency variation which is caused by 
changes in the standing wave presented to the transmitter. Such varia- 
tions may arise, for instance, from imperfections in rotating joints in the 
output line between the transmitter to the scanning antenna. 

For correction of slow frequency drifts a manual adjustment of the fre- 
quency is frequently possible, but instances arise, notably in aircraft installa- 
tions, in which it is not possible for an operator to monitor the frequency 
constantly. Rapid frequency changes, moreover, occur at rates in excess 
of the reaction speed of a normal man. Hence for obvious tactical reasons 
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it is imperative that the difference frequency between the transmitter and 
the beating oscillator should be maintained by automatic means. As an 
illustration of the problem one may expect to have to correct frequency 
shifts from all causes, in a 10,000 megacycle system, of the order of 20 mega- 
cycles. Such correction may be demanded at rates of the order of 100 mega- 
cycles per second per second. 

Although the frequency range of triode oscillators has since been some- 
what extended, at the time that beating oscillators in the 10 centimete 
range were first required the triode oscillators available did not adequatel; 
fulfill all the requirements. In general the tuning and feedback adjust 
ments were complicated and hence did not adapt themselves to automatic 
frequency control systems. Velocity variation tubes of the multiple gap 
type which gave more satisfactory performance than the triodes existed in 
this range. These, however, generally required operating voltages of the 
order of a thousand volts and frequently required magnetic fields for focus- 
sing the electron stream. The tuning range obtainable by electrical means 
was considerably less than needed and, just as in the case of the triode oscil- 
lator, the mechanical tuning mechanism did not adapt itself to automatic 
control. These difficulties focussed attention on the reflex oscillator, whose 
properties are ideally suited to automatic frequency control. The feature 
of a single resonant circuit is of considerable importance in a military applica- 
tion, in which simple adjustments are of primary concern. The repeller 
control of the phase of the negative electronic admittance which causes 
oscillation provides a highly desirable vernier adjustment of the frequency, 
and, since this control dissipates no power, it is particularly suited to auto- 
matic frequency control. Furthermore, since the upper limit on the rate of 
change of frequency is set by the time of transit of the electrons in the repeller 
field and the time constant of the resonant circuit, both of which are gen- 
era)ly very small fractions of a micro-second, very rapid frequency correction 
is possible. 

As the frequency is varied with the repeller voltage, the amplitude of 
oscillation also varies in a manner previously described. The signal to noise 
performance of a crystal mixer depends in part on the beating oscillator 
level and has an optimum value with respect to this parameter. In conse- 
quence, there are limitations on how much the beating oscillator power 
may depart from this optimum value. This has a bearing on the oscillator 
design in that the amount of amplitude variation permitted for a given 
frequency shift is limited. The usual criterion of perfomance adopted has 
been the electronic tuning, i.e. the frequency difference, between points for 
a given repeller mode at which the power has been reduced to half the maxi- 
mum value. 

Reception of the wrong sideband by the receiver causes trouble in con- 
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nection with automatic frequency control circuits in a manner too compli- 
cated for treatment here. In some cases this necessitates a restriction on 
the total frequency shift between extinction points for a given repeller mode. 
The relationship between half power and extinction electronic tuning has 
been discussed in Section VII. 

In addition to the electrical requirements which have been outlined, 
military applications dictate two further major objectives. The first is the 
attainment of simple installation and replacement, which will determine, in 
part, the outward form of the oscillator. The second is low voltage opera- 
tion, which fundamentally affects the internal design of the tubes. In some 
instances military requirements conflict with optimum electronic and circuit 
design, and best performance had to be sacrificed for simplicity of construc- 
tion and operation. In particular, in some cases it was necessary to design 
for maximum flexibility of use and compromise to a certain extent the 
specific requirements of a particular need. 

In the following section we will describe a number of reflex oscillators 
which were designed at the Bell Telephone Laboratories primarily to meet 
military requirements. These oscillators are described in approximate 
chronological order of development in order to indicate advances in design 
and the factors which led to these advances. 

The reflex oscillators which will be described fall into two general classi- 
fications determined by the method employed in tuning the resonator. In 
one category are oscillators tuned by varying primarily the inductance of the 
resonator and in the other are those tuned by varying primarily the capaci- 
tance of the resonator. The second category includes two types in which 
the capacitance is varied in one case by external mechanical means and in 
the second case by an internal means using a thermal control. 


B. A Reflex Oscillator With An External Resonator—The 707 


The Western Electric 707A tube, which was the first reflex oscillator 
extensively used in radar applications, is characteristic of reflex oscillators 
using inductance tuning. It was intended specifically for service in radar 
systems operating at frequencies in a range around 3000 megacycles. Fig. 58 
shows a photograph of the tube and Fig. 59 an x-ray view showing the inter- 
nal construction. A removable external cavity is employed with the 707A 
as indicated by the sketch superimposed on the x-ray of Fig. 59. Such 
Cavities are tuned by variation of the size of the resonant chamber. Such 
tuning can be considered to result from variation of the inductance of the 
circuit. 

The form of this oscillator is essentially that of the idealized oscillator 
shown in Fig. 58. The electron gun is designed to produce a rectilinear 
cylindrical beam. The gun consists of a disc cathode, a beam forming elec- 
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to provide as nearly as possible a uniform field in the region into which the | 
beam penetrates. 

A wide variety of cavity resonators has been designed for use with this 
oscillator. An oscillator of this construction is fundamentally capable of 
oscillating over a much wider frequency range than tubes tunable by means 
of capacitance variation. The advantage arises from the fact that the inter- 
action gap where the electron stream is modulated by the radio frequency 
field is fixed. As discussed in more detail in Section X, this results in a 
slower variation of the modulation coefficient with frequency and also a 
slower variation of cavity losses and gap impedance than in an oscillator in 
which tuning is accomplished by changing the gap spacing. A cavity 
designed for wide range frequency coverage using the 707A tube is shown in 
Fig. 60. Using such a cavity it is possible to cover a frequency range from 
1150 to 3750 megacycles. The inductance of the circuit is varied by moving 
the shorting piston in the coaxial line. For narrow frequency ranges, 


Peace ee 
(Es 





Fig. 60.—Sketch showing a piston tuned circuit for the W.E. 707-A which will permit 
operation from 1150 to 3750 mc. 
cavities cf the type shown in Fig. 61 are more suitable. In such cavities 
tuning is effected by means of plugs which screw into the cavity to change 
its effective inductance. Power may be extracted from the cavity by means 
of an adjustable coupling loop as shown in Fig. 61. 

The 707A was the first reflex oscillator designed to operate at a Jow voltage 
i.e. 300 volts. This low operating voltage proved to be a considerable 
advantage in radar receivers because power supplies in this voltage range 
provided for the i.f. amplifiers could be used for the beating oscillator as 
well. Operaticn at this voltage was achieved by using an interaction gap 
with fine grids, which limits the penetration of high frequency fields. This 
results in a shorter effective transit angle across the gap for a given gap 
spacing and a given gap voltage than forea gap with coarse or no grids. 
Hence, for a given gap spacing a gcod mcdulation coefficient can be ob- 
tained at a lower voltage. Moreover, since drift action results in more eff- 
cient bunching at low voltages, a larger electronic admittance is obtained 
than with an open gap. This gain in admittance more than outweighs the 


Google 











 REPLES oscrenan ORS. 


va Gt AP eeu Whey Air 





“great CF capacitance ot pup wh fie grids, $0 tie a ‘ipleee cet ing oe . 


rae is obtained ed than: with an: ‘open: aby The: successtal. tow! voltage a 


: Reese ‘al die: TTA established # precedent Which Was follawed in all the 
ECR tig reflex. ns nscllating, designed ie: faday ‘PUNpOSES 2 at the: Bell Tele i 











































ET a cite eae 
Pte a ae etm nainn Se => "= 4 eae - - : 
fh Pi Reg ee RG aaa, we = —— = = = 2 = 
{ : > 4 > : 
=< > = = = 
es as 3 —— = = = 
+c a =< = >= a 
are — =— + x i 
— amo ae 
*c <= ~~ . 
. o . ; > : 
Ser : = <i i _ 
i ———- 
t= ae — 
os oo ee eS 
- . 
- -= ° - = 
i 
‘ = ~ : 
P= + 
i ; 
b- - - 
ee, é- > - 4 
' -_- | : : ; - 
_- = = 
. - ’ 
. oe ~ . 
{= 
ms 4s = = = { 2 
rs ; 
~? ~, — - 
» . ty = 
7 *% ‘ . eo of ee \y é - 
~ =v as ’ 
‘ . ; fe : +. oa] —=a oo 
. i+ * 7 ene aes Se on” = 
~~ ‘ _- 
% x % ” —_- - z= _ — 7 oll e = . - 
| » a ea >, - ~ -* . 
» rs “s-_s er a Yi ¥ 
SS } 
s AM a et a ~~ _ 
: > _ =e 6 = —a* — ™ — ws 
. . 3 ———— = =— > - 
. ‘ =~ ee ee ee “a 
A .-~g -_- - " 
ut ES ee . g 
” ; ’ > —" oa >“, >» os re 4 
’ > Pe > = _— = —-*» — -_*-* ——_s . 
_ 6-0 Sse 5 ee ts OE : 9 : rl 
. “> <> aa ooo Soa) aaa -~- : v~ , ty 
Se QI pa a a ag Oba a ak | » cana 
‘ vy > Oe Sac ne - > > ~~. -— = » « sme 
_ Salil | 7 ; 4 . > ay 
hs = at: tr" ‘ wt a) - ~ — — hin, 7 
. ’ » Sof ce > y Asa - * * UF 
> _ hy at ti -~ " “ “y 
4 : way SOW) 2. 78 ee Ee ae oh 
i. N >. wer , Satie oo ~-—* oo “ 
Le ae nett a, We 
. +e » " . 7 > he 
(ele ?, 
tee f 
ies Ly 
‘ A 
: 
: 7 vi 
owe a 
« = i 
Loa * 
~, 
“¥ ~* ; ~~ aX 
6 Vb Fiehui Wie So) 98 
» - 
Ny, im, se 
"} f “ ; o* “Po bt oh ¥ 
Ay: Et NN cate | Sew 
“7.71 -» a < rey 
1h : Ay ism © 
et : ' , ten) ve ” . ; ; ; wre vu oe as” Mie Ah a 
j kite tae ois I ' 8 eet soe : ’ a . h wey Ay Ve Ni yn! bite Ht 
‘in de siags a iv Meee i oe me Dawa VI SAR VMS MMAR VA NAR 2 
"5 a! Greats e " ‘yP M dl Wes Ma phi Wi ; \ ra 
Bs rZ ~* 7 vi & 4) ' , meh f rte Tees 4 . . , Urbs By wi “ ’ a AA 7 
Re ghee ex, °F NA: & AM hy Ri N wey i eet ~“" hart . i Bre afigh oe ae al alt d { i ‘ ve) whe “a io, 


range sitar Tot ‘the WEE. 2075 4 bb ite type ‘pista in fds 


oS Fig GEN rukrrave suming Ms 
systems The inductance df the aivity kat: Reape Uy. maeig ahem int it “This! ee ik a 
a aree AbUWe in stp: Gennlite. Fag: PELE RSS SUM Se SEP ‘ 


“phone: Labnaririies® + he: TOT ig moaned: 10 provi ia power <A oe 
output. of 25 ‘illiwants and a hali power elec ure buming of 20: mingacyctes 
near 3700: cyeles. “The pow er ourpiat and. the electronic: toning are ih” 
excess of thi is values over the range inom 2300. penn iy $700 MiRGEE IC me 
do nepeties mode Having: 33 eyvlek of deft. SAS ES WORSEN Ag ME Sie 





? ' 
¢ * 
. 
5 » 
f 
‘ é e. 
; ’ “ 4 
‘ . > wy ‘ 
. x ‘ 
. a. ’ « 
A ‘ * 
¢ , ’ ‘ : 
. £ >? i > ’ 
° > a . 
ws t ; - 
, ‘ ; ‘ e 
‘ * e * 
4 , a : 4 
J ¥ : . 
, ‘ ¥ ; . 
a * 2 2 
? % 


Oe RS a ey ENS ie FEES ee >: . Original from 
Digitized by € 5 OK gle jin 


UNMWERSITY OF MIGHIGAN 


586 RADAR SYSTEMS AND COMPONENTS 


C. A Reflex Oscillator With An Integral Cavity—The 723 


The need for higher definition in radar systems constantly urges operation 
at shorter wavelengths. Thus, while radar development proceeded at 3000 
megacycles, a program of development in the neighborhood of 10,000 
megacycles was undertaken. Although waveguide circuit techniques were 
employed to some extent at 3000 megacycles, the cumbersome size of the 
guide made its use impractical in the receiver and hence coaxial techniques 
were employed. The 1” by 4” guide used at 10,000 megacycles is con- 
venient in receiver design and also desirable because the loss in coaxial con- 
ductors becomes excessive at this frequency. Hence, one of the first 
requirements on an oscillator for frequencies in this range was the adaptabil- 
ity of the output circuit to waveguide coupling. 

In considering possible designs for a 10,000 megacycle oscillator the simple 
scaling of the 707A was studied. This appeared impractical for a number 
of reasons. The most important limitation was the constructional diff- 
culty of maintaining the spacing in the gap with sufficient accuracy with 
the glass sealing technique available. Also, variations in the capacitance 
caused by variations in the thickness of the seals caused serious difficul- 
ties in predetermining an external resonator. Contributing difficulties 
arose from the power losses in the glass within the resonant circuit and the 
problem of making the copper to glass seals close to the internal elements. 

Consideration of these factors led to a new approach to the problem, in 
which the whole of the resonant circuit was enclosed within the vacuum 
envelope. This required a different mechanism for tuning the resonator, 
since variation of the inductance of a cavity requires relatively large dis- 
placements which are difficult to achieve through vacuum seals. The 
alternative is to vary the capacitance of the gap. Since the gap is small a 
relatively large change in capacitance can be achieved with a small dis- 
placement. This sort of tuning permits the use of metal] tube construc- 
tional techniques, and these were applied. 

Asa matter cf historical interest an attempt at this technique made at the 
Bell Teleptone Labcratories is shown in Fig. 62. This device was held to- 
gether by a sealing wax and string technique and was not tunable in the first 
version. It cscillated successfully on the pumps, however, and a second 
version was constructed which was tuned by means of an adjustable coaxial 
line shunting the cavity resonator. Adjustment of this auxiliary Jine gave 
a tuning range of 7.5%. Such a tuning method is fraught with the com- 

plications outlined in Section IX. 

An early reflex oscillator tube of the integral cavity type designed at the 
Bell Telephone Laboratories was the Western Electric 723A/B. 
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a frequency within one or two parts in 10,000. In addition, in order 
to avoid field installation it was desired to have the tuning mechanism 
cheap enough to be factory installed and discarded with each tube. 

4. The oscillator was required to be compact and light in weight to 

facilitate its use in airborne and pack systems. 

Figure 63 shows a cross-section view of the final design of the 2K25 reflex 
oscillator. The resonant cavity is formed in part by the volume included 
between the frames which support the cavity grids and also by the 
volume between the flexible vacuum diaphragm and one of the frames. 
This diaphragm also supports a vacuum housing containing the repeller. 
The electron optical system consists of a disc cathode, a beam electrcde and 
an accelerating grid. These are so designed as to produce a slightly con- 
vergent outgoing electron stream. The purpose of this initial convergence 
is to offset the divergence of the stream caused by space charge after the 
stream passes the accelerating grid and to minimize the fraction of the elec- 
tron stream captured on the grid frame on the round trip. The repeller 
is designed to provide as nearly as possible a uniform retarding field through 
the stream cross-section. 

Power is extracted from the resonant circuit by the coupling loop and is 
carried by the coaxial line to the external circuit. The center conductor of 
the coaxial line external to the vacuum is supported by a polystyrene in- 
sulator and extends beyond the outer conductor to form a probe. Coupling 
to a wave guide is accomplished by projecting this probe through a hole in 
that wall of the wave guide which is perpendicular to the E lines so that 
the full length of the probe extends into the guide. The outer conductor 
is connected to the wave guide either metallically or by means of an rf. 
bypass or choke circuit. A more detailed section on such coupling methods 
will be given later. 

The tube employed a standard octal base modified to pass the coaxial line. 
Thus if a standard octal socket is similarly modified and mounted on the 
wave guide it is possible to couple the oscillator to the wave guide and 
power supply circuits simply by plugging it into the socket, just as with 
any conventional vacuum tube. 

The tuning means for this type of oscillator tube presented a serious 
problem. This will be appreciated when it is realized that the mechanism 
must permit setting frequencies correctly to within one megacycle in a device 
in which the frequency changes at the rate of approximately 200 megacycles 
per thousandth of an inch displacement of the grids. In other words, the 
tuner was required to make possible the adjustment of the grid spacing to 
an accuracy of five millionths of an‘inch. The design of the mechanism 
adopted was originated by Mr. R. L. Vance of these Laboratories. The 
operation of the tuner can be seen from an examination of the cross-section 
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and external views of Figs. 63 and 67. On one side of the tube a strut extend- 
ing from the base is attached to the repeller housing. This strut acts as a 
rigid vertical support but provides a hinge for lateral motion. On the 
opposite side the support is provided by a pair of steel strips. These are 
clamped together where they are attached to the vacuum housing support 
and also where they are attached to a short fixed strut near the base. A 
nut is attached rigidly to the center of each strip. One nut has a right and 
the other a left handed thread. A screw threaded right handed on one half 
and left handed on the other half of its length turns in these nuts and drives 
them apart. The mechanism is thus a toggle which, through the linkage 
provided by the repeller housing, serves to move the grids relative to one 
another and thus to provide tuning action. 

The 723A/B was originally designed for a relatively narrow band in the 
vicinity of 9375 megacycles. It operates at a resonator voltage of 300 volts 
and the beam current of a typical tube would be approximately 24 milliam- 
peres. The design was based on the use of repeller voltage mode which 
with the manufacturing tolerances lay between 130 and 185 volts at 9375 
megacycles. It is difficult to establish with certainty the number of cycles 
of drift for this mode. Experimental data can be fitted by values of either 
63 or 73? cycles and various uncertainties make the value calculated from 
dimensions and observed voltages equally unreliable. This value is, how- 
ever, of interest principally to the designer and of no particular moment in 
application. The performance was specified for the output line of the os- 
cillator coupled to a %’’ x 14”’ wave guide so that the probe projected full 
length into the guide through the wider wall and on the axis of the guide. 
With a matched load coupled in one direction and a shorting piston ad- 
justed for an optimum in the other the oscillator was required to deliver a 
minimum of 20 milliwatts power output at a frequency of 9375 megacycles. 
Under the same conditions the electronic tuning was required to be at 
least 28 megacycles between half power points. 

For reasons of continuity a more detailed description of the properties of 
the 3 centimeter oscillator will be given in a later section. The 723A;B 
oscillator served as the beating oscillator for all radar systems operating 
in the 3 centimeter range until late in the war when the 2K25 supplanted 
it. At the time that the 723A/B was developed the best techniques and 
equipment available were employed. In retrospect these were somewhat 
primitive and of course this resulted in a number of limitations of per- 
formance. Since the tubes designed as beating oscillators commonly 
served as signal generators in the development of ultra-high frequency 
techniques and equipment the wartime designer of such oscillators usually 
found himself in the position of lifting himself by his own bootstraps. In 
spite of these limitations the later modifications of the 723A/B which led to 


Google 


REFLEX OSCILLATORS 591 


the 2K25 did not fundamentally change the design but were rather in the 
direction of extending its performance to meet the expanding requirements 
of the radar art. The incorporation of the resonant cavity within the 
vacuum envelope resulted in a major revision of the scope of the designer’s 
problems. He assumed a part of the burden of the circuit engineer in that 
it became necessary for him to design an appropriate cavity and predeter- 
mine the correct coupling of the oscillator to the load. The latter trans- 
ferred to the laboratory a problem which in the case of separate cavity oscil- 
lators had been left as a field adjustment. 


D. A Reflex Oscillator Designed to Eliminate Hysteresis—The 2K29 


As service experience with the external cavity type of reflex oscillator 
was gained a number of limitations of such a design became apparent. 
The difficulties arose primarily from the conditions of military application. 
A typical dificulty was the corrosion of cavities and copper flanges under 
the severe tropical conditions met in some service applications. The diffi- 
culty of maintaining a moistureproof seal in a cavity tuned by variation 
of the inductance made it very difficult to alleviate this condition. The 
success of the all metal technique in the three centimeter range suggested 
the application of the same principles to the design of a 10 centimeter 
oscillator and this was undertaken. 

Mechanically, the problem was straightforward, but an extrapolation of 
the electrical design of the 723A/B to 10 centimeters suffered from a fatal 
defect. The difficulty, previously described in Section VIII, was the dis- 
continuous and multiple valued character of the output as a function of the 
repeller voltage. Reference to Fig. 19 will indicate the operational prob- 
lems which would arise in an oscillator in which the hysteresis existed in 
marked degree. The a.f.c. systems were such that in starting the repeller 
voltage would start from a value more negative than required for oscilla- 
tion and decrease. As the repeller voltage decreased through the range 
where oscillation would occur the frequency would of course cover a range 
of values. When the repeller voltage reached a value such that the fre- 
quency of the oscillator had a value differing from the transmitter by the 
intermediate frequency the steady shift of the repeller voltage would be 
stopped and would then hunt over a limited range about the value required 
to maintain the difference frequency. When adjusted for operation this 
condition would pertain with the repeller voltage at a value such that the 
oscillator would be delivering maximum power. If under operating con- 
ditions the frequency required of the oscillator by the system drifted to that 
corresponding to the amplitude jump at B, any further drift of frequency 
could not be corrected. Thus, one effect of the hysteresis is to hmit the 
electronic tuning range. As a second possibility, let us assume that the 
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frequency has drifted so that the oscillator is operating in a range between 
A and B of Fig. 19. If now the operation of the system is momentarily 
interrupted the a.f.c. system will start hunting. This is done by returning 
to the non-oscillating repeller voltage just as when operation is initiated. 
When the hunting repeller voltage passes through the value between A 
and B from the non-oscillating state no oscillation occurs and hence the 
a.f.c. cannot lock in and the system becomes inoperative. Thus it is in- 
perative that hysteresis be kept, as a minimum requirement, outside the 
useful electronic tuning range. 

As indicated in Section VIII it was found that the electronic hysteresis 
occurred when the electron stream made more than two transits across the 
gap. Thus an added objective of the design of the 10 centimeter metal 
oscillator became the achievement of an electron optical system which 
would limit the number of transits to two while insuring that the maximum 
number of electrons leaving the cathode would make the two transits with 
a minimum spread in zero signal transit time. 

Figure 64 shows a sectional view of the final design adopted. The elec- 
tron optical structure differs from that of the 723A/B in a number of 
respects. The first grid of the 723A/B has been eliminated and one of the 
cavity grids now plays a dual role in simultaneously serving as an accelerat- 
ing grid. The grids are curved towards the cathode, which has a central 
spike. This arrangement is intended to produce a hollow cylindrical elec- 
‘tron stream. It will be observed that the second grid is larger in diameter 
than the first and that the repeller has a central spike. The design is such 
that the cylindrical beam entering the repeller region is caused to diverge 
radially, so that in re-traversing the gap after its reversal in direction it 
impinges on and is captured by the frame supporting the first grid. 

The repeller design was determined by using an electrolytic trough to 
determine the potential plots for a number of trial configurations. Then 
by making point by point calculations of the electron paths the best con- 
figuration was chosen. A typical example of such path tracing is shown in 
Fig. 65. This figure shows the equipotential lines and the trajectonies 
computed for electrons on the inner and outer boundaries of the outgoing 
stream. The method of calculating the trajectories has been described by 
Zworykin and Rajchman.” It assumes that space charge may be ne¢- 
lected. Fig. 65 shows that the repeller design is such that the cylindrical 
outgoing stream is focussed upon its return onto the frame supporting the 
first grid. The cathode spike prevents emission from the central portion 
of the cathode, since it would be difficult to prevent electrons from this 
portion from returning into the cathode space. A second requirement on 


Seg: y K. Zworykin and J. A. Rajchman, Proc. of I.R.E., Sept. 1939, Vol. 17, No.9, pp- 
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the design was that the spread in the transit angle for zero signal should be 
small. This requirement is not as stringent as might be expected. The 
contribution to the electronic conductance by a current element whose 
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Fig. 65.—Repeller design for eliminating hysteresis in a reflex oscillator. The electrons 
make only two transits through the gap. The ee does not return them to the cathode 
region but to the edge supporting one of the grids of the gap. Equipotentials determined 
from an electrolytic trough investigation are shown and the electron trajectories com- 
puted from these equipotentials. 


transit angle deviates from the optimum by a small angle Aé varies as cos Ad, 
so that even for spreads in angle as great as + 30° the effect is not serious. 

The design illustrated in Fig. 64 was strikingly effective in reducing 
hysteresis. Fig. 66 shows repeller characteristics for the original design 
which was extrapolated from the 723A/B and for the design of Fig. 64. 
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In addition to improving the electronic tuning characteristics the design 
was found to be more stable against variations in load, as would be ex- 
pected from the discussion of Section VIII. 

The arrangement adopted provided a prototype electron optical system 
which was used in a whole series of reflex oscillators designed for radar and 
communication systems. These tubes were the 726A, 726B and 726C, 
2K29, 2K22, 2K23 and 2K56. 

The output line of these tubes is intended to couple through an adapter 
to either a coaxial line or a wave guide. In the first case the adapter serves 
to couple the output line of the tube to the cable, in some instances through 
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Fig. 66.—Use of the electron optical system shown in Fig. 65 eliminated the bad fea- 
tures of the repefler characteristics of the earlier 1349XQ in which the electrons were re- 
Gukeia a repeller region and gave the repeller characteristic of the fmal 2K29 

ine 


an impedance transformer and in some instances directly. As practice 
developed it became standard to design for optimum oscillator output 
characteristics with output line coupled to a 50 ohm resistive impedance. 
In the second case the adapter serves to couple the tube output line to the 
guide through a transducer. 

A typical example of a reflex oscillator incorporating this construction 
is the 2K29. This tube is intended to cover the frequency range from 3400 
to 3960 Mc/s. An external view of this tube is shown in Fig. 67. It will 
be observed that the center conductor of the output line extends beyond the 
polystyrene supporting bushing. Fig. 68 shows an adapting fitting which 
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conductor or may be arranged so that the condenser serves simultaneously 
as an impedance transformer to transform the impedance of the line to that 
required for best performance of the oscillator. A general discussion of 
the problems involved in such coupling designs will be given in a later sec- 
tion. 

One of the primary considerations in the design of a reflex oscillator is 
the choice of resonator characteristics. The various controlling factors 
have been outlined in previous sections. In Section X it was shown that 
the power output and the electronic tuning optimize at different gap transit 
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Fig. 69.—Power output and electronic tuning vs frequency for the 2K29 reflex oscillator. 
The solid lines give the performance into a load adjusted for optimum pore output at 
each frequency. The dashed lines show the performance obtained when the tube is 
coupled to a 50 ohm load by means of the fitting of Fig. 68. 


angles. It is therefore necessary to compromise with the ultimate use in 
mind. In a beating oscillator for a radar receiver, uniformity of the elec- 
tronic tuning is of greater importance than uniformity of power output, 
since an adjustment of the coupling to the crystal permits some variation 
of the latter quantity. Hence, the resonator characteristics are chosen to 
provide as nearly uniform electronic tuning as possible. Fig. 69 shows the 
electronic tuning and power output characteristics for the Western Electric 
2K29 tube. These are shown for two conditions. The solid lines show the 
power output and electronic tuning measured into an adjustable load which 
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made it possible to present to the oscillator at each frequency the admittance 
into which the oscillator delivered maximum power output. The solid 
lines show the power output and electronic tuning over the band with the 
oscillator connected to a load presenting a resistive 50 ohm impedance to 
the coupling unit of Fig. 68. The problems involved in obtaining such 
performance will be outlined in the next section. 


E. Broad-Band Reflex Osctllators—The 2K25 


As experience with the design of radar systems and components developed 
and as a better understanding of the operation and limitations of the in- 
dividual components was achieved, a great deal of effort was directed 
toward simplifying and making more reliable the number of adjustments 
required to optimize the performance of a system. As an illustration of 
this problem as related to the beating oscillator, the development problem 
of the 2K25 will be described. As the number of radar systems in the three 
centimeter range increased it became apparent that to avoid self-jamming 
it would be desirable to assign frequencies to various sets operatir g, for 
example, in a fleet unit. Secondarily, the over-all band of the three centi- 
meter range was widened to cover from 8500 to 9660 Mc/s. Prior to this 
the 723A/B had been essentially a spot frequency oscillator and had been 
primarily tested as such. As was so frequently the case with tubes for 
military requirements, it was desired that the ultimate tube be interchange- 
able with an existing tube, in this case the 723A/B, and hence the im- 
provements had to be effected within its framework. 

Changes in the electronic design from that of the 723A/B produced an 
improved performance in the 2K25. These were a mcdification of the 
electron gun which increased the effectiveness of the electron stream and 
the elimination of a resonance of the region containing the electron gun 
which coupled with the resonant cavity and in some. cases impaired the 
performance over the wide band. Beyond this the problem concerned the 
determination of an output coupling system which would provide the de- 
sired properties. This will be described in detail. 

One of the most serious difficulties which occurred in early radar receivers 
arose from the general failure to appreciate the effect of the load impedance 
on the performance of an oscillator. This problem has been discussed in 
Section [X. In early radar receivers the method of coupling the beating 
oscillator to the crystal was dictated mainly by mechanical convenience 
rather than electrical considerations, and as a result most of the discontinu- 
ities of performance due to bad load conditions which are discussed in 
Section [X occurred at one time or another in most of the systems. For 
instance, users were much surprised to find that a beating oscillator which 
could be tuned to frequencies both above and below that required for 
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reception of the signal might yet fail to oscillate at the desired frequency. 
The convenience of simple replaceability of the local oscillator became in 
this instance a cross for its designer, since an exchange of tube would fre- 
quently eliminate the effect. This led to the obvious conclusion on the part 
of the user that the oscillator was defective, in spite of the fact that the pre- 
sumably defective tube had passed the test specifications and would operate 
satisfactorily in some other receiver. The plain fact, in the light of later 
knowledge, was that the tubes were being improperly used, so that the 
usual range of manufacturing variations was not tolerable. 

The appreciation of this fact led to a new approach to the problem of 
coupling the beating oscillator to a waveguide. In early designs the oscil- 
lator was decoupled from the load by withdrawing the probe from the wave- 
guide. This presented the oscillator with an uncontrolled admittance with 
disastrous results in many cases. The new approach, proposed by the 
group working with Dr. H. T. Friis at the Bell Telephone Laboratories, was 
that of designing the receiver so that the beating oscillator could be oper- 
ated into an essentially fixed impedance. The crystal was in this case 
loosely coupled to form a part of this load, so that variations in its impedance 
and the impedance looking toward the TR tube were largely masked. A 
great many further refinements in the design of the receiver have since 
been proposed, but this basic principle of defining the load into which the 
oscillator is required to operate is fundamental to all. In the interests of 
simplicity of use it appeared to be desirable to endeavor to pre-plumb the 
coupling of the oscillator to the wave guide. The tube designer in this 
instance found himself perforce, as so frequently occurs in dealing with 
micro-waves, a circuit designer—an instructive and illuminating experience 
which might happily be reversed. 

The wave guide coupling was made separate from the tube, both to 
preserve the plug in feature of the tube and to maintain its interchange- 
ability with the 723A/B. Asa further simplification it was desired that the 
coupling should require no adjustments. A convenient fixed load admit- 
tance to present to this coupler is the characteristic admittance of the wave 
guide, since this can readily be maintained fixed over a wide band. The 
problem, then, is the apparently straightforward one of transforming the 
guide admittance to the admittance which the oscillator requires for opti- 
mum performance. Actually, the problem is complicated by the fact that 
the optimum admittance will vary throughout the band. The electronic 
admittance varies with frequency even for a fixed drift angle, because the 
modulation coefficient of the gap varies as the oscillator is tuned. The 
losses of the resonator also vary with frequency, both because of skin effect, 
the depth of penetration of the high frequency currents changing with fre- 
quency, and because the circulating currents in the resonator are a function 
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of the effective capacitance of the gap. As the capacitance increases in 
tuning to lower frequencies the J°R losses therefore increase. 

The objective of the coupling design may not be to obtain maximum 
power output at all points in the band but rather to obtain uniformity of 
electronic tuning and power output. An additional requirement in some 
cases is that a minimum sink margin as defined in section VIII should be 
maintained. This is equivalent to the problem arising in magnetron design 
of controlling the pulling figure.” 

In designing an appropriate wave guide coupling a number of variables 
are at one’s disposal. In the case of the W.E. 2K25 the variables available 
are, the length of the tube probe exposed within the guide, the offset of the 
probe from the axis of the guide, and the distance from the probe to the 
shorting piston in the guide. In addition, the characteristics of the output 
line of the tube are adjustable, and, finally, the coupling of the loop to the 
resonator can be adjusted. As one might expect, there is a large number of 
solutions with so many variables available. The most desirable solution 
is one which provides a low standing wave ratio in all parts of the coupling 
system. The method employed in the present case was to design a wave 
guide to coaxial transducer which would provide a smooth broad band 
transition from the wave guide characteristic admittance to the admittance 
of the coaxial line. In the ideal case, the characteristic admittance of the 
coaxial line to the loop should be maintained as uniform as possible. Struc- 
tural considerations in the present case led to discontinuities which had to 
de appropriately balanced in the final transducer. Dr. W. E. Kock of the 
Bell Telephone Laboratories has given an expression which, for thin probes. 
relates the probe length, the offset and the distance of the backing piston 
when given the characteristic admittance of the coaxial line and the dimen 
sions of the guide between which a match Is required. Once such a trans- 
ducer has been obtained, the admittances which must be presented to it 
order to obtain maximum power from the oscillator are measured over the 
band. From such measurements it is then possible to determine the cor- 
rections in the loop size and in the transducer to obtain a given sink margin 
throughout the band. This last step actually involves a certain amount o! 
cut and try in an effort to obtain satisfactory performance in all respects. 
Figure 70 illustrates the transducer developed for the W.E. 2K25 oscillator 
for use with 1” by 4” wave guide. All tests made on this tube are specified 
in terms of operation in this coupler and with a load having the characteris 
tic impedance of the 1’’ x 4” guide presented to the coupler. 

Figure 71 shows a performance diagram for a typical W.E. 2K25 oscillator 
operating in the coupler of Fig. 70. The reference plane for the diagram is 


13 J, B. Fisk, H. D. Hagstrum and P. L. Hartman, “The Magnetron as a Generator ci 
Centimeter Waves”. See pp. 56 ff. 
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not the plane of the grids of the oscillator but is instead a more accessible 
reference plane external to the tube, in this instance the plane through the 
wave guide perpendicular to its axis which includes the tube probe. It will 
be observed that the sink margin in the case illustrated was equal to 5.5. 
At the frequency at which this diagram was obtained, the minimum sink 
margin permitted by the test specification is 2.5. The variation in this 
margin results from a variety of causes. As shown in Section III the sink 
margin is determined by the ratio of the total load conductance to the small 


signal electronic conductance. The total load conductance consists of the 
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Fig. 70.—A broad band coupling designed to connect the 2K25 to a 1” x 4” wave guide 


conductance representing the resonator losses and the conductance arising 
from the wave guide load transformed through the coupling system. Hence, 
the coupled load will be subject to variations in the loop dimensions, the 
characteristics of the coupling line and the transducer. The resonator loss 
will differ from tube to tube because of the variation in the heating of the 
grids and resonator by the electron stream, and there will be variations aris- 
ing from other causes. The electronic conductance varies from tube to 
tube primarily because of the spread in beam current and secondarily as a 
result of such factors as variations in the modulation coefficient of the gaps, 
non-uniformities in the drift space causing a spread in the transit time and 
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the like. The sum total of these variations necessitated the maintenance of 
an average sink margin of 6.7 times in order to insure a minimum of 2.5. 
Figure 72 illustrates further characteristics of the 2K25 oscillator and 
coupling. These data are the results of standing wave measurements look- 
ing towards the coupler with the tube inoperative. From such ‘‘cold test” 
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Fig. 71.—A Rieke diagram for the 2K25 connected to the load by the coupling of Fig. 
70. is diagram was obtained for a repeller mode having a drift angle of 15.5 x radians 
at a nominal frequency of 9360 mc/s. 


measurements one may determine the intrinsic Qo of the resonator and the 
external 0s. The former is a measure of the resonator losses while the 
latter is a measure of the tightness of coupling of the oscillator to the load. 
The values of Qo measured from a cold test have little significance in an 
oscillator in which heating of the resonator and especially of the grids 1s 
appreciable. This is particularly true of oscillators tuned by variation of 
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the capacitance of the interaction gap. It is possible to make hot tests 
in which the thermal conditions of operation are established without the 
interaction effects of the beam, but these measurements are not available 
for the 2K25. The external Qe is not affected, at least to a first order, by 
thermal effects in the resonator. ‘The third curve of Fig. 72 shows the ratio 
of the power delivered when a matched load is coupled to the coupler to the 
power delivered to a load which presents optimum impedance to the oscil- 


PER CENT OF MAXIMUM POWER (SOLID CURVE) 
Q (OOTTED CURVES) 





0 
8400 8600 8800 9000 9200 9400 _ 9600 9800 
FREQUENCY IN MEGACYCLES PER SECOND 


Fig. 72.—Variation of the percentage of maximum ae output delivered, unloaded 


Q, Qe, and external Q, Qg , as functions of frequency the 2K25 when coupled to the 
characteristic admittance of the 1” x 4” guide with the coupling of Fig. 70. The power 
variation is for a mode having 15.5 x radians drift. 


lator. These data are given for the normal operating repeller mode as dis- 
cussed below. 

It was pointed out early in this work that the available power output and 
electronic tuning have a contrary variation with respect to the number of 
cycles of drift in the repeller space. Consequently, this is one of the most 
important and exasperating parameters of the tube. Fig. 73 is a diagram 
illustrating the characteristics of a typical W.E. 2K25 oscillator. The 
abscissa is the repeller-cathode voltage which, for a fixed resonator voltage, 
determines the drift angle. Thus, as this voltage is made increasingly 
negative, successive modes of oscillation appear, corresponding to consecu- 
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tive decreasing values of #. Our best determination for the value of 
for each mode is given. The base lines are displaced vertically on a uniform 
wavelength scale, so that the variation of repeller voltage with wavelength 
is indicated. The power output increases with decreasing values of 1 
but the half power electronic tuning for each repeller mode has a contrary 
variation. The repeller mode chosen as providing the best compromise be- 
tween power output and half power electronic tuning is the 7? cycle mode. 
The design of the coupling unit and all the primary characteristics of the 
tube are based on the use of this mode. It will be observed that repeller 
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Fig. 73.—Operation of the 2K25 in various repeller modes and at various frequencies 
when connected to characteristic admittance of a 1” x 4” guide by the coupling of Fig. 7°. 
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modes having ” values less than 6 do not appear in Fig. 73. For values of 
n = to 0, 1, 2 and possibly 3, this is because the conductance representing 
the resonator losses is in excess of the electronic conductance. For the 
values of 2 = 4 and 5 the coupled load conductance plus the resonator loss 
conductance in the specified transducer are in excess of the electronic con- 
ductance. Conversely for modes having n values in excess of 7 the coupling 
is weaker than desired. 

Fig. 74 illustrates the broad band characteristics for a typical W.E. 2K25 
tube operating in the coupling of Fig. 70 into a matched load. In Fig. 74 
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are shown the power output, half power electronic tuning, and sink margin 
as functions of frequency for the 7{ cycle mode. 


F. Thermally Tuned Reflex Osctllators—The 2K 45 


The trend toward the simplification of radar systems to the fewest possible 
adjustments, coupled with the ever present possibility of enemy jamming, 
led to the attempt to produce a system which was described as a single knob 
system. The ultimate objective of such a system was ability to shift the 
frequency of the transmitter at will with a single control. This puts the 
chief burden on the receiver, which must automatically track with the 
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Fig. 74.—Variation of electronic tuning, power output and sink margin with frequency 
for the 2K25 in a repeller mode having 15.5 x radians drift. Characteristic admittance 
load and coupling of Fig. 70. 
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transmitter. The problem is much simplified by designing as many of the 
components as possible so that retuning is not required when the frequency 
is shifted within the requisite band. In the case of the beating oscillator 
it was necessary to devise a mechanism which would permit rapid automatic 
control over a frequency range of 1160 mc. This range was many times in 
excess of any immediately realizable electronic tuning range. It is of course 
apparent that such a method of tuning will also lend itself readily to use in 
many applications in which, although the transmitter frequency is nominally 
fixed, the system is required to operate under such extreme conditions that 
the sum total of the possible frequency deviations is in excess of the available 
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electronic tuning range. Examples of such systems are installations in high 
altitude air craft, in which wide variations in temperature and pressure 
may be expected. 

It was highly desirable to have the frequency control electrical. One 
means of obtaining such a control is through motion of the resonator grids 
produced by the thermal expansion of an element heated electrically. A 
step in this direction was taken in the Sperry Gyroscope Company 2K21 
oscillator in which the resonator was tuned by the thermal expansion of a 
strut heated by passing a considerable current through it. 

At the Bell Telephone Laboratories the design for a thermally tuned 
beating oscillator was based on a method which permitted the control of a 
small current at a high voltage. In general, controlled high voltages are 
easily available both from power supplies and from control circuits. Fur- 
ther, it seemed desirable that the control of the heating should require no 
power. These considerations suggested that the heating of the thermal 
tuning element be accomplished by electron bombardment. Through the 
use of a negative grid to regulate the bombardment, the tuning control 
became a pure voltage adjustment. The bombardment method made it 
possible to utilize configurations in the tuner which would have been less 
practical if resistance heating had been employed. 

An early reflex oscillator incorporating these ideas was the Westem 
Electric 2K45 vacuum tube. Fig. 75 shows an external view of the tube 
which, except for the output coaxial. line, looks like a forshortened 6L6 
vacuum tube. The plug-in feature of the earlier mechanically tuned os- 
cillators was maintained in this oscillator, which was designed to couple to 
the waveguide circuit through the same transducer developed for the 2K 25. 

Figures 76 and 77 are cross-sectional views of the 2K45 made at right 
angles to each other. The thermal tuning mechanism is contained in the 
upper part of the structure. It is a bimetallic combination consisting of a 
U shaped channel and a multi-leaf bow. The channel is formed of a material 
with a large coefficient of expansion and a high resistance to slow permanent 
deformation or creep at elevated temperatures. At the ends of this channel, 
tabs bent down at right angles to the channel axis, provide rigid vertical 
support for the channel without interfering with axial expansion. These 
tabs are connected to the resonator, which in turn is supported by the 
vacuum envelope as closely as possible in order to minimize the thermal 
impedance of the path. This connection also serves to cool the channel 
ends. The multi-leaf bow is welded to the channel at its end. The leaves 
are made of a material having a low coefficient of expansion and, as they are 
fastened to the channel at its ends, they remain cool and do not expand 
appreciably as the channel is heated. The purpose of the multi-leaf con- 
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fa. We might equally well have illustrated this by an example in which 
the tuner was cooling. In order to avoid overshoot it is necessary that no 
thermal impedance exist between the heat source and the expanding element. 
Thus, as an example of a tuner in which overshoot will occur, one may cite 
an expanding strut in the form of a tube heated by a resistance heater in- 
ternal to the tube. In order to transfer heat from the resistance heater to 
the tubing the former must of necessity operate at the higher temperature. 
Hence, in the example given above, when the power is switched to the sus- 
taining value heat will continue to be transferred to the tubing until: the 
heater and the tubing arrive at the same temperature. To minimize the 
thermal impedance the heat should be generated within the body of, or on 
the surface of, the expanding element. The resistance heating by current 
passing through the expanding element illustrates the first case and heating 
by electron bombardment the second. 

The second principle is quite obvious when once stated. Ifa rapid shift 
in frequency is to be obtained at any point within the required tuning range, 
then the potential tuning range must be considerably in excess of that re- 
quired. Thus, if the tube is operating near one of the required frequency 
limits and one demands that it go to the limit, the shift will progress very 
slowly in the absence of excess range. If, however, it is possible to overdrive 
the limit, the time required will be materially shortened. On the basis of 
actual tube design this requires that the safe maximum or full on power into 
the tuner must be considerably in excess of the power required to hold the 
tuner at the frequency band limit nearest the full on condition. The tuning 
mechanism must be capable of continuous operation under the full on condi- 
tion in case this accidentally persists. Further, the power required to hold 
the tuner at the other end of its band must be considerably in excess of zero 
in order that rapid cooling may occur near this limit. It is not necessary 
that the tuner produce motion for power inputs outside the band limits; 
the essential condition is that the rates of heating and cooling near these 
limits should have values considerably greater than zero. 

It is always possible to purchase heating speed by the expenditure of 
power in available over-drive. The cooling speed, on the other hand, is con- 
trolled by the temperature difference between the source and sink, the heat 
capacity of the tuner and the mechanism of cooling. Two methods of cool- 
ing are available, conduction and radiation. For small amounts of motion 
and in circumstances where large forces are not required, conduction cooling 
can provide a satisfactory answer. In cases in which a large amount of 
motion is required, as in the 2K45, conduction cooling imposes a number 
of serious restrictions. The expanding element must be made from a ma- 
terial having a large coefficient of expansion and necessarily must be long. 
Unfortunately, alloys having large expansion coefficients are very poor con- 
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ductors of heat. In the case of conduction the cooling rate will depend on 
the ratio of the length times the heat capacity divided by the cross-section. 
For radiation cooling the rate depends on the heat capacity divided by the 
radiating area and is independent of the length except as the heat capacity 
depends upon this factor. Radiation cooling has the advantage that it per- 
mits more freedom of structural shape and the material may be chosen on 
the basis of strength. In the operating range of the 2K45 the heat radiated 
is approximately four times that conducted away. 

The automatic frequency control circuits which have been used with 
thermally tuned beating oscillators in radar receivers have been of a full 
on or off type so that they do not continuously hold the frequency at a fixed 
reference difference from the transmitter frequency. The reason for this 
in part is that a pulse transmitter gives the required reference information 
only during the pulse. Thus with an on-off control circuit if at a given 
pulse a correction of frequency is demanded the power into the tuner is 
turned full on or off, depending on the direction of the correction, and left in 
this condition until the occurrence of the next pulse which again determines 
the direction of the control. The result is that the frequency of the beating 
oscillator continually hunts about the transmitter frequency. The control 
system must be designed to hold the hunting deviation within tolerable 
limits. It is of course possible to work within narrower limits than full 
on or off tuner power. One advantage of full on or off control is that it 
results in the minimum tuning time between required frequencies since the 
tuning rate is at all times held to the maximum possible value. 

Under certain conditions the performance of a thermal tuner may be 
completely described by a time constant. In general, however, this is not 
the case and the information required in designing a control system is con- 
cerned first with initiation of operation and second with the factors deter- 
mining the magnitude of the hunting deviation. For initiation of operation, 
one is concerned with the time required for the oscillator to reach the operat- 
ing frequency. The quantities known as the cycling times give upper limits 
for this quantity. The cycling times are to a certain extent arbitrarily 
defined as indicated in the following. There are two band limit frequencies. 
f-, the limit requiring the lesser power input, P., and corresponding to a 
tuner temperature, T,, and f,, the limit for which the power input will be 
P,, and the temperature, 7,. The cycling time for heating, 7,, is defined 
and measured in the following manner. The power input to the tuner is 
set to P. and held at this value until equilibrium is established. The power 
input is then switched to the maximum allowed value, P,, and the time 
interval, 7, , between the instant of switching and the instant at which the 
frequency of operation has reached f, is measured. Correspondingly, the 
cycling time 7, for cooling is measured by setting to P, until equilibrium 1s 
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established and then switching the tuner power off and measuring the inter- 
val, r., until the operating frequency reaches f,. These quantities are of 
importance in determining the ‘‘Out of Operation” time in case the frequency 
reference of the control system is momentarily lost, so that the control starts 
cycling in order to re-establish the reference. 

While the cycling times can be taken to give an indication of the average 
speed of tuning, more detailed information is required to determine the 
hunting deviation. This demands a knowledge of the instantaneous tuning 
rates which will result at any point in the band when the power is switched 
full on or off. These rates vary through the band since the overdrive avail- 
able, for example, on heating will decrease as the operating frequency ap- 
proaches the limit nearest to the maximum drive. 

In the following, an outline will be given of the factors which must be 
considered in designing a thermally tuned reflex oscillator. The 2K45 will 
be used as an illustration. Our first consideration concerns the time re- 
quired for the tuner to heat and cool between given temperatures. In 
Appendix XI expressions are derived for the cycling times 7, and7r,.. The 
expressions applicable to the 2K45 are: 





Tn 
n= poet (F(a) — F(T) (13.1) 
T= re [F2 (7) aa F(T.) (13.2) 


where the symbols are defined in the appendix. The functions F; and Fy, 
are plotted in terms of the reduced temperatures, 7, and 7, in Figs. 79 and 
80. In the analysis conduction cooling is neglected and it is assumed that 
the whole of the expanding element operates at the same temperature. 
Because of these limitations the theory is largely qualitative. It will be 
observed that the cycling time, 7, , is proportional to the ratio of the heat 
energy stored in the tuner at the maximum equilibrium temperature to the 
rate of loss of energy at this temperature. It is therefore apparent that this 
equilibrium temperature should have the maximum possible value, and also 
that the heat capacity of the tuner should be kept toa minimum. Assuming 
for simplicity that the frequency of oscillation is proportional to the tem- 
perature, so that a given temperature difference is proportional to the fre- 
quency, one sees by examining the function F; that it is desirable to keep 
the reduced temperatures 7,, and T,, small compared to 1. Under these 
circumstances, the cycling time 7, will have its minimum value and will be 
more or less independent of the reduced temperatures. If we examine the 
expression for the cycling time for cooling, 7+., we observe that this is 
proportional to the ratio of the heat stored in the tuner at the equilibrium 
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Fig. 79.—A plot of a function used in determining the time required for the tempera- 
ture of a thermal tuner to rise between two given values when the tuner is cooled by radia- 
tion alone. The abscissae are given in terms of a reduced temperature. 





Fig. 80.—A plot of a function used in ee the time required for the apn nd 
ture of a thermal tuner to fall between two given values when cooled by radiation alone 
The abscissae are given in terms of a reduced temperature. 
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temperature 7 corresponding to zero bombardment power divided by the 
rate of heat loss at this temperature. This indicates a rather paradoxical 
result, that the temperature for zero bombardment power should be as high 
as possible. This arises from the dependence on radiation cooling. We are 
imited in setting the value of J») by the form of the function F; , which 
requires that the reduced temperatures T,, and 7 should be very large 
compared to1. Since the true temperatures corresponding to these reduced 
values must simultaneously be small compared to T,, , it is apparent that 
we are not completely free to make 7, large, and a compromise must be 
worked out. 
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Fig. 81.—Variation of the frequency of resonance vs gap displacement for the W.E- 
2K45 resonator. The vertical lines show the required caning range. 


In determining a practical design for a thermal tuner, the first charac- 
teristic which must be known is the variation of the resonant frequency of 
the oscillator cavity as a function of gap displacement. It is apparent that, 
for the highest speed of tuning, the rate of change of frequency with gap 
displacement should have the maximum possible value. However, this 
tuning characteristic 1s dictated by the performance requirements of the 
tube as an oscillator and hence is not available as a variable in the design. 
Fig. 81 shows the variation of frequency with gap displacement for the 
2K4S resonator. The required range is indicated. 

When the required motion is known a choice may be made of a mechanism 
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for a tuner. There is a certain amount of arbitrariness in choosing the 
limiting dimensions of the tuner. If the expanding element is to be short 
it is necessary either to operate over a very wide range of temperatures or 
else use some mechanical means of amplifying the motion obtained over a 
more limited range. Since the more limited is the required temperature 
range the greater is the tuning speed, it is obviously advantageous to use 
mechanical amplification. As previously pointed out the electron bombard- 
ment method of heating and radiation cooling are especially suitable to such 
a mechanism because of the freedom of design they permit. Previous dis- 
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' Fig. 82.—The ideal type of deflection vs temperature characteristic desired for a thet- 
mally tuned oscillator. The motion 6 is that required to shift the resonant frequency 
of the cavity through its required band. 


cussion has shown that the temperatures corresponding to zero and maximum 
power input must be separated by wide margins from the temperatures 
corresponding to the limits of the tuning range. Any motion which occurs 
in these margins is unnecessary and in general undesirable. Ideally, the 
tuning mechanism should have a characteristic as shown in Fig. 82. The 
type of tuning mechanism chosen for the 2K45 is a first approximation to 
such a characteristic, as is shown in Fig. 83, which gives a family of charac- 
teristics corresponding to various initial offsets of the bow for a given length 
of bow. The bows are formed to a sinusoidal shape. This structure give 
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a large mechanical amplification of the expansion of the tuner. The tuner 
is made as long as will fit conveniently into the tube envelope. Further 
arbitrary decisions are required with regard to the power which can be ex- 
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Fig. 83.—A family of deflection vs temperature characteristics for the type of tuning 
mechanism used in the W.E. 2K45. The parameter is the initial offset of the bows from 
the channel at room temperature. 


pended in operating the tuner. With such decisions made, the tuner design 


can then be completed as a compromise of a great many variables. Limita- 
tions on the strength of the tuner materials at elevated temperatures deter- 
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mine a maximum safe operating temperature. The anode matemial ts 
chosen to have a large coefficient of expansion and resistance to “creep” 
at elevated temperatures. In choosing the form of the tuner it is necessary 
to keep constantly in mind the necessity of maintaining the minimum ratio 
of heat capacity to radiating surface. A minimum operating temperature 
of the tuner is determined by heat flow to it from extraneoussources. Figure 
84 shows the temperature as a function of bombardment power input for the 
2K45 tuner. It will be observed that the heat from sources other than 
bombardment produces a considerable rise in temperature. One principal 
source of uncontrolled heating is radiation from the tuner cathode. This 
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Fig. 84.—The tuner anode temperature as a function of the bombardment pee 
The temperature rise at zero bombardment power is caused by radiation from the therma! 
cathode and extraneous sources. 
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is minimized by keeping the cathode as remote from the anode as is co2- 
sistent with the required electronic characteristics. 

When the maximum and minimum operating temperatures and the length 
of the channel are determined the remaining problem is to determine and 
offset for the tuning bow which will provide the optimum tuning charactens- 
tics. We wish to obtain characteristics such that the heating time 7, and 
the cooling time r, are approximately equal and of a minimum value. The 
choice of the bow offset also involves a choice of an initial gap spacing for the 
resonator. On Fig. 83 the boundary values for the limiting temperatures 7+ 
and 7,, are indicated by vertical lines. With any given bow offset which 
corresponds to a particular tuning characteristic a limit is set on the initial 
gap spacing by the requirement that the total motion of the bow between 
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room temperature and T,, shall not exceed the initial gap spacing. From 
our previous analysis we know that to provide maximum tuning speed we 
desire to make the temperature intervals 7, — Ty and 7, — 7) as large as 
possible. For any given tuning characteristic these intervals may be ad- 
justed by a variation of the initial gap spacing subject to the limitation just 
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Fig. 85.—The cycling time of the W.E. 2K45 as a function of the temperature of the 
chacnel at the band frequency limit requiring the smaller tuner power. The solid lines 
are the experimental curves, the dashed lines are theoretical] results. One point on the 
heating time is fitted in order to determine the heat capacity of the tuner. 


imposed. Since 7, and 7; are interrelated for a given bow characteristic 
by the fact that they correspond to a specific increment of motion 6 deter- 
mined by the cavity design, we may study the effect of shifting the interval 
6 along the tuner characteristic by varying the initial gap offset. We may 
specify this in terms of value of T,. The result of such a study is shown in 
Fig. 85. The optimum offset corresponds to the temperature at which the 
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curves for 7, and 7, cross over. The optimum bow offset is then the value 
which provides the minimum value at the crossover. From the theory 
given earlier it is possible to compute these curves. If we had analytical 
expressions for the motion of the tuner with temperature and for the varia- 
tion of frequency with gap spacing it should be possible to obtain completely 
theoretical curves. 

As a test of the theory of heating and cooling it is sufficient to use the 
experimental curves for the motion of the tuner with temperature and the 
variation of frequency with gap spacing in conjunction with the heating 
and cooling curves of Figs. 79 and 80 calculated from equations (13.1) and 
(13.2). The value of K which must be determined in order to obtain 
numerical values from the curves of Figs. 79 and 80 may be determined 
from Fig. 84 by using the relationship 


P, — P,; 
K= 7 TT 


where P, and P, are the bombardment power inputs corresponding to anode 
temperatures T,and 7,. There is no ready means for directly determining 
the heat capacity C. However, if one point on either the heating or cooling 
curves is fitted to the experimental data the value of C may be determined 
and the remainder of the points computed. The results of such a computa- 
tion are shown by the dashed lines in Fig. 85. In view of the restrictive as- 
sumptions of a uniform anode temperature and the neglect of all conduction 
cooling the agreement in general form is reasonably good. 

The W.E. 2K45 includes a number of advances in reflex oscillator tech- 
nique over the 2K25. It will be observed in Figs. 76 and 77 that the electron 
optical system employed in the gun differs from that used in the 2K25. In 
the 2K25 a gun producing a rectilinear beam was employed. In the 2K45 
the gun consists of a concave cathode surrounded by a cylindrical electrode 
and a focussing anode. The design of this type of gun was originated by 
Messrs. A. L. Samuel and A. E. Anderson at these laboratories. The design 
is such as to produce a radial focus beam which converges into the cylindrical 
section of the focussing anode. After the beam enters the focussing anode 
its convergence Is decreased by its own space charge, and the beam passes 
through the grids at approximately the condition of minimum diameter. 
Between the second grid and the repeller the beam continues to diverge 
radially on the outbound and return trips. The intention of the design is 
that the beam shall have diverged sufficiently so that the maximum possible 
fraction will recross the gap within a ring having an inner diameter equal 
to the first grid and outer diameter equal to the second grid. Under these 
conditions only a small fraction of the beam will return into the cathode 
region, the remainder being captured on the support of the first grid after the 
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second transit of the gap. This tends to eliminate electronic tuning hystere- 
sis and the repeller characteristic of the 2K45 is essentially free of this 
phenomenon. This gun design has the further advantage that it avoids the 
necessity for the first grid used in the 2K25. This eliminates the current 
interception on this grid with a resulting increase in the effective current 
crossing the gap. This type of gun also permits the design of a more efficient 
resonator by reducing the grid losses. 

A second variation in design from the 2K25 is that in the 2K45 the second 
grid moves with reference to the repeller. This has the advantage of reduc- 
ing the variation of the repeller voltage for optimum power with resonator 
tuning. The drift angle in a uniform repeller field is given by 


_ kv 
6 7+ an of (13.3) 


where ¢ is the spacing between the repeller and the second grid of the resona- 
tor. If the same drift angle @ is maintained at all frequencies in the band, 
then the repeller voltage must vary. If ¢is fixed as f increases Vg must also 
increase in order to maintain a fixed fraction. If ¢ varies and increases as f{ 
decreases then a smaller variation in Vz is required and in the particular 
case that ¢ varies inversely with f the repeller variation may be made zero. 
Usually other requirements determine the variation of ¢ and it is not always 
possible to make the variation zero. In the case of the 2K45 the variation 
over the band is approximately half the amount which would occur if ¢ were 
fixed. 

The output coupling and line of the 2K45 were designed so that the 
oscillator would provide the desired characteristics in the same waveguide 
adapter as designed for the 2K25. The power output as a function of 
frequency for a typical tube is shown in Fig. 86a. Curves A, B and C of 
Fig. 86 show the variation of power output with cavity tuning when the 
repeller voltage is set for an optimum at the indicated frequency and held 
fixed as the cavity tuning is varied. The frequency shift between half power 
points in this case is very much wider than with repeller tuning. This is a 
consequence of the fact that whereas in repeller tuning both the frequency 
and the drift time change in a direction to shift the transit angle away from 
the value for maximum power, with cavity tuning only the frequency 
changes. Moreover, the fact that the repeller to second grid spacing in this 
design varies with frequency tends to reduce the variation of the drift angle 
with frequency. The envelope of the curves A, B and C gives the power 
output as a function of frequency when the repeller voltage is adjusted to 
an optimum at each frequency. 

Fig. 86b gives the half power electronic tuning as a function of frequency 
measured statically and also dynamically with a 60 cycle repeller sweep. 
The difference arises from thermal effects. 
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Fig. 86.—Characteristics of the W.E. 2K45 reflex oscillator. Fig. 86-a shows the varia- 
tion of the power output as a function of frequency in two cases. The curves A, B andC 
illustrate the power variation with frequency when the repeller voltage is set for the eee 
mum at the indicated frequency and held fixed as the cavity tuning is changed 
envelope of these curves shows the power variation with frequency when the ae 
voltage is maintained at its optimum value for each frequency. 

In Fig. 86b the electronic tuning is shown, in one case where the repeller voltage is 
shifted between half power points so slowly that thermal equilibrium exists at all times 
and in the dynamic case in which the repeller voltage is shifted at a 60 cycle rate. 


NEGATIVE REPELLER VOLTAGE 
(FOR OPTIMUM POWER OUTPUT) 
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Fig. 87.—Repeller voltage for optimum power as a function of frequency for the W.E 
2K45 oscillator. 


Fig. 87 shows the variation of repeller voltage for optimum power with 
frequency. This variation is so nearly linear that it has been proposed that 
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a potentiometer properly ganged with the transmitter in radar systems 
would provide optimum output throughout the hand. This is an advantage 
over electronic tuning, since the signal to noise performance of the receiver 
depends in part on the beating oscillator power into the crystal. 

In a thermally tuned tube it is necessary to provide safeguards against 
excessive power input to the tuning strut since this might produce a per- 
manent deformation and impair tuner operation. A simple method for 
obtaining such protection is to use low-frequency cathode feedback produced 
by a cathode resistor. With a cathode biasing resistor of 725 ohms the 
grid may be held 15 volts positive with respect to the more positive end of 
the cathode biasing resistor indefinitely without damage to the tuner when 
the norma! plate voltage of 300 volts is applied. 

The grid control characteristics for a typical 2K45 shown in Fig. 88 were 
obtained while using the cathode biasing resistor. These characteristics 
may be given in two ways. In one case the repeller voltage is held fixed 
and the characteristics are given over a range between half power points. 
It will be observed in this case that the characteristics are discontinuous 
because of the electronic tuning resulting from the repeller voltage shifts 
between ranges. For the other case the repeller voltage is maintained at 
its optimum value at each frequency. 

In either case, one striking feature is the essential linearity of the variation 
of frequency with grid voltage. This is of considerable importance in many 
frequency stabilizing systems and represents an advantage of thermal tuning 
over electronic tuning. In the case of electronic tuning, as shown in Section 
VII, the rate of change of frequency with repeller voltage varies rapidly 
as the repeller voltage shifts away from the optimum value. Since frequency 
stabilization is essentially a feedback amplifier problem in which the rate of 
change of the frequency with the control voltage enters as one of the factors 
determining the feedback, it is apparent that the frequency stabilization 
will vary as the repeller voltage is shifted. In contrast, for the case of 
thermal tuning, because of the linearity of frequency with grid voltage, the 
stabilization will be independent of the frequency. It should not be for- 


2K45 Operating Conditions 

Normal Maximum 
Heater Voltage ................. 6.3 6.8 Volts 
Resonator Voltage............... 300 350 Volts 
Klystron Current ............... 22 30 mA 
Repeller Voltage Range........... —60 to —175 — 350 Volts 
Tuner Current ..............-..- 0 to 25 mA 
Tuner Power................0-- 7.0 Watts 
ra (9660-8500 Mc/s) ............. 6.0 9.0 Sec 
te (8500-9660 Mc/s) ............. 6.0 9.0 Sec 
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gotten, however, that thermal tuning is inherently slower in action than 
electronic tuning, since the latter is capable of frequency correction rates 
limited, for practical purposes, only by the control circuits, whereas in 


FREQUENCY IN MEGACYCLES PER SECOND 
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.—Frequency as a function of the grid voltage for the W.E. 2K45 oscillator. 
The a dtel lines show the variation when the repeller voltage is held fixed for the mid- 
range value and the solid lines shows the variation with the repeller voltage maintained 
at its optimum value for each frequency. These characteristics apply when a 725 ohm 
biasing resistor is connected in series with the tuner cathode. 


thermal tuning the thermal inertia of the tuning strut limits the tuning speed 
to rates of the order of 100 mc/sec’ for the 2K45. 

The operating conditions for the 2K45 are given in the table at the 
bottom of page 595. 
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G. An Oscillator With Waveguide Output—The 2K 50 


Late in the war it became apparent that there was an urgent need for 
radar systems which would permit a very high degree of resolution. Such 
resolution requires the use of the shortest wavelengths possible, and as a 
practical step development work was undertaken in the neighborhood of 
1 cm. 

Work at these Laboratories led to a tube which produced over 20 milli- 
watts and was thermally tunable over the desired frequency range by means 
roughly similar to those employed in the 2K45. This tube had a wave guide 
output. It had no grids; a sharply focused beam passed through a .015” 
aperture in the resonator. The tube operated at a cavity voltage of 750 
volts. | 

Work by Dr. H. V. Neher at the M.I.T. Radiation Laboratory resulted 
in a design for an oscillator using grids which operated at a resonator voltage 
of 300 volts. At the request of the Radiation Laboratory, the Bell Tele- 
phone Laboratories undertook such development and modification as was 
necessary to make the design conform to standard manufacturing techniques. 
This work was carried out with the close cooperation of Dr. Neher. 

Figure 89 shows an external view of the tube and Fig. 90 a cross sectional 
view of the final structure. There are two striking departures in this tube 
from the designs previously described. One of these is that the axis of 
symmetry is no longer parallel to the axis of the envelope but instead is 
perpendicular to it. This construction makes possible in part the other 
striking feature of the tube, which is the wave guide output. A number 
of factors combine to make this type of output desirable and prac- 
tical. The resonant cavity for a wavelength near 1.25 cm. becomes ex- 
tremely small. Were loop coupling used this would necessitate a very small 
coupling loop and also a very small diameter output line. The small dimen- 
sions with loop coupling would require tolerances extremely difficult to 
maintain with conventional vacuum tube techniques. On the other hand, 
the wave guide used at 1.25 cm. is of dimensions (.170” x .420”) such that 
a wave guide output with a choke coupling can readily be incorporated in a 
standard vacuum tube envelope. 

The wave guide coupling is accomplished by means of a tapered wave 
guide which couples to the cavity through a non-resonant iris. The guide 
tapers in the narrow dimension only, from the iris to a circular output 
window. The tapered guide couples to the window by means of a circular 
half wave choke. The VSWR introduced by the window is 1.1 or less. 
External to the tube, there is an insulating fitting which permits the tube 
to be coupled directly to the guide by means of a second. choke coupling. 
This makes it possible to operate the shell of the tube at a different potential 
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Fig. 89.—The 2K50—« rellex oscillator with thermal tuning anda wave © aun pubput 
for operation in the. 4 cenfinieter tange, BOSE ee et age ean ane ete lem ees 
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than the guide. This is desirable in a radar receiver for circuit reasons, 
which require that the cathode of the oscillator be at ground potential. 
The iris size is a compromise chosen to provide sufficient sink margin 
throughout the band. An iris coupling inherently varies with frequency 
and provides a weaker coupling at lower frequencies. Hence, since a suff- 










4 












eal 
VL ERTIES TY | 


(REET 
PA\lae 
Qe secon 


Fig. 91.—A performance diagram for the 2KS0 at the high frequency band limit. This 
diagram shows loci of constant power as a function of the admittances presented at the 
plane of the tube window. Admittances are normalized in terms of the characteristic 


admittance of the wave guide. 









cient sink margin must be provided at the wavelength where the coupling 
is a maximum, this means that an excess of sink margin exists at the low 
frequency end of the band. This is illustrated by the impedance perform- 


ance diagrams of Figs. 91 to 93. 
The 2KS0 presented a difficult mechanical problem which will be appreci- 


ated when the minute dimensions of the resonant cavity are observed in 
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Fig. 90. The electron optical system consists of a concave cathode, a 
cylindrical beam electrode, and a grid concave towards the cathode. This 
produces an electron beam which converges into a conical nose and through 
the cavity grids to the repeller space. The repeller, which returns the beam 
across the gap, is rigidly held in a mica supported in a cylindrical housing 
connected to a diaphragm which serves as one wall of the resonator. The 





Loh f= 23,984 MEGACYCLES 
PER SECOND 


Fig. 92.—Performance diagram for the 2K50 at the mid-band frequency. 


cylindrical housing is connected to a thermal tuning mechanism consisting 
of a simple framed structure in the shape of a right triangle. The base of 
the triangle is a heavy piece of metal brazed to the cavity block and a bleeder 
shoe which in turn is brazed to the bulb. One leg of the triangle can be 
heated by electron bombardment controlled, as in the 2K45, by a negative 
grid. The other leg is heated only by conduction. Since both legs are 
made from the same material, general heating of the structure will produce 
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only a second order effect. Because of the small motion required to tune 
the 2K50 through its range, the tuner dimensions permit reliance on conduc- 
tion cooling. 







AY 
Web J 
IRSA 


Fig. 93.—Performance diagram for the 2K50 at the low frequency band limit. 


The characteristics of the thermal tuner of the 2K50 differ considerably 
from the 2K45. In Appendix XI expressions are given for the heating and 
cooling times as 







f'= 23504 MEGACYCLES 
PER SECOND 


C Pas ar kT. 
Th = k log. P. — kt, (13.4) 
_ ¢ T 


It is desirable that the cycling times should be equal. Equating (13.4) 
and (13.5) one obtains 


Pa = k(T, + T.). (13.6) 
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This states that the maximum permitted temperature, 7, = P,./k, shall 
exceed the temperature 7, by the same temperature difference as that by 
which T, exceeds the sink temperature. From (13.4) and (13.5) it can be 
seen that to minimize the heating and cooling times the heat capacity 
should be small and the heat conductivity of the strut should be large. It 
is also evident that the ratio 7,/T. should be as nearly unity as possible. 
This requires that the tuner should produce the required displacement in 
the smallest temperature interval possible. If a given temperature differ- 
ence is required to produce the necessary motion, then from a speed stand- 
point it is desirable to make both 7, and T, large in order that their ratio 
shall be nearly unity. The allowable temperature is usually limited by 
constructional considerations. 

Over the normal tuning range of a reflex oscillator we have previously 
shown that the tuning characteristic may be represented by 


A=av Cy + C(x) (13.7) 


where a is a constant 
C; is a lumped fixed capacitance 





a8 
C(x) = - 
B is a constant. 
Hence one can show that for small changes Ax from 2 
AX = — Te (13.8) 
xo Co 
Cy = Cy + C(%o). (13.9) 


One may also show that for the type of tuner employed and the small 
motions involved in the 2K50 the displacement of the grids as a function 
of the temperature difference T — T» will be 





x = Xo — A(T = To) (13.10) 
whence 
Ay = ado BH (T — To) (13.11) 
xo Co 
If at time ¢ = 0, x = x), T = Ty, A = Xo, we have for heating 
r! = Xe ee ee (7: =e T.)(t ae gore), (13.12) 
x9 Co k 
If we give P; its maximum value P,, then at ¢ = © the temperature of 
the strut will be = = Tn,r\ = dn 
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_ $d0bH 
and Ad = Aw — do = “GG (Ta — To) (13.13) 
or NX — ro = An — A(t — 6 ne), (13.14) 


Thus the behavior of this type of tuner may be described by a time constant 
which is given by 7 = 7 . This has been verified experimentally for the 
2K50, in which this constant has been found to have a typical value of 1.3 
seconds. 

The instantaneous tuning rates at a given wavelength based on full on- 
full off operation can be shown to be 


d oe -=4 (f — fa) heating (13.15) 
2 = . f (fo —f) cooling (13.16) 


where fo is the frequency at zero tuner power 

fu is the frequency at maximum permitted drive. 
Figure 94 shows the instantaneous tuning rate as a function of frequency 
on heating and cooling. 

Typical power output versus frequency characteristics for the 2K50 are 
shown in Fig.95. Curve A shows the power output with the repeller voltage 
optimized at each frequency while Curve B gives the variation when the 
repeller voltage is set for an optimum at the center of the band and held 
fixed as the frequency changes. For constructional reasons the spacing 
between the repeller and second cavity grid is fixed in the 2KS0 so that on 
a proportional frequency basis the range between half power points with 
fixed repeller voltage is smaller for the 2K 50 than for the 2K4S5. 

Figure 96 shows the frequency vs. grid voltage characteristics for the 
2K50. For normal operation with full on-full off operation the grid voltage 
is switched between zero and cutoff. 


H. A Millameter Range Oscillator 


During the latter stages of work on the 2K50 development, work was 
started on an oscillator for a wavelength range around .625cm. The design 
of this developmental tube known as the 1464XQ was undertaken. 

There are several difficulties in going from 1.25 cm. to .625 cm. Greater 
accuracy of construction is required and the cathode must be operated at a 
higher current density. The greatest difficulty arises from the fact that 
the grids cannot be directly scaled in size from those used in tubes for longer 
wavelengths. 
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TUNING RATE IN MEGACYCLES PER SECOND PER SECOND 


23.2 23.4 23.6 23.8 24.0 24.2 24.4 24.6 246 
FREQUENCY IN KILOMEGACYCLES PER SECOND 


Fig. 94.—Computed instantaneous tuning rates on heating and cooling for the 2K 
oscillator. These results are based on a time constant of 1.3 seconds and on the assump 
tion of “full on or off” operation. 


POWER OUTPUT IN MILLIWATTS 





23.0 23.2 23.4 23.6 23.8 240 24.2 24.4 246 248 250 
FREQUENCY IN KILOMEGACYCLES PER SECOND 


Fig. 95.—Power output characteristics of the 2K50 oscillator. Curves A, B and ¢ 
illustrate the power variation with frequency when the repeller voltage is set for the 
mum at the indicated frequency and held fixed as a cavity tuning is changed. 
envelope of these curves shows the power variation with frequency when the repeller 
voltage is maintained at its optimum value for each frequency. 
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Let us consider the factors involved in scaling from a tube operating at a 
given frequency to a smaller tube operating at a higher frequency. If the 
cathode is operated space-charge-limited and the anode voltage is the same 
as for the larger tube, the total electron current will be the same and each 
grid wire will intercept as much current and hence receive the same power 
to dissipate as in the larger tube. Suppose the length of a grid wire in the 
larger tube is Jy) and in the smaller tube the length of the corresponding wire 


is l,. Suppose that all the other dimensions of the smaller tube, including 


25.0 


FREQUENCY IN KILOMEGACYCLES PER SECOND 


23.2 





Fig. 96.—Frequency vs tuner grid voltage for the 2K 50. 


the diameter of the grid wire, are reduced in the ratio /,/l)._ We do not 
know a priort whether or not the temperature distribution along the grid 
wires of the smaller tube will be the same as that for the larger tube; suppose, 
however, that it is. Then if Ty is the temperature at some typical point, 
say, the hottest, on the grid wire of the larger tube, and 7; is the temperature 
at the similar point on the smaller tube, the power the wire loses by radiation 
in the large tube, P,o and in the small tube, P,; are given by 


Pio = ALTS (13.17) 
Py = AUT}. (13.18) 
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Here A is nearly constant for given tube geometry and materials. In 
radiation the power lost varies as the area, which varies as 7’, and as the 
temperature to the fourth power. 

The power lost by end cooling, for the large and the small tube, P.and Pa 
will be given by 


Po = Blo o (13.19) 
Pa = BT. (13.20) 


Here B is another constant. These relations express the fact that the 
power lost by end cooling (thermal conduction) varies as cross sectional 
area divided by length and hence as / and as temperature difference, taken 
as proportional to T. 

Now, in scaling the tube the power to be dissipated has been kept constant. 
Further, in making the tube small, the hottest point of the grid cannot be 
run hotter than the melting point of the wire; in fact, it cannot be run nearly 
this hot without unreasonable evaporation of metal. Suppose we let the 
grid in the smaller tube attain the maximum allowable temperature 7, 
and let the power the wire must dissipate be P. Then for the large tube 


P= Pot Po = (AloT¢ — B)loT 0 (13.21) 
and for the smaller tube 
P=Pyat Pa = (AAT. + B)hTa. (13.22) 


Hence, the smallest value /; can have without running the grid too hot is 
given by the equation 


h =I T., (ALT 4B) (13.23) 
We see that if /) is very small, 
AlTm K B 
ALT. «KB iat 


Numerical examples show that this is so for a tube such as the 2K50. This 
means that nearly all of the power dissipated by the grid is lost through end 
cooling, not radiation.“ Further, in the 2K50 the grid is already operating 
near the maximum allowable temperature. Hence, nearly, 7) = 7. and 
the smallest ratio in which the tube can be scaled down without overheating 
the grids is approximately unity. This means that in making a tube for 
.625 cm. the grid wire cannot be made half the diameter of the wire used in 


“The fact that one kind of dissipation predominates in both cases justifies the as- 
sumption of the same temperature distribution in both cases. 
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the 2K50. In fact, the diameter of the grid wire can be made but little 
smaller. Thus, in the 1464XQ the grid is relatively coarse compared with 
that in the 2K50. This results in a reduced modulation coefficient and 
hence in less efficiency. 

In going to .625 cm., resonator losses are of course greater. The surface 
resistivity of the resonator material varies as the square root of the fre- 
quency. Surface roughness becomes increasingly important in increasing 
resistance at higher frequencies. Further, in order to provide means for 
moving the diaphragm in tuning, it was necessary in the 1464XQ to use a 
second mode resonator (described later) and this also increases losses over 
those encountered at lower frequencies. 

Development of the 1464XQ was stopped short of completion with the 
cessation of hostilities. However, oscillation in the range .625-.660 cm. 
had been obtained. The power output varied from 2-5 milliwatts between 
the short wave and long wave extremes of the tuning range. The cathode 
current was around 20 ma, the resonator voltage 400 volts. The tube 
operated in several repeller modes in a repeller voltage range 0 to — 180 volts. 

Figures 97 and 98 illustrate features of the 1464XQ oscillator. Figure 98 
is a scale drawing of the resonator and repeller structure. The electron 
beam is shot through two apertures covered with grids of .6 mil tungsten 
wire. These grids are 80% open and are lined up. The aperture in the 
grid nearest the gun is 23 mils in diameter and the second aperture is 34 mils 
in diameter. The repeller is scaled almost exactly from the 723A 3 cm. reflex 
oscillator. A second mode resonator is used. The inner part, a, of Fig. 98 
is about the size of a first mode resonator. This is connected to an outer 
portion, c, by a quarter wave section of small height, b, which acts as a 
decoupling choke. The resonator is tuned by moving the upper disk with 
respect to the lower part, thus changing the separation of the grids. The 
repeller is held fixed. Power is derived from the outer part, c, of the reso- 
nator by means of an iris and a wave guide, which may be seen in the section 
photograph Fig. 97. There is an internal choke attached to the end of the 
part of the wave guide leading from the resonator. This is opposed to a 
short section of wave guide connected to the envelope, and in the outer end 
of this wave guide there is a steatite and glass window of a thickness to 
give least reflection of power. 


I. Oscillators for Pulsed A pplications—The 2K23 and 2K54 


All the reflex oscillators described in the preceding sections have been low 
power oscillators intended for beating oscillator or signal oscillator applica- 
tions. Some limitation on the power capability of these oscillators in the 
form previously described is set by the power handling capacity of the grids. 
If the tubes are pulsed with pulse durations which are short compared with 
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The first tube designed for this service was the 2K23. It was based o: 
the design employed in the 2K29 and operated with a drift time of 13 cycles 
in the repeller space. A severe limitation on the performance was set by 
by the requirement that a single oscillator should cover the frequency range 
from 4275 to 4875 Mc/s. It is shownin Section X that in an oscillator tuned 
by changing the capacitance of the gap the efficiency will vary considerably 


4275 4875 
ja@-— --------------- REQUIRED RANGE --- —----- ----- —> 


On 
CEC eee 
Cer PEt 
Cert 
CCC 


4200 4300 4400 4500 4600 4700 4800 4900 
FREQUENCY IN MEGACYCLES PER SECOND 


Fig. 99.—Variation of the peak power output vs frequency for the 2K23 reflex oscillate’ 
This tube was designed for pulse operation with a duty factor of 10 in a repeller mox 
having 3.5 x radians drift. 
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Fig. 100.—Modulator circuit for use in connection with reflex oscillators shown 
svete applying pulse voltage to the repeller to reduce frequency modulation dunnt 
over such a tuning range. In the case of the 2K23 the variation of the peat 
power output with frequency is shown in Fig. 99. The duty factor at whic 
the tube was used (the ratio of the time between pulses to the pulse length 
was 10. In the AN/TRC-6 application the tube was operated on a fired 
current basis; i.e., the pulse amplitude was adjusted to a value such that 
the average current drawn was 15 ma. The schematic of the circuit e0- 
ployed in pulsing oscillators in this way is shown in Fig. 100. The resonator 
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of the oscillator is operated at ground and the cathode of the oscillator 
is pulsed negative with respect to this ground. The repeller voltage is 
referenced from the cathode and this reference is maintained during the 
pulse. Some frequency modulation occurs during the rise and fall of the 
pulse because of the changing electron velocity. This can be reduced in 
part by applying a part of the pulse in the repeller circuit proportioned 
in such a way as to tend to maintain the drift time independent of the 
cathode to resonator voltage. Satisfactory performance is achieved in 
this way. 

As mentioned previously, the intelligence is conveyed by pulse position 
modulation. The AN/TRC-6 system uses time division multiplex to provide 
eight communication channels. The multiplexing is achieved by trans- 
mitting a four micro-second marker pulse which provides a time reference 
followed by eight one micro-second pulses. The time of each of the latter 
pulses is independently varied in position with reference to the marker 
pulse. 

The time interval from the marker to each pulse could be measured to 
either the leading or trailing edge of the pulse. In Section XII it is shown 
that the leading edge of the r.f. pulse will be subject to what is commonly 
called ‘‘jitter” because of the random time of rise which will result if oscilla- 
tion starts from shot or Johnson noise. Conceivably oscillation might be 
started by shock excitation of the resonant circuit by the pulsed beam cur- 
rent. However, in Appendix X it is shown that the initial excitation pro- 
duced by shot noise in the beam exceeds that induced by the current tran- 
sient by a factor of approximately 100. The trailing edge of the pulse will 
not be subject to this form of jitter provided two conditions are met. First, 
"the pulse duration must be long enough so that oscillation builds up to full 
amplitude during the pulse. Second, the receiver must have a sufficient 
bandwidth so that the transient which occurs on reception of the leading 
edge has fallen to a small value by the time the trailing edge is received. 
Since these conditions were met in the AN/TRC-6 system, the trailing edge 
of the pulse was used. 

In the latter stages of the development of the AN/TRC-6 system it was 
decided to remove the restriction that the required tuning range should be 
covered with a single transmitter tube. This made possible the achievement 
of a design which would provide an improved performance throughout the 
band. In order to improve the circuit efficiency of the resonator, the new 
designs were based on the oscillator structure which was employed in the 
2K45. It has been pointed out previously that this makes possible a con- 
siderably higher resonant impedance of the cavity, partly because of the 
reduced gap capacitance and also because the smaller first and second grids 
reduce the resonator losses. These effects were reflected in the higher 
efficiency obtained in the 2K54 and 2K55. 
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originally intended to design this transducer so that all elements would be 
fixed. It was found, however, that an adjustable back piston setting per- 
mitted compensation for manufacturing tolerances in the tubes as well as 
permitting the presentation of a better impedance to the oscillator over the 
band than was attainable with a fixed transducer. This is illustrated in 
‘Fig. 102 which shows the power output versus frequency for a typical 2K54 
and a typical 2K5S as a function of frequency for three cases. In one case, 
as shown by curve B, the power output is delivered at all frequencies into 
the optimum impedance, i.e. the impedance into which the oscillator will 
deliver maximum power. Curve A shows the power output delivered into 
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Fig. 102.—Peak power output vs frequency for the 2K54 and 2K55 oscillators for sev™ 
eral load conditions. Curves A give the performance obtained when the tubes operate 
into a characteristic admittance load threugh the coupling of Fig. 101 with the end plate 
fixed so that the admittance presented to the tubes is constant to within 1 db over the 
frequency range. Curves B give the performance obtained when the optimum impedance 
s presented to the oscillators throughout the band. Curves C give the performance ob- 
tained when the tubes are coupled to a characteristic admittance load with the coupling 
unit of Fig. 101 and with a back piston adjusted to the best value at each frequency. 


a transducer which has the back piston fixed at a distance from the probe, 
so chosen that the impedance seen by the oscillator 1s flat over the band to 
within 1 db. Curve C shows the power output when the back piston of the 
transducer is adjusted so that the tube delivers maximum power. It can 
be seen that the performance obtained under the latter circumstances Is very 
nearly as good as that obtained when the optimum impedance is presented 
to the oscillator. 

From Sections III and IX we would expect that, since the coupling system 
is such as to give maximum power throughout the band, the sink margin 
should be slightly greater than 2. Figures 103 to 106 give impedance per- 
formance diagrams for 2K54 and 2K55 at the four transmitting frequencies 
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of the AN/TRC-6 system. From this it can be seen that the sink margins 
approximately 2 at all frequencies. In a transmitter tube another factor, 
which is of small importance in a beating oscillator, becomes of interest. 
This factor is the pulling figure, which is defined as the maximum frequency 


POWER 





Fig. 103.—Rieke diagram for the 2K54 at a nominal frequency of 4500 megacycls 
The point at the unity sswr condition is obtained by adjusting the repeller voltage and the 
back piston of the coupling of Fig. 101 to the values which gave maximum power. Thes 
conditions were then held fixed for the remainder of the chart. 


excursion which will be produced when a VSWR of 3 dé is presented to the 
transmitter and the phase is varied over 180°. Fig. 107 gives the pulling 
figure as a function of frequency for the 2K54 and 2K55. The requirements 
on the pulling figure for the 2K54 and 2K55 were not severe, since in the 
AN/TRC-6 system the tube is coupled to the antenna by a very short wave 
guide run and, furthermore, the antennas are fixed. 
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Investigation of the pulling figure of early models of the 2K55 led, how- 
ever, to the disclosure of one unforeseen pitfall arising from the existence of 
electronic hysteresis. It had at first been considered that electronic hystere- 
sis would not be of importance in the transmitter tube, where the feature of 
electronic tuning was of noimportance. This might be true in a CW oscilla- 
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Fig. 104.—Rieke diagram for the 2K54 oscillator at a nominal a nad of 4350 
megacycles. The unity uswr point was obtained as described in Fig. 103. 


tor, but in a pulsed oscillator the existence of hysteresis resulted in an un- 
foreseen reduction of the sink margin. Since the oscillator is being pulsed, 
for each pulse the oscillating conditions are being re-established. Although 
the cathode-repeller voltage need not vary during the pulsing, the fact that 
the cathode-resonator voltage is being changed means that for each pulse 
the drift angle in the repeller space varies on the rise and fall of the pulse. 
The effect during the rise of the pulse is the same as though the repeller 
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voltage were made less negative. In other words, on the rise of each pulse 
the situation is equivalent to that in a CW oscillator when, for a fixed 
resonator voltage, one starts with a repeller voltage too negative to permit 
oscillation and then reduces the repeller voltage until oscillation occurs. 
Let us now suppose that the hysteresis is such that under these circumstances 
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Fig. 105.—Rieke diagram for the 2K55 oscillator at a nominal frequency of 4800 mega- 
cycles. The unity sswr point was obtained as described in Fig. 103. 





the amplitude of oscillation would suddenly jump to a large value. We 
would then obtain a variation of peak power output as a function of the 
repeller voltage shown in Fig. 108. Ordinarily, the repeller voltage would 
be adjusted so as to obtain maxmum power output as, for example, with 
the repeller voltage Vz,. Next, let us suppose that a variable impedance 
is presented to the oscillator with the repeller voltage held fixed at value 
V m , as would be done, for example, in obtaining an impedance performance 
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Fig. 107.—Pulling figures for the 2K54 and 2K55 reflex oscillators as functions of fre- 
quency. Witha oy vswr load the repeller voltage and back piston of the coupling of 
Fig. 101 were adjusted for a maximum power and held fixed for the pulling figure meas- 
urements. 
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Fig. 108.—The variation of power output with repeller voltage for a pulsed refer 
oscillator exhibiting hysteresis. 
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Fig. 109.—The effect of hysteresis on the Rieke di of a pulsed reflex cacillatar. 


The hysteresis shown in Fig. 108 can result in failure of a pulsed oscillator to : DB 
the lightly shaded portion of the Rieke diagram as well as the heavily portion 
corresponding to the normal sink. 


646 


Google 





REFLEX OSCILLATORS 647 


diagram. The effect of varying the impedance on the repeller characteristic 
in Fig. 108 is to shift the whole characteristic to the right or left, depending 
upon the phase of the impedance, as well as to change its general form as 
shown by the dotted curve. It can be seen from this that if the hysteresis 
is sufficiently bad and if the pulling figure exceeds a particular value, one 
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Fig. 110.—Performance characteristics of the 2K22 operated into a 50 ohm load. 


effect of the hysteresis will be to reduce the sink margin, and this is found 
to be the case. Fig. 109 shows an impedance performance diagram obtained 
with pulsed operation for an early model of the 2K55 in which the hysteresis 
was excessive. From this it can be seen that the area of the sink on the 
diagram is very greatly increased and also that the sink margin is reduced 
from the theoretical value of somewhat in excess of 2 to a value of less than 
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1.1 although maximum power occurs at unity VSWR. A modification in 
the design reduced the hysteresis and eliminated this effect as shown by 
Figs. 103 to 106. 

In addition to the transmitter tube for the AN/TRC-6 system, it was 
necessary to design a beating oscillator. This tube is known as the Western 
Electric 2K22. Its design was scaled from the 2K29, previously described. 
The tube was designed to operate into a 50 ohm impedance and can be 
coupled by a coaxial adapter to a 50 ohm line or by means of the transducer 
of Fig. 101 to a wave guide. When the back piston of the transducer is set 
at a distance of 1.080” from the probe center, the impedance presented to 
the oscillator is 50 ohms with approximately a 1 db variation over the 
frequency range. Fig. 110 gives the performance characteristics of the 
2K22 operating into a 50 ohm load. The AN/TRC-6 system using these 
tubes provided a military communication system during the war. A 
description of this service has been given.” Also, models of the AN/TRC-6 
system have been put into service to provide telephone communication be- 
tween Cape Cod and Nantucket and also between San Francisco and 
Catalina Island. | 


J. Scope of Oscillator Development at the Bell Telephone Laboratories 


The reflex oscillators discussed in the foregoing sections were developed 
primarily for beating oscillator service, and in one instance for a transmitter. 
Reflex oscillators also received wide application in test equipment. The 
best-known application of this type was in the spectrum analyzer, in which 
the electronic tuning characteristic of the oscillators made possible the dis- 
play of output spectra, and especially of the spectra of magnetron oscillators, 
on an oscilloscope. This greatly facilitated the development of the mag- 
netron. The reflex oscillator also was widely used as a signal generator, and 
the ease of frequency adjustment particularly suited it to this application. 
In some signal generators it was desired to pulse the reflex oscillator at low 
power levels. As an alternative to the method previously described, in 
which the voltage between the cathode and resonator was pulsed, it is 
possible to leave this voltage fixed and to pulse the voltage between the 
repeller and cathode. In this case the repeller-cathode voltage is set at a 
base value at which the tube will not oscillate and the pulse varies this 
voltage to the oscillating value. 

The oscillators which have been described have been chosen to indicate 
various features of their development. In addition to these, a number of 
other oscillators were developed to meet various service needs. Figure 111 
shows a chart giving the frequency ranges of these tubes. Of the eleven 
beating oscillators of the reflex oscillator type on the Army-Navy preferred 
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Fig. 111.—Reflex oscillators developed at the Bell Telephone Laboratories. The 
bexes around the tube numbers show the frequency range covered. 


649 


Google 


650 RADAR SYSTEMS AND COMPONENTS 


list of electron tubes for 1945, nine were developed at the Bell Telephone 
Laboratories. 


APPENDIX I 


RESONATORS 


In thinking about resonators it is important in order to avoid confusion 
to keep a few fundamental ideas in mind. One of the most important is 
that we must not use the notion of scalar potential in connection with fluc- 
tuating magnetic fields. Electric fields produced by fluctuating magnetic 
fields cannot be derived from a scalar potential, and in the presence of such 
fields to speak about the potential at a point is hopelessly confusing.” 

The idea of voltage as the line integral of electric field along a given path 
between two points is useful, but it must be remembered that the voltage 
depends on the path chosen. Consider, for instance, an ordinary 60-cycle 
transformer with the secondary wound of copper tubing. For a path from 
one secondary terminal to the other through the center of the tubing the 
voltage (integral of field times distance) is zero. For a path between ter- 
minals outside of core and coil, the voltage between terminals is dy/dt. 
where y is the magnetic flux linkage of the path and the coil, counting each 
line of force as many times as the path encircles it. 

If resistance drop is neglected the work done in moving a charge through 
a conductor is zero. The line integral of an electric field around a closed 
path is dy/dt. If part of the path is through a conductor, or through a 
space where there is no electric field, the voltage along the rest of the path 
(as between portions of the conductor) isdy/d#. For paths linking different 
amounts of flux, the voltage will be different. In the case of low frequency 
transformers, all paths linking the terminals and lying outside of the core 
and coil link practically the same amount of flux, and there is little am 
biguity about the voltage. In reflex oscillators the electrons travel from 
one field free region to another along a certain path and this determines 
the path along which the voltage should be evaluated. 

To review: the voltage between two points is the integral of the field along 
the path times distance, and refers to a certain path. If the path begins 
and ends in a field free region, the voltage is dy/dt, where ¥ is the magnet 
flux linking the chosen path and a return path through the field free region. 

To this should be added that high frequency currents and fields penetrate 
the surface of metals only a fraction of a thousandth of an inch in the 
centimeter range,” so that the interior of a conductor is field free, and fields 
inside of a metal enclosed space cannot produce fields outside of that space, 


16 The electric field can, of course, be derived from a scalar and a vector potential. 
17 As an example, for copper the field is reduced to (1/2.72) of its value at the suriact 
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In considering resonators we should further note that the magnetic flux 
must be produced by a flow of current, either convection current or dis- 
placement current, around the lines of force. In a transformer this can be 
identified as the current flowing in the coils. In the resonators used in 
reflex oscillators it is the current flowing in the walls and, as displacement 
current, across the gap and from one face of the resonator to the other. 

Two axially symmetrical resonators suitable for use in reflex oscillators 
are shown schematically in Figs. 112 and 113. The resonator in Fig. 112 
has grids and might be used with a broad unfocused electron beam at a low 
d-c voltage; that shown in 113 has open apertures and might be used with a 


COAXIAL LIN 


Fig. 112.—An oscillator cavity with grids and loop coupling to a coaxial line. 


ie 


6 
| IRIS WAVE-GUIDE 
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Fig. 113.—An oscillator cavity without grids and with iris coupling to a wave guide. 


focused high voltage electron beam. In Fig. 112, the resonator is coupled 
to a coaxial line by means of a coupling loop or coil; in Fig. 113 the resonator 
is coupled to a wave guide by means of a small aperture or “iris.”’ 

Let us consider the resonator of Fig. 112 in the light of what we have just 
said. A magnetic field flows around the axis inside of the resonator. There 
is an electric field between the top and bottom inside surfaces of the resona- 





at a depth. 


$8 = 3.82 X 10*V)_ (al) 


Here ) is wavelength in centimeters. It may also be convenient to note that the surface 
fesistivity of a centimeter square of resonator surface is, for copper, 


R = .045/Vx (a2) 


This means that if a current of I amperes flows on a surface over a width W and a length 
i, the power dissipation is 


P = [RI/W (a3) 


For other non-magnetic metals, both 6 and R are proportional to the square root of the 
resistivity with respect to that of copper. 
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tor. There is no electric field outside of the resonator (except a very little 
that leaks out near the grids). To take a charge from one grid to another 
outside of the resonator requires no work. Thus the voltage across the gap 
is dy/dt, where y is the magnetic flux around the axis. Actually, there 
is a little magnetic flux between the grids, and hence the voltage near the 
edges of the grids is a little less than that at the center. 

Current flows as a displacement current between the grids, and as con- 
vection current radially out around, and back along the inside of the resona- 
tor to the other grid. This current flow produces the magnetic field that 
links the axis. 

Part of the magnetic flux links the coupling loop. If this part is ¥, and 
if the coupling loop is open-circuited, the voltage across the coupling loop 
will be dy ,/ dt. 





Fig. 114.—Equivalent circuit for a resonator having 3 modes of resonance. 


In the resonator of Fig. 113, power leaks out through the iris into the wave 
guide. Part of the wall current in the resonator flows out through the hole 
into the guide; part of the magnetic flux in the resonator leaks out into the 
guide. 

In dealing with resonators as resonant circuits of reflex oscillators, to 
which the electron stream and the load are coupled, we are interested 2 
the gap and output impedances. For a clear and exact treatment, the 
reader is referred to a paper by Schelkunoff.” No exhaustive treatment 
of the problem will be given here, but a few important general results wi: 
be given. 

If the resonator is lossless, the impedance looking into the loop may & 
represented exactly by an equivalent circuit indicated in Fig. 114. a: 
coils used at low frequencies are really not simply ideal ‘‘inductances. 
(an idealized concept), but have many resonances (ascribed to distributed 
capacitance), so the resonator has many, in fact, an infinity of resonances 
In the equivalent circuit shown in Fig. 114, only 3 of these are represented, 


18S. A. Schelkunoff, Representation of Impedance Functions in Terms of Resonat! 
Frequencies, Proc. I.R.E., 32, 2, pp. 83-90, Feb., 1944. 
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by the inductances L,, L,, Ls and the capacitances C;, C3, C3. These 
resonant circuits are coupled to the terminals by mutual inductances m, , 
m2 ,m;. In series with these appears the inductance measured at very low 
frequencies Ly, the self inductance of the coupling loop. The circuit in 
Fig. 114 may be regarded as a symbolic representation to be used in evaluat- 
ing Z, just as a mathematical expression may be a symbolic representation 
of the value of an impedance. 

In practical cases, the resonances are usually considerably separated in 
frequency, and near a desired resonance the effect of others may be neglected. 
In addition, if the Q is high we may add a conductance Gz across the capaci- 
tance to represent resonator losses (Fig. 115). It would be equally legiti- 
mate to add a resistance in series with L. In Fig. 115 a load impedance 
Z, has been added. Fig. 115 is a very accurate representation of a slightly 

ossy resonator, a low loss coupling loop, and a load impedance. The 





Fig. 115.—Equivalent circuit showing connection between the oscillator gap ed 
as one pair of terminals and the oscillator load for an oscillator resonator having only one 
resonant frequency near the frequency of operation. 


meaning of L and C will be made clearer a little later. We will now clarify 
the meaning of m. Suppose no current flows in the coupling loop (Z = ©). 
Let the peak gap voltage be V. The peak voltage across m will be 


Va = mV/L (a4) 


In a resonator, if a peak voltage V across the gap produces a peak flux y,, 
linking the coupling loop when no current flows in the coupling loop, then 


Vm = dm/dt = mV/L (a5) 


This defines m in terms of magnetic field, and L. : 

Figure 115 is also a quite accurate representation of Fig. 113. In this 
case the ‘“‘terminals” are taken as located at the end of the wave guide. 
Lp is the inductance of the iris, which will vary with frequency. 

When we are interested in the impedance at the gap as a function of fre- 
quency, we may equally well use the equivalent circuit of Fig. 116. Here 
G, represents conductance due to load; Gz represents conductance due to 
resonator loss. The total conductance, called Ge, is 


Ge = Ge + Gr (a6) 
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The circuit of Fig. 116 does not tell us how G, varies with variation in load 
impedance Z,. Further, Z and C in this circuit are changed in changing 
Z,, and include a contribution from the inductance of the coupling loop 
(which should not be very large). 








Fig. 116.—A simplified equivalent circuit of an oscillator resonator. 


Several resonator parameters are vitally important in discussing reflex 
oscillators. These will be discussed referring to Fig. 116. Gz and 6: 
have already been defined. The resonant radian frequency we is of course 


wo = (LC)? (al) 
A very important quantity will be called the characteristic admittance ¥ 
M = (C/L)*? (a8: 


This quantity is important because at a frequency Aw off resonance the 
admittance of the circuit is very nearly 


Y = G + j2M Aw/u 


(a9) 
Aw = w — wo 
The “loaded” Q of the circuit will be referred to merely as Q and is 
Q = M/Ge (al, 
The unloaded Q is 
Oo = M/Ge (all; 
A quantity which may be called the “‘external Q”’ is 
: Qs = M/G, (al2. 
We see 
1/Qo + 1/Qs = 1/Q (al3) 


The energy stored in the magnetic field at zero voltage across the resonator, 
and the energy stored in the electric field at the voltage maximum are bot! 


W. = (1/2)V'C (al?! 
= (1/2)V°M/wo (a5: 
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Here V is the peak gap voltage. Expressions (a14) and (a15) are valuable 
in making resonator calculations from exact or approximate field distribu- 
tions. They define C, L and M in terms of electric and magnetic field. 
The energy dissipated per cycle is 


WL= xV*C/wo (al16) 
Hence, we might have written Q as 
QO = 2xW./W. (a17) 


This is one popular definition of Q. 

In (a8)-(a17) we usually assume that there is no appreciable energy 
stored in the load or the field of the coupling loop, so that M is considered 
as unaffected by load. The effect of “high Q’’ loads with considerable 
energy storage is considered in a somewhat different manner in Sec. [XB. 

It must be emphasized that the expressions given above are valid for 
high Q circuits only (a Q of 50 is high in this sense). Expression (a17) is 
often used as a general definition of Q, but it is not complete without an 
additional definition of the meaning of resonance in a low Q circuit with 
many modes. Schelkunoff uses another definition of Q. Unforced oscilla- 
tions in a damped circuit can be represented as a combination of several 
terms 


Vier® + Vee" + ---- (a18) 
fr = art jor (a19) 

Schelkunoff takes the Q of the mth mode as 
On = Wa/ On (a20) 


This is at least a consistent and complete definition. The reader can easily 
see that it accords with the definitions given for high Q’s in connection 
with the circuit of Fig. 116. 

Sometimes there may be a complicated circuit between the gap and a 
coaxial line or wave guide. In this case, the circuits intervening between 
the gap and the line can be regarded as a 4 terminal transducer (Fig. 117). 
The constants of this transducer will vary with frequency. No further 
consideration of this generalized treatment will be given, as it is well covered 
in books on network theory. A particular representation of the transducer 
will be pointed out, however. If the impedance in the line is referred to a 
special point, one parameter can be eliminated, giving the equivalent circuit 
shown in Fig. 118. If the gap is short-circuited, the impedance is zero 
and the impedance at the special point to be chosen on the line is R; the 
special point may be chosen as the potential minimum with the gap shorted. 
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N, the voltage ratio of a perfect transformer, is usually complex. The 
impedance ratio NN* is real. If we are not interested in the relation of 
output phase to gap phase, we may disregard the phase angle of N, and 
deal only with the impedance ratio, the absolute value of V squared, which 
we will call V*. Thus, using this equivalent circuit and disregarding the 
phase of N we can for our purposes reduce the number of independent 
parameters from the usual 6 for a passive 4 terminal network to 4. 
Y(= G+ jB), N’ and R. This reduction can greatly simplify the algebra 
and arithmetic of microwave problems. The circuit of Fig. 118 has an 
additional advantage; if we choose our impedance reference point on the 
output line or guide to be the suitable point nearest to the actual output 


LINE OR 


Fig. 117.—A 4-terminal transducer is the most general connection between the osalla 


tor gap and a line or wave guide. 
SPECIAL POINT 
ALONG LINE 


Fig. 118.—One circuit which will represent all the properties of a genera] 4-terminai 
t ucer. This circuit consists of an admittance Y shunting the gap, a perfect trans- 
former of complex ratio N and a series resistance R. 





loop or iris, the circuit represents fairly accurately the frequency dependence 
of the output impedance if we merely take Y as 


Y = Ge + jw(C — 1/wL) (a2!) 
Near resonance we may use the simpler form. 
VY = Ge + j2MAw/w (a22' 


Something has already been said in a general way about the evaluation o! 
Land C in terms of the electric and magnetic field distribution in a resonator. 
It is completely outside of the scope of this paper to consider this subject 
at any length; the reader is referred to various books.” ™*** The discon- 
tinuity calculations of Whinnery and Jamieson” are also of great value in 


19 Electromagnetic Waves, S. A. Schelkunoff, Van Nostrand, 1943. 
20 Fields & Waves in Modern Radio, Ramo & Whinnery, Wiley, 1944. 
' % Microwave Transmission Data, Sperry Gyroscope Company, 1944. 
2 J. R. Whinnery and H. W. Jamieson, Equivalent Circuits for Discontinuities 1 
Transmission Lines, Proc. ].R.E., 32, 2, pp. 99-114. 
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making resonator calculations. These can be profitably combined with 
disk transmission line formulae.” ™ 

The writers would like to point out that in the present state of the art 
the testing of resonator calculations by models is important. Models 
need not be made of the size finally desired. If all dimensions are made V 
times as large, the wavelength will be N times as great. The characteristic 
admittance M will be unchanged. If the material is the same, and the 
surface is smooth and homogeneous, Q and 1/Ge, the shunt resonant 
resistance, will be ~/N times as great. 

It is perhaps a needless caution to say that the accuracy of a method of 
resonator calculation cannot be judged by its mathematical complexity or 
the difficulty of using it. Methods of calculation which are simple and 
may seem to make unduly broad approximations are sometimes better 
founded than appears on the surface, and complicated methods, exact if 
carried far enough, may be so unsuited to the problem as to give very bad 
answers if used in obtaining approximate values. 


APPENDIX II 


MODULATION COEFFICIENT 


In this appendix the effects of space charge are neglected. 

The modulation coefficient 6 is defined as the peak energy in electron volts 
an electron can gain in passing through the field of a gap divided by the 
peak r-f voltage across the gap. If an electron were transported across the 
gap very quickly when the r-f voltage was at a maximum the energy in 
electron volts gained by the electron would be equal to the peak r-f voltage. 
Thus, the modulation coefficient can also be defined as the ratio of the peak 
energy actually gained to the energy which would be gained in a very quick 
transit at the time of maximum voltage. 

In this appendix modulation coefficient will be considered only for r-f 
voltages small compared with the d-c accelerating voltage. 

If an electron gains an energy 8 times the r-f voltage V across the gap, 
the work done on it is BeV electron volts. By the conservation of energy, 
an induced current must flow between the electrodes of the gap, transferring 
a charge-fe against the voltage V and hence taking an amount of energy 
BeV from the circuit. Pursuing this argument we see that the modulation 
coefficient 8 times the electron convection current in the beam, q, gives the 
current induced in the gap by electron flow. Ina circuit sense, there is fed 
into the gap, as from an infinite impedance source, an induced current 
Bq. 
We will assume that the gap involves a region in which the field along the 
electron path rises from zero and falls to zero again. This region is assumed. 
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to be small compared with a wavelength and to have little a-c magnetic 
field in it, so that we can pretty accurately represent the field in this re- 
stricted region as the gradient of a potential. Along the path the potential 
is taken as the real part of 


V(x)e™ (51) 


For small gap voltages, to first order, the time that an electron reaches a 
given position may be taken as unaffected by the signal, so that 


t = x/uo + te (52) 
Then the gradient along the path is 


or = Real V’(x)ernetee, (b3) 
The change in momentum in passing through the field may be obtained by 
integrating the force on an electron times the time through the field. Let 
points a and b be in the field-free region to the left and right of the gap. 
Then we have 


A(x) a Real 7 [ V! (x) ei ealwotwte) dx (b4) 
A(x) = Real | V' (xe dx (b5) 
Y = w/t. (b6) 


The integral will be a complex quantity. The exponential factor involving 
the starting time fy will rotate this. A(x) will have a maximum value when 
the rotation causes the vector to lie along the real axis, and this maximum 
value is thus the absolute value of the integral. Hence 


A(X) max = = | | V'(x)e™ dx |. 7) 





For a-c voltages small compared with the voltage specifying the speed 
uo , the energy change is proportional to the momentum change. For an 
electron transported instantly from one side of the gap to the other, the 
momentum change can be obtained by setting y = 0. 


n [ ) 
A(z)o = V'(x dx 
to 4a 
(b8) 


ly¥, 
to 
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Here V is the voltage between a and b. Hence, the modulation coefficient _ 
8 is given for small signals by 





B = (1/V) | [ Vine™ dx b9) 
V = V(b) — V(a) (b10) 

Y = w/t (611) 

uo = VS 2nVo (612) 


Thus % is the electron velocity. 
It is sometimes convenient to integrate by parts, giving the mathematical 
expression for 6 a different form 


Vy’ vee’ iad 











1 ws 7z 
= (1/V) - = ne V" (ne de 


as V’(x) is zero at a and 6 


B = (1/V) E [ V"' (x)e?* dx}. (b13) 





An interesting and important case is that of a uniform field between 
grids. Let the first grid be at x = O and the second atx = d. There isan 
abrupt transition to a gradient V/d at x = 0, and another abrupt transition 
to zero gradient atx = d. Thus, the integral (b13) is reduced to these two 
contributions, and we obtain 





B = (1/V) é (1 _ et) : (b14) 
vd 
This is easily seen to be | 
B = sin (y d/2)/(y 4/2) (b14) 
This function, the modulation coefficient for fine parallel grids, is plotted in 


Fig. 119. 

Sometimes apertures, as, circular apertures, or long narrow slits are used 
without grids. There are important relations between the modulation 
coefficient for a path on the axis and one parallel to the axis for such systems.” 

In a two-dimensional gap system with axial symmetry, if the modulation 
coefficient for a path along the axis is By , the modulation coefficient for a 
path y away from the axis is 


By = By coshyy | (b15) 


23 These relations first came to the attention of the writers through unpublished work of 
D. P. R. Petrie, C. Strachey and P. J. Wallis of Standard Telephones and Cables. 
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In an axially symmetrical electrode system, if the modulation coefficient 
on the axis is Bo , the modulation coefficient at a radius r is 


By = Bo Io (yr) (b16) 


Here J, is a modified Bessel function. 
It is easy to see why (b15) and (b16) must beso. The field in the gap can 
be resolved py means of a Fourier integral into components which vary 


MODULATION COEFFICIENT, 8 





0 
o OS to 18 O02 25 O03 35 OA 45 OS 55 O06 65 2 
TRANSIT ANGLE, 70, IN RADIANS 


Fig. 119.—Modulation coefficient for fine parallel grids vs transit angle across the gap 
radians. 


B = | sin (yd/2)/(yd/2) |, -¥ = w/uo = 3170/AV Vo. 


sinusoidally along the axis and as the hyperbolic cosine (in the two-dimen 
sional case) of the same argument normal to the axis or as the modified 
Bessel function (in the axially symmetrical case) of the same argument 
radially. When the integration of (b9) is carried out, only that portion of 
the Fourier integral representation for which the argument is yx coo- 
tributes to the result, and as that part contains as a factor cosh yy 9 
I(yr) (b15) and (b16) are established. 

The simple theory of velocity modulation presented in Appendix III 
makes no provision for variation of modulation coefficient across the beam. 
If we confine ourselves to very small signals, we find that the factor which 
appears is 6°. We may distinguish two cases: If the distance from the axis 
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of symmetry were the same for both transits of the electron, we would do 
well to average 6°. If the electrons got thoroughly mixed up in position 
between their two transits, we would do well to average 8 and then square 
the average. We will present both average and r.m.s. values of 8. The 
averaged value of 8 will be denoted as §, , the r.m.s. value as 8, ; the value 
on. the axis will be called Bo. 

From (b15) and (b16) we obtain by simple averaging for the two dimen- 
Sional case, 


Be = By nh vy (b17) 
YY 
B = pal i (mh + 1)] (b18) 
and for an axially symmetrical case 
Be = Bo2li(yr)/(yr) (b19) 
B. = Bollo(yr) — Ti(yr)]"” (b20) 


It is convenient to rewrite these in a slightly different form, using (b15) 
and (bi16). 


8. = By (tanh yy/vy) (b21) 

_ sinh 2yy + 2vy | 
p= bl stent ay ai 
Ba = B2I\(yr)/(yr)Io(yr) (b23) 
B. = Bll — Li(yr)/Ioyr))” (b24) 


Now consider two similar cases: two pairs of parallel semi-infinite plates 
with a very narrow gap between them, and two semi-infinite tubes of the 
same diameter, on the same axis and with a very narrow gap between them 
(see Fig. 120). For electrons traveling very near the conducting surface, 
V’ is zero save over a very short range at the gap, and the modulation coefh- 
cient is unity. Thus, by putting By = 8, = 1, we can use expressions 
(b15)-(b24) directly to evaluate 8. , 8. and B» for the configurations de- 
scribed. These quantities are shown in Figs. 121 and 122. 

Suppose, now, that the gap between the plates or tubes is not very small. 
In this case, we need to know the variation of potential with distance 
across the space d long which separates the edges of the gap in order to get 
the modulation coefficient at the very edge of the gap, 8, or 8, . 

If the tubing or plates surrounding the gap are thick, we might reasonably 
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7 (very NARROW GAP) 





0.05 00 ts 20 25 30 35 40 45 70 
HALF DISTANCE BETWEEN PLANES, 7y, IN RADIANS 


Fig. 121.—Modulation coefficient for two semi-infinite pairs of parallel planes with the 
edges very very close together, plotted vs the half distance between planes in radians 
As is the modulation coefficient for electrons travelling along the axis. §, is the average 
modulation coefficient and §, is the r.m.s. modulation coefficient. The separation of the 
planes is 2y, Bp = 1/ cosh vy, 

sinh 2yy + 2yy | 


= ta h ; = a teal 
B nh yy/vy 8 Fe osh yy + 1) 


assume a linear variation of potential with distance in the space between 
them. In this case, (b9) gives 


By or 8, = F, (yd) = sin (yd/2)/(yd/2) (b25 


This 1s the same function shown in Fig. 119. 
If the tube wall or plates are very thin, one may, following Petrie, Strachey 
and Wallis” assume a potential variation between the edges of the gap of 
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Fig. 122.—Modulation coefficient for two semi-infinite tubes separated by a very smal] 
distance, plotted vs the radius of the tube in radians. {po is the modulation coefficient on 
the axis, 8, is the average modulation coefficient and 8, is the root mean square modulation 
coefficient. r is the radius of the cylinders. 

Bo = 1/Ie(yr), Ba = 21 (yr) /yrlo(yr), 
B. = [1 — Ii(yr)/Io(yr)}t 





the form 
V=-sin —~— © (b26) 


In this case, (b9) gives 
By or By = Fo(yd) = Jo(yd/2) (b27) 


Both F,(yd) and F3(yd) are plotted vs. yd in Fig. 123. 

Figures 121, 122 and 123 cover fairly completely the case of slits and 
holes. The same methods may be used to advantage in making an ap- 
proximate calculation taking into account the effect of grid pitch and wire 
size on modulation coefficient. 

Assume we have a pair of lined up grids, as shown in Fig. 124. Approxi- 
mately, the potential near the left one is given as 


V = Vie/2 + (aV1/4m) In E (cost == ees 222). (b28) 


a 
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Fig. 123.—If the A ogee or tubes considered in Figs. 121 and 122 are separated by ap 
reciable distance, the modulation coefficients given in those figures must be multipliec 
y a factor F(7d). In this figure, the multiplying factor is evaluated and plotted vs th 

separation in radians for two assumptions—that the gap has very blunt (Filyd: 
and that the gap has very sharp edges (F3(+7 d)). 


This is zero far to the left and Vix far to the right. This expression é 
useful only when the wire radius r is quite small compared with the separ 
tion a. Midway between wires, 


V = Vix/2 + (a Vi/2n) In E cosh == | (b29 


V" = (Vix/2a) sech’ == (bt 


If we use (b30) for each grid, the values of V”’ for the two grids will overla: 
somewhat. However, let us neglect this overlap, apply (b30) at each gnc. 
and using (b13), integrate for each grid from — © to + ©, giving 


Ba = (1/V)(Vix/a) |1 — 64] [sect eas 





(b3 
= f{sin (yd/2)/(yd/2)}Go(ya) 


where 


f = Vi/(V/d) (b32 
Go(ya) = he sech®« du| = (ya/2)/sinh (ya/2) (b33' 
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Fig. 124.—A gap consisting of lined up grids. 
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Fig. 125.—A factor used in obtaining the modulation coefficient of lined up grids vs 
the wire spacing in radians. 1 is the fraction open. The curve for # = 1 also applies 
approximately for a mesh grid. 


Suppose we average over the open space of the grid. If the grid is a frac- 
tion m open, from (b17) we see that the average over the open space will be 
obtained by substituting for Gp a quantity G(ya, ») given by 


G(ya,n) = {sinh (wya/2)/(nya/2)}Go(ye) (b34) 


In Fig. 125, G(ya,n) is plotted vs. ya for m = 1, .9, .8. This about covers 
the useful range of values. It should be positively noted that the average 
is over the open area of the grid and applies to current getting through. 

It remains to evaluate the factor f. Suppose x = 0. At the surface of 
the grid wire, y = 1, the radius of the wire, 


6V = (Via/4r) In [2 (1 — cos rr) ] = (V\a/2x) In E sin =| 
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® 
As we have already assumed r is small, we may as well write 


6V = (V; a/2mr)2.3 logio (¢.) (b35) 
2ar 
This emphasizes the sign of 5 V. 
According to (b28), the grid plane appears from a distance to be at zero 
potential. Thus, 


Vid — 2V=V (b36) 
and from (b32) 
f = {1+ (a/x d) 2.3 logy (a/2xr)}~* (b37) 


If we go back over our results, we have for lined-up singly-wound grids, 
from (b31), (b34) and (b37), the average modulation coefficient 


B, = f{sin (ya/2)/(ya/2)|G(ya,n) (b38) 


The quantity sin (ya/2) can be obtained from Fig. 119, G(ya,2) is plotted 
in Fig. 125, and f can be calculated from (b37) above. 

It must be emphasized again that these expressions are good only for 
very fine wires (r <a), and get worse the closer the spacing compared 
with the wire separation. It is also important to note that G(ya,n) indi 
cates little reduction of 8. even for quite wide wire separation. Now y¢ 
will be less than 27, as 8, = Oatyd = 2x. As aapproaches d in magnitude, 
the assumptions underlying the analysis, in which the integration around 
each grid was carried from — © to ©, become invalid and the analysis is 
not to be trusted. 

It is very important to bear one point in mind. If we design a resonator 
assuming parallel conducting planes a distance L apart at the gap, and then 
desire to replace these planes with grids without altering the resonant fre- 
quency, we should space the grids not LZ apart but 


d=fL (b39: 


apart to get the same capacitance and hence the same resonant frequency. 
Mesh grids are sometimes used. ‘To get a rough idea of what is expected. 
we may assume the potential about a grid to be 


a 


+ (aV3/82) In E (cost = — COs asf) 


V = Vix/2 + (aV}/82r) In E (cost — — cos oa?) 


))) 
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Here the grid is assumed to lie in the y, 2, plane. This gives a mesh of wires 
about squares @ on a side, the wires bulging at the intersections. We take 
r to be the wire radius midway between intersections. 

We see that 8» will be the same in this case as in the case of a parallel wire 
grid. Thus the added wires, which intercept electrons, haven’t helped us 
as far as this part of the expression goes. 

As a further approximation, an averaging will be carried out as if the 
apertures had axial symmetry. Averaging will be carried out to a radius 
giving a circle of area a’. The steps will not be indicated. 

Further a factor analogous to f will be worked out. Again, the steps 
will not be indicated. The results are 


Ba = g{sin (yd/2)/(yd/2)}Gi(ya) (b41) 
Gilya) = 21,(ya/-Vx)/(ya/-~V2)Go(va) (b42) 
g = 1+ (.365 a/d) (logis (a/xr) — .69) (b43) 


The quantity G,(y,a) is plotted in Fig. 125 for comparison with the parallel 
wire case. It should be emphasized that these expressions assume r <a, 
and that G,(ya) is really only an estimate based on a doubtful approximation. 
The indications are, however, that the only beneficial affect of going from a 
parallel wire grid to a mesh with the same wire spacing lies in a small de- 
crease in 5V (a small increase in the mu of the grid), while by doubling the 
number of wires in the parallel wire grid, @ can be halved, both raising mu 
and increasing G(ya,). 


APPENDIX III 


APPROXIMATE TREATMENT OF BUNCHING 


We assume” that the conditions are as shown in Fig. 126 where the elec- 
tron energy on first entering the gap is specified by the potential Vp. Across 
the gap there exists a radio frequency voltage, V sin wi. The ratio 
of the energy gained by the electron in crossing the gap to the energy 
which it would gain if the transit time across the gap were zero is 
called the modulation coefficient and is denoted by a factor, 8. We assume 
that the modulation coefficient 1s the same for all electrons. We also neg- 
lect the effects of space charge throughout. After leaving the gap the 


electrons enter an electrostatic retarding field of strength Ey = Yen 


* This analysis follows the method given by Webster, J. App. Phys. 10, July 1939, pp. 
501-508. 
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such that the stream flow is reversed and caused to retraverse the gap. 
The round trip transit time, 7, , in the retarding field when a signal exists 
across the gap is then given by 


7, = 2M 2n(Vo + BV sin why) (cl 
nEo 


where 7 = = x 10’ = 1.77 < 10” in practical units and ¢, is the time of 
first entry of the gap. The time of return to the gap will be 
bL=-k + To (c2! 


More accurately #; and /; are measured from the central plane of the gap in 
which case a second term should be added to (c1) corresponding to motion at 
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Fig. 126.—Diagram of a reflex oscillator showing quantities used in the treatment u! 
bunching. 


i 
: 


CATHODE REPELLER 


constant velocity. This term is, however, very small and will be neglected 
here. If #, is the current returning to the gap and J» the uniform current 
entering the gap on its first transit, then from conservation of charge one may 
write 

Io dt; = dt, (cd) 


In what follows it will be first assumed that & and ¢, are related by a single 
valued function. At the end of this appendix it will be shown that the 
analysis is also valid where the relating function is multiple valued. 

We now make a Fourier series analysis of % in order to determine the 
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harmonic distribution. Thus 
lo = de + a1COS (whe + g) + a2 C08 2(wh + y) + ->- (c4) 
C 
+ b sin (wt + ¢) + bs sin 2(we + y) +--- 


where 


a, = =| te COS (whe + —) duty 
(cS) 


if"... 
bn ~ [isin moh + 9) dat 


Using (cl) to (c3) we change our variable to #, obtaining 


. </2n(V, + BV sin ats) 
ae 0 


¥ 


2u V 2nVo _ 4 x _ 9BV 
Eo 2 0 


a, = a] Iocosn(a +9 +01 + % sin 6, 


Let ant, = 6, WTo = 


x, (c7) 
— 4 a sin a+. |) ae 
(c7) cannot be evaluated in closed form without further restriction. The 


2 
first order theory may be obtained by assuming that 4 - <4 >" 


2 
not sufficient to assume that - <« X. The latter assumes that the third 


It is 


and higher terms of the expansion are small compared to the second. Let 
the integrand be denoted as #9 cos nx. The quantity to be evaluated is the 
argument of a trigonometric function where the total angle is of less impor- 
tance than the difference nx — 2m where m is the largest integer for which 
the difference is positive. The condition first expressed requires that the 
contribution of the third and higher terms to the difference phase shall be 
small. The restriction requires that 


) 
n (e wro K 4 (c8) 
This is a more stringent requirement than 

X BY; 

ee ee 

@~ 2%, ~ (c9) 


(c9) requires only a small modulation depth while (c8) imposes a restriction 
on both the modulation depth and the drift time. 
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With the restriction (c8) imposed we obtain 
a, = - [ t. cosm (6, +o +0] 1 + sin a |) ao (c10) 
If we let py = — @all coefficients 5, will be zero and 
dn = 2(—1)"IJ n(Xn), dp = I, (cll 
Thus the first order expansion for the current returning through the gap is 
19 = Lo (1 = 2J,(X) Cos (te = To) 


(cl2: 
+ 2J5,(2X) cos 2w(tk — 70) ---] 


Our principal interest is in the fundamental component, which in complet 
notation is given by 


(in)y = —20oJ(X)e* “8 (c13" 


It is shown in Appendix II that the circuit current induced in the gap will 
be given, if account is taken of the phase reversal of w resulting from the 
reversal of direction of the beam, by 


I, = —B(ta)s 


The gap voltage at the time of return will ber = V sin wh or in complex 
notation 


= V eiiuta—Cri®)) (cid 
Hence the electronic admittance to the fundamental will be 


_— Ie — 208 4 da 
“9 =P, 





(cl5} 


In the foregoing it was assumed that / was a single valued function ot 
t,. We may generalize by writing (c3) as 


. wer dl; = 19 dle (cl6 


For sufficiently large signals there may be several intervals dé; which con- 
tribute charge to a given interval df and hence we write a summation for the 
left hand side of (c16). When the Fourier analysis is made and the change 
in variable from /, to ¢; is made the single integral breaks up into a sum ot 
integrals. In Fig. 127 we plot time /; on a vertical scale with the sine wave 
indicating the instantaneous gap voltage. Displaced to the right on a ver- 
tical scale we plot time 4. The solid lines connect corresponding times in 
the absence of signal for increments of time dt, and diz. When sufficiently 
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large signals are applied some of the electrons in the original interval dé, 
will gain er lose sufficient energy to be thrown outside the original cor- 
responding interval d/, as for example as indicated by AB. If we consider 
a whole cycle of the gap voltage in time é it is apparent that, under steady 
state conditions, for every electron which is thrown outside the correspond- 
ing cycle in & another from a different cycle in ¢, is thrown in whose phase 
differs by a multiple of 2x as for example CD. In summing the effects of 
these charge increments the difference of 2x in starting phase produces no 
physical effect. This is of course also true mathematically in the Fourier 
analysis of a periodic function since in integrating over an interval 27 it is 
immaterial whether we integrate over a single interval or break it up into a 





Fig. 127.—Diagram showing the relation between #, , the time an electron crosses the 
gap for the first time, and é, , the time the electron returns across the gap. 


sum of integrals over intervals —x to a, 2xn; + ato 2xn, + 6, 2xng + 5 to 
2x + c, etc. where the subintervals sum up to 2x. Hence we conclude 
that the preceding analysis is also valid up to (c7) for signals sufficiently 
large so that ¢, and #4, are related by a multiple valued function and is valid 
beyond that point provided that we do not violate (c8). 


APPENDIX IV 


Drirt ANGLE AS A FUNCTION OF FREQUENCY AND VOLTAGE 


Let 7 be the transit time in the drift space. Then the drift angle is 
0 = wrt (d1) 


For changes in voltage (resonator or repeller), both r and w will change. 
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Thus 
A6/0 = Aw/w + Ar/r 
(d2) 
= Aw/w + ((07/8V)/rT)AV 
As shown in Appendix VI, the derivative of + with respect to repeller 
voltage, 07/0V x , is always negative, while the derivative of + with respect 
to resonator voltage, dr/dV», may be either negative or positive. Fora 
linear variation of potential in the drift region, dr/0Vo is zero when V, = 
Vo and negative for smaller values of Vz. 


APPENDIX V 


ELECTRONIC ADMITTANCE—NON-SIMPLE THEORY 


A closer treatment of the drift action in the repeller space follows, in 
which are considered the changes which occur as the voltage on the cavity 
becomes large. 

The additional terms to be considered come from an evaluation in series 
of the higher-order terms of (c7), which were neglected in Appendix III. 
Only the fundamental component of current will be considered, although 
other terms could be included if desired. The integrals of interest may be 
rewritten from (c/), using the relation ¢ = —8, as follows: 


° 2 
a= ot cos (4. + x sin a, - 1x sin? 6, 
WT © 2 6 
1x’ - 
+ 3% sin’ + =) 
¥ 2 
n= of sin (0, + X sin a, — 3% sints, 
Tv © 2 6 
1 x’ a 
+ 5G sin 0 + «++ ) 


We shall hereinafter neglect terms of higher order in ; than those explicitly 


shown here. With this neglect, we can expand the trigonometric functions, 
obtaining 
| cos (+ X sin) [1 — 3% sint a, + => Ja 
vg 7 8 G? 
— ~ [ sin (6; + X sin 6;) (e3) 


2 3 
. | - := sin” 6, + 5a sin’ 0, + | ay 
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= 2 f sin (6; +Xsina)[1 - 1X" sin’ @ + a | de 
rt x 8 


ne Lo [ cos (6, + X sin 6;) (e4) 
WT 2 


2 0 


Now of these terms, not all give contributions; some integrate to zero since 
the integrand is an odd function of 6,. Rewriting with those terms omitted, 


* 3 
. | - 5g sin? + 5 sin’ & + + | do 


aq, = * [ cos (6, + X sin a)| — 1X int 6, + - |e, 
: (e5) 


r 3 
— of sin (A; + x sin a)| $3 sin’ 6 + |e 
z 
2 
n= tf cos (6) + X sin 61)| — 5a sin’ ates [diy (e6) 


Evaluation of these terms is formally simplified by the following relation- 
ships, each obtained by differentiation of the previous one: 


—2J,(X) = . [ cos (6; + X sin 6;) dé, (e7) 
~271(X) = -t [sin (1 +X sin ) sin 0, 08, (8) 
~2g''(X) = -* | cos (0; + X sin 6) sin’ 6, d8,. —(e9) 


Continuation of this process gives all the terms of interest in (e5) and (e6). 
Hence 


1X", x ” 
a = Ia( - N+ 7G +an ++) (e10) 
b, = i (—Ji +---). (e11) 


Therefore the expression for the fundamental component of the beam 
current may be written as follows, passing to complex notation: 


(t2)7 ~ a COS (wh — 6) + 5, sin (wh — 86) 
(ia)y = (a — joel (012) 


= us o1(-2n+ aA ta ae arg al xt) A casts 
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Following usual conventions, the real part of the complex expression repre- 
sents the physical situation, and the exponential time function will usually 
be omitted in what follows. 

Similarly to Appendix ITI, the induced current in the gap is 


Ih = — B(iz)s 
wh - —j0 ° b. 4 / 1 3 yt ie : 
= & Be" Ip 2 - FSi — BN + 4xtyi")).  (el3. 
The gap voltage is still the same, viz. 


ywnV sin wl — V ef ota (el) — 42¥o x gf \ata— (4/2)) (el4: 
B @ | 
Accordingly, the electronic admittance to the fundamental will be 


_ Le Lo 32 8 secnsay—e) _ jx’ r_ 1 Xam | Xt *) “i 
Y= T= 7b xe @ m7 ee 2 1 toi (el5 


The argument of J; and its derivatives is understood to be X. The 
derivatives can be evaluated in terms of Jo and J; by repeated use of the 
Bessel function recurrence relations (see Jahnke-Emde, Funktionentafeln. 
p. 144). The result is 


_ To 22 8 ee - 41 ( -*) _Xx | 
Y= 7b xe A -Gii- Zz) 3 Je 


(el6: 
1 
= 5 | act + Xi - ex's | + ), 
The real part of this will be of interest; it is 
_ Io 6. cot 6 _ aA _ X 
c= + pth sina (sn, + 9 (1 eh XJ, | ; 
i (el i. 
— ao? + x4, — xt), 
The power generated by the electron stream is given by 
P = —3G,V’ 
= -hbVe (sin 9 E — (N+ XA - 2x" J) | 
(el8; 


cos 6 X 
+eel(s -F)n-Fn rn 
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Of this power, only a part is usefully delivered to the load admittance 
G,, the rest being dissipated because of the circuit loss conductance Gp .. 
The power lost in the circuit is 





2V0Ge X° < 
= 4Ge V" = 7 a (e19) 

Accordingly, the useful power delivered to the load is 
P, = Pp — Pr (e20) 


A quantity of interest is the maximum useful power which can be ob- 
tained from the reflex oscillator; this is given by 


These two conditions are expressed by the next two equations. 


2XJo + ; cot 6 (—X*J, — X71) + 5 (ax* — 3xX°)Jo 


x’ ay! 4V X on 
boy 7 ae) 1) + Ber, gino ~ 
XJo + (—4 + X*)Jy + 0 cot 0-20; — — 9 (ax? — 2x)Jq 


+4 - EX + XN) +5 (AM FETT XO) C23) 


_ 4Vo 
BT, aT, °* o sin 6 ni sin 6 =e 


One may note that even if one sets Gz = 0 and neglects terms in 5; the 


second of these equations is a little different from the’ corresponding’ one 
of Appendix III, so that a slightly different phase angle is predicted for 
maximum generated power. The result of Appendix ITI was 


8cot@= 1 


predicting a phase angle 6 slightly less than 6, = (% + })27. However, the 
zero order result here is 
x? 
6cot@ =2 — 7 — .892 (e24) 


predicting a phase angle a trifle larger than 6,, in the approximation of 
Appendix III. 
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The equations (e22) and (e23) may look as if drastic measures would now 
be needed, but a parametric solution is surprisingly easy; one need only 
solve (e22) for Gz, and substitute back into the power expression (e20). 
The results are 


Gr =. 1 & sino (2 4 Cb 8) yay — XJ;| 
Vo4 6 
; - (e25) 
+ 5 | ax — 3X‘)Jo + (-3 — 1x’) 1] + --) 
P, = —1Ve™ sin 0 (24 = XJo + coke (—x +o) 
x (e26) 
+ (2 — ea] +5 Ez + (—3x° + ux) 
_ hg ano (s, — axn4 
Gi = —G. — Gr = V, Fin o (J 4XJo + 9 


X 
[¢-SeCE3] 
1 
+ ZX + (x + Ax) 

One further convolution is necessary, because the equations (e25) and 
(e26) are still subject to the optimum phase angle condition (e23). Since 
we are here carrying only terms as far as 5 approximations are in order. 

From (e24) we get the hint that @ cot 6 is of the order of unity, so that 
terms in = are of the same order as those in a Accordingly an ap- 


proximate solution is obtainable by adding (e22) and (e23) and neglecting 
these small terms. The result is 


2 
8 cot 6 = 2 _X _ 3xXIe 


5 uy, am F(X) (e28) 





Therefore the optimum phase angle is given by 
F(X) 





6 = 0, — 6, = (s + 2)2x (e29) 
sng = -14+ er (e30) 


Google 


REFLEX OSCILLATORS 677 


sin 6 1 1 : 
Penal gee (e31) 
cot @ 
7 =a F(X) (e32) 


From computation it turns out that in the range of interest, the quantity 
F(X) does not differ from (—1) by more than 20%. | 

The desired approximate solution comes now from substituting the ex- 
plicit phase optimum (e29) to (e32) back into (e25)-(e27). The results are: 


- bgt * ( ee 5 5X) (€33) 
X? (2S; 

P, = To Von “(| - Jo + gt 3 51(X)) (e34) 
Io 29n 2S; 

Gi = Ve ? (= - Jo + 3 5:(X)) (e35) 


The S-functions are given by 


Ro XCR . Pus : 


(e36) 
a XY 3A 
r (- 2 oe - xt) 4 
2 
S3(X) = (-F* — Fo 4+ 4F + xt) 2 | 
(e37) 
+(F42F — oF - 3x84 Lt) a 
FX.) FX* == 3 1 
S3(X) ( ae a ax + xt) J 
(e38) 


1 J; 

+(- F — eee 5x) 3 y 

The equations (e33)-(e35) have the following meaning: they presup- 

pose that the load G, has been adjusted for maximum useful power in the 

presence of circuit loss Gz , and that the drift angle is also optimum. Then 

the useful power is given parametrically in terms of the circuit conductance 

by equations (e33) and (e34), while (e35) gives the required optimum load 

conductance, also in terms of the parameter X. 

The results may be expressed as a chart of useful power, plotted against 
the value of resonator loss conductance. This is done in Fig. 128. 

One may also be interested in the maximum power which could be gen- 
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Fig. 128.—Plot of efficiency vs a parameter proportional to resonator loss for several 
repeller modes. 





Fig. 129.—Maximum efficiency for several repeller modes. 
erated if the resonator were perfect. ‘This comes from setting Gr = ¢. 


calculating the resulting value of useful power. The results are compared 
with the simpler theory in Fig. 129. 
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ae 130.—Relative electronic admittance vs bunching parameter for several repeller 
modes, 
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ae 131.—Phase of electronic admittance vs bunching parameter for several repeller 
modes. 
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mE. 
THEORY 





Fig. 132.—Optimum load conductance divided by small signal electronic admittance vs 
resonator loss conductance divided by small signal electronic admittance for several re- 


peller modes. 


1.0 
0.9 
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Fig. 133.—Optimum total circuit conductance divided by small signal electronic ad- 
mittance vs resonator loss conductance divided by small signal electronic admittance for 
several repeller modes. 


Further data which may be determined include the variation of the mag- 


nitude of the electronic admittance with gap voltage, in Fig. 130; also 
its phase, in Fig. 131. The optimum load conductance is plotted as a 
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N= pee IN PER CENT 
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EFFECTIVE DRIFT ANGLE,FN,IN CYCLES PER SECOND 
Fig. 134.—Efficiency vs effective drift angle for several degrees of resonator loss. 
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function of resonator loss in Fig. 132, and the total conductance, load plus 
loss, in Fig. 133. The next Fig. 134, plots efficiency versus mode number 
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Fig. 135.—Efficiency vs a parameter proportional to resonator loss for several repeller 
modes. 


with resonator loss as a parameter, while the next Fig. 135, plots efficiency 
versus resonator loss with mode number as a parameter. 

Most of these graphs include for comparison the results of the simpler 
theory, and it can be seen that the deviations indicated by the second 
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order theory are ordinarily rather small even for the first two modes of 
operation, and are quite negligible for higher modes. 


APPENDIX VI 


GENERAL POTENTIAL VARIATION IN THE DRIFT SPACE 





Suppose that the potential of the drift space is given by V(x), where 
x = 0 at zero potential and x = fat the gap. Then the transit time from 
the gap to zero potential and back again is 


n= Vd) [ oe a 
Tmagine now that the entire drift space is raised by a very small amount 
AV. The zero potential point will now occur at 
x = —AV/V'(0) (f2! 
where 
V'(x) = dV /dx (f3) 


Hence the new transit time will be 


é dx 
to + Ar = (2//2n) i [V(x) + AVR (i) 


Now let 
z= 2+ AV/V'(0) (f5' 


Then, including first order terms only, if V(x) can be expanded in a Taylor's 
series about 0, 


_ {+4viv’(0) dz 
ro + Ar = (2/7) | VG) = 1'@/V' OY EAP 
AV 
Ty over) 
Whence 


/_ A ae e((V")/¥"0)) = 1148) 


In computing F it should be noted that by definition the gap voltage pre- 
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viously referred to as Vo is 


Vo = V4) (£8) 
In the notation as it has been modified, the transit time is 
—, f* ds 
19 = (2/~/2n) I (Via) * (f9) 


For a constant retarding field in the drift space of magnitude Ey , we can 
write 
nEo(7:/2) = 9 = V29V (£10) 


Here V is the total energy with which electrons are shot into the drift 
space. From (f10) 





2-/2nV 

_ {11 
7 aE, (f11) 
p - VaY (5) = 3 

1 = dr/dV = a Nav) =a (£12) 


In the notation used earlier this is 


, To 


4 => 2V (0) e 


Now we will compare 7’ from (f7) with 71, the rate of change of transit time 
for a linear field, taking 7; for the same resonator voltage V(¢) and the same 
transit time, given by (f1), as the nonlinear field. The factor F relating 
r’ and 7; will then be 


F = 7/7 





(f13) 


1 
= ae) irene (£14) 


fiv'(s)/V'(0) — 1] a ¢ ds . 
+ | 2[V (s)}! 0 ver! 


If an electron is shot into the drift space with more than average energy, 
its greater penetration causes it to take longer to return, but it covers any 
element of distance in less time. Consider a case in which the gradient of 
the potential is small near the zero potential (much change in penetration 
for a given change in energy) and larger near the gap. The first term in 
the brackets of (f14) will be large, and the second is in this case positive. 
This means that in this type of field the increased penetration per unit energy 
and the effect of covering a given distance in less time with increased energy 
work together to give more drift action than in a constant field. However, 
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we might have the gradient near the gap less than that at the zero potentiai. 
In that case the second term in the brackets would be negative. This means 
a diminution in drift action because the penetration changes little with 
energy while the electron travels faster over the distance it has to cover. 

To show how large this effect of weakening the field near the zero potenti! 
point may be, we will consider a specific potential variation, one which 
approximates the field in a long hollow tubular repeller. The field con- 
sidered will be that in which — 


V(z) = (e* — 1)/e (f15 
We obtain | 
_ _ (ef — 1)! 
F = (e& —1)+ fat ha DP (f16 
Now 
v'(0) = ef (f1a/ 
V'(z) = 1 (18) 
Hence | 
1 $ 
( 1 (77H -') | 
F = sa, Li} + i. ({19) 
em) tan” (0 _ 1) 
v’(0) 


This shows clearly how the effective drift angle is increased as the field at 
the zero potential point is weakened. For instance, if V’(0) = }, so that 
the field at the zero potential point is $ that at the gap, the drift effective 
ness for a given number of cycles drift is more than doubled (F = 2.27). 

There is another approach which is important in that it relates the vara- 
tions of drift time obtained by varying various voltages. Suppose the gap 
voltage with respect to the cathode is Vo and the repeller voltage with re 
spect to the cathode is —Vz. Now suppose Vo and Vx are increased bya 
factor a, so that the resonator and repeller voltages become aV» and — alr. 
The zero voltage point at which the electrons are turned back will be at the 
same position and so the electrons will travel the same distance, but at each 
point the electrons will go a * times as fast. If, instead of introducing the 
factor a, we merely consider the voltages Vz and Vg to be the variables. ¥e 
see that the transit time can be written in the form 


+ = Vo'F(Vn/Vo) (£20) 
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The function /'(b4/ bo) expresses the effect on 7 of different penetrations of 
the electron into the drift field and the factor Vo" tell us that if V, and 
Vo are changed in the same ratio, the drift time changes as one over the 
square root of either voltage. 

We can differentiate, obtaining 


87/8Vx = Vo'F'(Va/Vo) 24) 
7/8Vo = —Vo'((Ve/Vo)F’(Ve/Vo) — (1/2)F(Vn/Vo)) (£22) 


If the electron gains an energy BV in crossing the gap, the effect on r 
is the same as if Vo were increased by BV and Ve were changed by an 
amount —8V, because in an acceleration of an electron in crossing the gap 
the electron gains energy with respect to both the resonator (where the 
energy is specified by Vo for an unaccelerated electron) and with respect to 
the repeller (—V» for an unaccelerated electron). We may thus write 


d7/0(BV) = d7/OVo — Or/OVe 
= —Vo'[(1 + Va/Vo)F'(V2/Vo) + $F(Ve/Vo)) (£23) 


This expression (f23) is for the same quantity as (f7). Vo of (f23) is 
V(¢) of (£7). Expressions (21), ({22) and (£23) compare the effects on 
drift time of changing the repeller voltage alone, as in electronic tuning, the 
resonator voltage alone, and of accelerating the electrons in crossing the 
gap. As making the repeller more negative always decreases the drift 
time, we see that the two terms of (f22) subtract, and usually | 87/dV¢ | 
will be less than | 07/0Vx|. In fact, fora linear variation potential in 
the drift space and for Vo = Vg, 0r/8Vo = 0. Weak fields at the zero 
potential point make the absolute value of F’(Vz/Vo) larger and hence 
tend to make both | 07/dVxz| and | d7/a(BV) | larger. However, these 
quantities are not changed in quite the same way. 

The reader should be warned that (f14) and ({20)-(f£23) apply only for 
fields not affected by the space charge of the electron beam. For instance, 
suppose we had a gap with a flat grid and a parallel plane repeller a long 
way off at zero potential. If edge effects and thermal velocities were 
neglected, we would have a Child’s law discharge. The potential would be 
zero beyond a certain distance from the repeller, and we would have 


V(z) = Az! 


According to (f14), F should be infinite. There is no reason to expect 
infinite drift action, however, for the drift field, which is affected by the 
fluctuating electron density in the beam, is a function of time, and (f14) 
does not apply. 
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APPENDIX VII 


IpEAL Drirt FIELD 


The behavior of reflex oscillators has been analyzed on the basis of a un- 
form field in the drift space. It can be shown that this is not the dnit 
field which gives maximum efficiency. The field which does give maximum 
efficiency under certain assumptions is described in this appendix. 

Consider a reflex oscillator in which a voltage V appears across the gap. 
This voltage causes an energy change of BV cos 0, for the electron crossing 
the gap. Here 6, is the phase at which a given electron crosses the gap for 
the first time. The effect of the drift space is to cause the electron to re 
turn after an interval +, where r, 1s a function of this energy. 


Te = f(BV cos 0) (gt) 
Thus, each value of 7, will occur twice every cycle (2x variation of 6,). We 
will have 
A = wh (g2; 
6, = w(t + Te) - 
(g3) 
= 0, + 9() 
(61) = WT. (gt) 


Here é, is the time at which an electron first crosses the gap and (4, + 1. 
is the time of return tothe gap. 6, and @, are the phase angles of the voltage 
at first crossing and return. 

The net work done by an electron in the two crossings is 


W = BVel—cos 6, + cos (6; + o(4:))] (g5. 
If the beam current has a steady value Jo , the power produced will be 


P = (6VIp/2) [ [—cos 0, + cos (; + (6:))) dA,. (g0; 


The integral of cos 6; is of course zero. Further, from (g4) we see that 
o(A1) = o(—4,) 


Hence 


P = (6VIo/2n) [ [cos (—6; + (0s) + cos (1: + @(6,))] deh 
(gi: 
= (6VI)/2x) [ cos 9(6,) cos 0; dé; . 
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As cos ¢(6,) cannot be greater than unity, it is obvious that this will have its 
greatest value if the following holds 

0< & < x/2, g(0,;) = nx, cos 9({6,) = +1 (g8) 

em/2<0< 3, G6;) = (2m + 1), cos 9(6:) = —1  (g9) 


These conditions are such that for a positive value of cos g the gap voltage 
is accelerating giving a longer drift time than obtains for a negative value 
of cos ¢(6,) for which a retarding gap voltage is required. Thus, physically 
we must have 


2n > 2m+ 1 (g10) 


The simplest case is that for » = 1 and m = 0, so that in terms of the gap 
voltage 


v0< 0, (6) = F 
v> 0, g(0,) = 2x 
This sort of drift action is illustrated by the curve shown in Fig. 136. 
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Fig. 136.—Ideal variation of drift time in the repeller region with resonator gap voltage. 


The problem of finding the variation with distance which would give this 
result was referred to Dr. L. A. MacColl who gave the following solution: 

Suppose Vo is the voltage of the gap with respect to the cathode and @ is 
the potential in the drift space. Let 


Xo = V 2nVi/w (g12) 


Here w is the operating radian frequency. Let x be a measure of distance 
in the drift field. 


® = V,fi — (x/x0)*], 0< x < xX 
@ = Voll — [(x/x0)® + 1)°/4(x/x0)"}, 9% > x0 
This potential distribution is plotted in Fig. 137. 


(g13) 
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Fig. 137.—Variation of potential in the repeller region vs distance_to. give the charac- 
teristics shown in Fig. 7.1. 
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Fig. 138.—Electrodes to achieve approximately the potential variation in’ the dri 
region shown in Fig. 7.2. 
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The shapes for electrodes to realize this field may be obtained analytically 
by known means or experimentally by measurements in a water tank. The 
general appearance of such electrodes and their embodiment in a reflex 
oscillator are shown in Fig. 138. Here C is the thermionic cathode forming 
part of an electron gun which shoots an electron beam through the apertures 
or gap ina resonator R. The beam is then reflected in the drift field formed 
by the resonator wall, zero potential electrode I and negative electrode I], 
which give substantially the axial potential distribution shown in Fig. 137. 
Small apertures in the resonator wall and in electrode I allow passage of the 
electron beam without seriously distorting the drift field. Voltage sources 
V, and V2 maintain the electrodes at proper potentials. Either suitable 
convergence of the electron beam passing through the resonator from the 
gun or axial magnetic focusing will assure return of reflected electrons 
through the resonator aperture. In addition, the aperture in electrode I 
forms a converging lens which tends to offset the diverging action of the 
helds existing between the resonator wall and I, and between I and II. 
R-f power is derived from resonator R by a coupling loop and line L. 


APPENDIX VIII 


ELECTRONIC GAP LOADING 


If a measurement is made of gap admittance in the presence and in the 
absence of the electron beam passing across it once, it will be found that the 
electron stream gives rise to an admittance component Y. The susceptance 
is unimportant, but the conductance G can have a noticeable effect on the 
efficiency of an oscillator. 

Petrie, Strachey and Wallis have provided an important expression for 
this gap conductance due to longitudinal fields when the r-f voltage is small 
compared with the beam voltage Vo.” In this analysis it is presumed that 
the fields in the beam are due to the voltages on the electrodes only and not 
to the space change in the beam.” This analysis is of such importance that 
it is of interest to reproduce it in a slightly modified form. We will first 
consider the general cases of interaction with longitudinal fields and will 
then consider transverse fields also 


A. Longitudinal Freld 


Assume a stream of electrons flowing in the positive x direction, constitut- 
ing a current — J», bunched to have an a-c convection current component 


% These expressions were communicated to the writers through unpublished but widely 
circulated material by D. P. R. Petrie, C. Strachey and P. J. Wallis of Standard Tele- 
phones and Cables Valve Laboratory. 

%* The expressions are valid in the presence of space charge, but as the field is not known, 
they cannot be evaluated. 
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1,. Now if 4 is the time a particle passes x, and f the time the particle 
passes x2, the convection current at 2 will be 


a= (—hta Eth. (at) 


This merely states that the charge which passes x in the time interval df, 
will pass x2 in the time interval df, . Suppose the electrons are accelerated 
at x, by a voltage 


Ve 


If Vo is the voltage specifying the average speed of the electrons, the veloc- 
ity will be 


v = (2nVo)*(1 + (V/Vo)e™)! (h2) 
We then have 
h=h+r(l+ (V/Vo)ei@)+ 


3 

r = 2(29Vo)* 
dy. jur(V/Vae™ | 

a, | ~ + (W/V) wn 


Now assume (V/V,.) «<1. If we neglect higher powers than the first 
we can replace #, by 


by = bs — FT 
and obtain 
dt; jrvea™ 
a 1+ a1 (bS) 
and from (h1), neglecting products of two a-c quantities 
ig = i, — Otte pefets— (h6) 


2Vo 


Suppose we consider an electron stream travelling through a longitudinal 
field of potential fluctuating as e’ and of magnitude V(x), where V(z) 
may be complex. Then the current at x, due to the action of the field at 
x, is, omitting for convenience the factor et 


jae aay 
dig =e ¥y (x2 af x, )e 3731) dx, (h7) 
yY = w/to (h8) 
uo = (2nVo)’. (b9) 
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Hence, the convection current at x2 1s 
= SP [vee - mye dy. (hi0) 
The power flow from the electron stream to the circuit is 


P= Viw)it de (h11) 


. 0 pzg 
ai i [ [ V'(x2)V'*(a1)y (a2 — me™**? dx, daz. (h12) 
0 +e Jc 


We have in (h12) an expression, based on the physics of the picture, for 
power flow from the electron stream to the circuit. This expression is a 
product of the electron convection current, due to bunching, and the electric 
field, and the product is integrated from x = — © to x = +, which is 
merely a way of including all the a-c fields present. We could as well have 
integrated between two points @ and 5b between which all a-c fields lie. 

We will now go through some strictly mathematical manipulations of 
(h12), designed to transform it to a more handy form. In the following 
steps we may regard x, and x2 as merely two different variables of integra- 
tion, disregarding completely their physical significance. 

Suppose in the x, x2 plane, x; is measured + to the right and x , + up- 
wards. Then the plane is divided into two portions by the line 4, = x, 
and we are integrating over the upper left portion. If we reverse the order 
of integration we obtain 


P= ie [ | V" (209) V"* (ay) (a — ye) dag dx. (h13) 
wo 42) 


Let us (a) interchange the variables of integration x2. and x, and (b) take 
the conjugate of P. We obtain 


pt w Ifo [ | V' (xg) V'* (201) (x2 — x1)e?™*-*) dx, dg. (h14) 
~ 4AVg OO “Z9 
The real part of P is $ (P + P*); hence 
jlo / Ik jy(zg—2)) 
Real = aA of [ V' (x2)V'* (x1) y (x2 — xi)e dx, dx,. (h15) 


Let us consider the quantity 


= [ V'(x)e"* dx (h16) 
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|A |? = AA* = ([ V' (x2)e?7** in)( [ V'* (x, e727 az,) 
— (h17) 
= [ [ V' (xq) V"* (ay e772 dx, dX 


a|A | 
Oy 





~ ; [. [ veavcedrtes — me dey dan. (a8) 


Hence, we see 


a|A|’ 
Oy 





— Lo 
Real = SV, y (h19) 


B. Transverse Field 


Suppose we consider the additional power transfer because of deflections. 
There will be two sources of energy transfer. First, imagine a fluctuating 
4 component of velocity, 7. Let %» be the x component of velocity and —1, 
the convection current to the right. In a distance dx this will flow against 
the potential gradient in the y direction a distance 


dy = (3/uo)dx (h20) 
and the power flowing to the field from the beam will be 
_ _hoev ,, 
dP = 3 ay (j*/uo) dx. (h21) 


This is not the total power transfer, however. The beam will also suffer 
a displacement y in the y direction. Now the x component of field varies 
with displacement; hence the beam will encounter a varying field. We 
can write the instantaneous power transferred from the beam to the field. 
Let (V); be the instantaneous value of V and (y); be the instantaneous 
value of y. The instantaneous power will be 


2 
dp = — Ip (32 ian %) dx. (h22) 


Let us compare this with the instantaneous power transferred from the 
beam to the field by a fluctuating convection current (2), 


dp = WG, (123) 


We see that according to our convention that 


P=Vvir (h24) 
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we may write, from (h22) 


I, 8V 
dP = —— —— y* dx. 
P 3 On ay? x (h25) 
The y gradient of the potential at x, produces a velocity at x2 
z3 . 
a 2[ v) —jy(rq—#1) d 26 
Ye te bee ( ay Aa %). (h ) 
It produces a displacement at x 
— a =]. (2 2 (x2 as x1)e —i7(z3—2)) dx, . (h27) 
Writing the total power as 
P= P,+ Py. (h28) 


We have the two contributions from (h22) and (h23) using (h9) 


= —Io " [* (av ov \* fy (zg—21) 
mA LL (SM) er" ante 02 
and 


= ELL (F5).(G), 0 ade, 


Again, we will turn to mathematical manipulation disregarding the 
physical significance of the variables. If we change the order of integra- 
tion, (h30) becomes 


Integrating with respect to x, by parts we obtain 


I “fav OV (23-2) 
Pp = — -#(f (2), (7)" (x. — x72 =) dy, ‘ 
LE) =a ant 
[7 (%), (2) 20 ann) 


, ov \*. , 
The first term is zero because (=) is zero at x} = — © and (x2 — 2%) is 
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zero at %, = x,. Changing the order of integration, we obtain 


v7 LL) Beer ae 
(h33) 


+e 0 ny dn day, 


From (h29) and (h30) we see that the total power is 


p aj i iV, tf _ (2 r) (=) y (xe — x72” dx, dx..  (h34) 


By the same means resorted to in connection with (h12) we find 





_ Ip  8| Bi’ : 
Real = 8V," oy (h35) 
“av ; 
B = . ore de. (36) 
wo OY 
We can goa Step further. We have 
A= [ ov ei dx. (bh37) 
vo. OX | 
Now 
aA - aV 
— = —— ¢* dx. 38 
oy Lo OXOY (h38) 
Integrating by parts 
dA aV yz 7 , [ ov ef 
eee — — dx. 39 
By ra a a er x (h39) 
The first ferm is zero, and we see that 
| BI? = (| aA/day |’/7’) (nO) 
2 
8Vo Oy 


C. Electronic Gap Loading 


In (h19) and (h41) we have expressed the power flow from the electron 
stream to the circuit in rather general terms. What we want immediately 
is the quantity (conductance) giving the power flow from the circuit to the 
stream for a single gap. Assume we have a single gap with unit peak r-f 
voltage across it. The power absorbed by the electron stream can be 
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attributed to a shunt conductance such that 
= GV’/2 = G/2 
: (h42) 
G = 2P R. 


Also, in this case | A | is simply 8, the modulation coefficient. Hence, the 
conductance due to action of the longitudinal fields is, from (h18), simply 





_ —Ioy 0p’ 
| a= TS. (43) 
And, due to the action of transverse fields there is another conductance, 
from (h41) 
__lwa fi 2) 
= — ay, By (5 (F — 
G=G,4+G. (h45) 


These are surprisingly simple and very useful relations. 
It is interesting to take an example which will indicate both effects. 
We have from (b24) for tubes of radius ro with a narrow gap between them 


Bs = Bell — Tilyro)/Io(yr0)]. (h46) 
Accordingly, the part of the conductance due to the longitudinal field is 
Gr = F (yro)I0/4V 0 (h47) 


Fi (yr) = —vaBs/dy 


- ~2[(5) ~~ (es) ~ ae) 


Similarly, the part of the conductance due to the transverse field is 











7=F r(yro)l o/ 4Vo (h49) 
0o1fr"/io ; 
Friyro) = —-¥ ay 3 | (" ar pr) 2r dr. (hS0) 
From (b16) we obtain 
Br = Io(yr)/Io(yro) (h51) 
1 26, ares sy 
7 or = I,(yr) /To(yro) yi : ( or er) 2r dar 


(h52) 








_ ee _ | 
Io(yro) — To(yro) 1 
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And from this we obtain 


ae = 211 (yo) 
Ron) = —2 E rol (770) 


—) - (pers = (fires) 
seis (; o( Yo) To(-yr0) : Iy(yro 
The total conductance is 


G = G; -+- Ge = (F 1(yro) + Fr(yro)) Io/4Vo. (h54) 


In Fig. 139, (GiVo/Io), (GeVo/Io) and (GVo/Io) are plotted vs yre- 
It may be seen that while the conductance due to transverse fields may be 
negative, the total conductance is always positive. 


(b53) 


0.12 





GAP LOADING FACTORS 











25 30 35 49 45 50 


20 60 7? 
RADIUS OF TUBES, Yo, IN RADIANS 


Fig. 139.—Gap loading factor vs radius of tubes forming gap measured in radians 
The tubes are supposed to be filled with uniform electron flow. The curve involving 
G, is that for longitudinal effects, that involving Gz is for transverse effects, and that 
involving G is for both combined. . 


This example tends to exaggerate the effects of transverse fields because 
the beam is assumed to fill the whole tube. In an actual case the beam 
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would probably not fill the whole tube, and the effect of transverse fields 
would be less. 

Perhaps a more useful expression is one involving longitudinal fields 
only; that for infinitely fine parallel grids. In this case, if the separation 
is ¢ 

B° = sin’ (yt/2)/(yt/2)" (hSS) 
and, from (h43) 


Ip sin (y£/2) | (y¢/2) f | 
ee ee 2) |. 96 
IV» rt) Lea) 08 140) a 
In Fig. 140, (GVo/Jo) is plotted vs (y¢/2). The negative conductance 
region beyond y¢ = 2z, familiar through Llewellyn’s work with diode 
oscillators, is of less interest in connection with reflex oscillators. 


Q24 












is" NCCE 
CCE EEE 
PCCP VEC NE 
COREE 
SCOPE EEE kT 


0 O5 10 15 20 25 3.0 40 45 50 55 60 65 7.0 
GRID SEPARATION, Y1, IN RADIANS 


Fig. 140.—Gap loading factor for fine parallel grids vs grid separation in radians. 


It is of some interest to compare the electronic gap loading with the small 
signal electronic conductance due to drift action. Assume, for instance, 
we have fine parallel plane grids for which yf = x. From (h2) we get 


(GV o/Io) = 


As the current crosses the gap twice we should count the current involved 
as twice the d-c beam current J; 


G = 404 Ip/Vo. 
From (2.1) 
B = .633 
p* = .400 
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If we assume 3.75 cycles of drift, then from (2.4) the magnitude of the small 
signal electronic admittance is 


Ye = B'Iy0/2Vo (bS7) 
= 4.71 Io/Vo . 


Thus, in this example, the gap loading is about 1/10 of the small signal elec- 
tronic admittance. 
D. Bunching in the Gap 


An unbunched stream will become bunched due to a single transit across 
an excited gap. Expression (h10) gives us a means for calculating the ex- 
tent of this bunching. As an example, we will consider the case of fine 
parallel grids separated by a distance ¢. Then the gradient is given by 


V'(41) = V/e (h58) 


from x, = 0 to x; = x, = ¢, and by zero elsewhere. Thus 





is = ee mr — 2) 74) dy, 
ia/V = (Io/V0)(1/2)11 — G/v)(1 — &*)e4 (b59) 
It should be noted that for large values of y¢ 
fo/V = (1/2)(Lo/Voe?™. (h60) 


For our previous example, if yf = z, 
is/V = 592 (Io/Vo)e >. (h61) 


If the current is referred to the center of the gap instead of the second 
grid, we obtain a current + such that 
. i/V = 592 (Io/Voje™. (h62" 
Now, the electrons constituting current 7 will drift 3.75 cycles and will 
return across the gap in the opposite direction. To get the induced circuit 
current J we take this into account and multiply by 6 


I/V = —B(i/V)ere™ 
= —375(Io/Vo)e. 


This is very nearly of the same size as the electronic gap loading. 

The general conclusion seems to be that for typical conditions encoun- 
tered in reflex oscillators, gap loading and bunching in the gap are small 
and probably less important than various errors in the theory. 


(h63) 
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APPENDIX IX 


LOSSES IN GRIDS 


Although the general problem of resonator loss calculation is not treated 
in this paper, grids seem peculiar to vacuum tubes and losses in grids will 
be discussed briefly. 

Assume that we have a pair of grids of some mesh or network material, 
parallel, circular, and of a diameter compared with the wavelength small 
enough so that variation of voltage over the grids may be neglected. The 
capacitance inside of a radius r is 


C = exr’/d 
e = 8.85 < 107” farads/cm. 


Here d is the separation between the grids. For unit r.m.s. voltage across 
the grids, the power dissipated in the part of both grids lying in the range 
dr atr is 


(il) 


dP 


2(wC)*(R dr/2rr) 


(i2) 
wreaRr® dr/d’. 


Here R is the surface resistivity. The total power is equal to V’G, where G 
is the conductance measured at the edge of the grids, and is 


22 D/2 
R 
G =p =eett [ | 
72 : Y ar 


we «RD*/64 a’. 





(13) 


It is interesting to express w in terms of A, the wavelength, c the velocity of 
light, and then to put in numerical values 
G = (1/16)r'’e’RD‘*/x a” (i4) 
G = 1.39 X 10 °RD‘*/n’ a’. (iS) 
Now for the copper, the surface resistivity 1s 
R. = .045/Vr (i6) 


where \ is measured incm. Suppose the grid material is non-magnetic and 
has WN times the low frequency resistivity of copper. Then for it, the sur- 
face resistivity will be N’ times that given by (i6). Suppose that the diam- 
eter of the grid wires is 2r and the distance center to center isa. If current 
flowed on one half of the wire surface only, the surface resistivity parallel 
to the wires would be 


R = N'R,(a/xr). (i7) 
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If we use this as the surface resistivity in (i5) we obtain 


G = 1.99 x 10” (2) /N/d/D*d* a’. (18) 


It is a somewhat remarkable fact that if we work out the loss for a par 
of grids with surface resistivity R in one direction and infinite resistivity 
in the other direction (parallel wire grids) we get just twice the conductance 
given by (i5). Thus, it appears to be roughly true that if we have a given 
parallel wire grid, adding wires between the original wires and adding wires 
perpendicular to the original wires should have about the same effect in 
reducing circuit loss. 


APPENDIX X 


STARTING OF PULSED REFLEX OSCILLATOR 


If a reflex oscillator is turned on gradually, the voltage from which the 
oscillations build up is certainly that due to shot noise in the electron stream. 
However, if the current is turned on as a pulse of short time of rise, it might 
be that the microwave voltage produced by the high frequency components 
of the pulse would be larger than the voltage produced by shot noise, and 
hence that oscillations would build up from the transient produced by the 
pulse and not from shot noise. This would be important because presun- 
ably the voltages produced by the pulse are always the same and related in 
the same manner to the time of application of the pulse; thus, in buildup 
from the transient of the pulse there would be no jitter. 

In an effort to decide from which voltage the oscillations build up, we 
will consider Johnson noise and shot noise voltages. 

Associated with a mode of oscillation of the resonator there is a mean 
stored energy kT. If ZL and C are the effective inductance and capacitance 
of the mode and 7? and V? are the mean square current and voltage 


kT = PL/2 + V'C/2. (jl 


On the average, half of the energy is in the capacitance and half in the in 
ductance; thus 


TE 


y? 


kT/C 
k Two/ M. 


Here M is the characteristic admittance of the mode and w is the resonant 
radian frequency. 

As an equivalent circuit for the mode we may use conductance G in shunt 
with an inductance LZ and a capacitance C. The impressed Johnson noise 
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current for a bandwidth B is 
[i = 4kTGB. (j3) 


Suppose the current crossing the gap is I, (a current J» with two transits). 
If the current has full shot noise (no space charge reduction of noise) the 
impressed shot noise current per unit bandwidth will be 


I? = 2¢(21»)B 
= del B. 


Thus, we see that the shot noise voltage will be the Johnson noise voltage 
times the factor 


(34) 


p= £4 
"  RkTG (js) 
_ 11,600 Jo 
—7-& 
The conductance G is given by 
G= M/Q. 


Let us take reasonable values, 


293° K (20° C) 


T = 
Io = .2 amperes 
M = .06 mhos 


Q = 400 (loaded Q). 


The values of M and Q are about right for the 2K23 pulsed reflex oscillator. 
We obtain 
T_53 x 10° (j6) 
7s 
Thus, shot noise is very much more important than Johnson noise. 
From (j2) and (j5) we see that the shot noise voltage squared may be 
expressed as 
2 Cwol 
A= Se. (j7) 
In pulsing a reflex oscillator, the voltage and current will be raised simul- 
taneously; however for the sake of simplicity in calculation, we will assume 
that the voltage is constant and the injected current is zero at ¢ = 0, rises 
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linearly with time to a value J) at a time Af, and remains constant thereafter. 
There will be a return current across the gap, the negative of the injected 
current and delayed by the drift time 7 with respect to the injected current. 

In calculating the response to this applied current, loaded Q will be as 
sumed to be infinite; actually, the shunt resistance will be positive when 
the current is small and negative when the current becomes large enough 
so that the electronic conductance is larger in magnitude than the circut 
conductance. The assumption of zero conductance should, however, give 
us an idea of the transient which would be effective in starting the oscillator. 

If a charge dg is put onto a capacitance C = M/wo forming part of a 
resonant circuit of frequency wo , the subsequent voltage across the circult 
will be 


dV = we dq. (i8) 


We see that for times late enough so that the injected and returned current 
are both constant, the voltage due to our assumed current will be 





(9) 
_ re bo ame i eiz't—to) dh — i givit—to) it) 
T At , : ; r+At 
Integrating, we find 
Io —jwor —jugAt : 
ios 1 <2, 300 Jag aes . 10) 
V (ait) (l—e "je 1) q 


If we have n + 3/4 cycle drift, 


—jaor 


ev = -j. (ji) 
—1)is—2. For this value we would obtain 
2 


2 “473 
= __— , 12: 
|v | MAP wt se 


The extreme value of (7 70*** 


From this and (j7) we obtain 
Vi _ eQAl wo (j13) 
| Vf ) - 


Taking the values 
e = 1.59 X 10°” coulombs 


I) = .2 amperes 
QO = 400 (loaded Q) 
At = .2 X 107° seconds 


wo = 25 & 10° radians/second. 
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We obtain 

| ci ee 
The indications are that oscillations will built up from shot noise rather 
than from the high frequency transients induced by the pulse. 

The preceding analysis assumes that the full shot noise voltage will 
appear across the resonator soon enough to override the pulse. The shot 
noise voltage will reach full amplitude in a time after application of the 
current of the order of Q/fo = 2xQ/wo. For the values given above 


2rQ/wo = .05 X 10° 


as this is a considerably smaller time than the .2 microseconds allotted for 
the buildup of the pulse, the assumption of full shot noise voltage is pre- 
sumably faitly accurate. 


APPENDIX XI 


THERMAL TUNING 


Two extreme conditions may exist 
(1) Cooling is by radiation alone 
(2) Cooling is by conduction alone. 


(1) Radiation Cooling 


The rate of change of temperature on heating will be given by 


dT 
te = (Ps — KT". (k1) 


Where 


T is the absolute temperature of the expanding element. 
C is the heat capacity of the element. 

K is the radiation loss in watts/(degree Kelvin)’. 

P,; is the power input to the tuner in watts. 


It is assumed that the temperature of the surroundings is constant and the 
power radiated to the expanding element is included in P;. Let 
P; = KT; and hy see (k2) 
T, is then a reduced temperature since 7, is the temperature which the 
expanding coment would reach at equilibrium for a given power input, i.e 
T a 
e 


x T, is then always less than 1. 
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Upon substitution of (#2) in (k1) 


qT, K 2 
aC T.(1 T?] (k3) 


which may be integrated to 
C —] —])] ‘ 
KT [tan 7, + tanh” 7,] = t + by (k!' 


where fp is a constant of integration. Let 


F\(T,) = [tan “7, + tanh’T,]. (k3 


This function 1s plotted in Fig. 79. In order to determine the cycling time 
for heating 7, assume 


At t=0, Tr=T re 6. T= T/T. 
{= Thy i; = T +h Ter = T/T 


where 


T,, is the value of the temperature 7, corresponding to the maximum 
‘power input P,, . 

T, 1s the temperature corresponding to one band limit. 

T, is the temperature corresponding to the other band limit. 

T,>T,. 


The cycling time for heating 7, 1s then 


C 
T = orp [tan™’ 7,, — tan” T,, + tanh’ T,, — tanh’ T,,]  (k6' 


c 
= 2KT’. (Fi (Ts) — F,(T;e)] (ki) 


which gives the time required for the expanding element to rise in tempera 
ture from 7,, to Tyas, i.e. from T, to 7). 

If we reduce the power input and wish to determine the cooling time the 
analysis is similar. If the power input from electron bombardment 
reduced to zero there will still be power input to the tuner. The residual 
power which is kept to the minimum possible level comes from such sources 
as heat radiated from the cathode and general heating of the envelope bv 
the oscillator section. 

Let Po be the value of the reduced power input. 


Google 


REFLEX OSCILLATORS 707 


Then —_ < =x (KT — Py) (k8) 
or a = -* T(T: — 1). (k9) 
Here —— x and Py) = KT% (k10) 


where Po is the power from other sources than direct bombardment. In 
this case J, is always greater than 1. 
Integration yields 


7 [tan * 7, + ctnh’ TJ) =t th. (k11) 


Let F(T.) = [tan 7, + ctnh™'T,]. (k12) 


This function is plotted in Fig. 80. To determine the cycling time for 
cooling assume 


At time i= 0, T, — Tr 1.€. Tor = T/T. 
(25, “Fee TS T., = T./To . 
C 
Then tc = OKT: [Fs(Tse) — Fe(T.a)] (k13) 


giving the time for the contracting element to cool from temperature 7. 
to 7,.; 1.e. from 7, to T,. 
(2) Conduction Cooling 
The rate of change of temperature on heating will be given by 


aT 


1 
a 7G Pe AP) (k14) 


where 


T is the temperature difference between the tuning strut and the 
heat sink. 

C is the heat capacity of the strut. 

k is the conduction loss in watts/°C. 

P;is the power into the tuner. 


The solution of (k14) is then, 


P, _ Ps _ —(k/C)t 
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where 7 is the temperature difference at ¢ = 0. 


If 
the temperature difference from the sink is Ty) = JT, at the cooler 
limit of the band. 
T; is the temperature difference from the sink at the hotter limit of the 
band. 
Pm is the maximum permitted input, then the cycling time for heating 
C Pu — kT, 
tam log. po aT ate 
On cooling 
aT k 
from which 
Tie Teo (k18) 
_C Th 
To = 3 log. T, ‘ (k19) 
ACKNOWLEDGMENTS 


A large number of people have contributed to the work described in this 
paper. The program was carried on under the general direction of J. R. 
Wilson whose support and advice are gratefully acknowledged. J. 0. 
McNally gave more specific direction to these efforts and is responsible for 
many of the design features. We are greatly indebted to him for his close 
support and encouragement. 

Members of the Bell Laboratories technical staff concerned with various 
portions of the developments were E. M. Boone, K. Cadmus, R. Hanson, 
C. A. Hedberg, P. Kusch, C. G. Matland, H. E. Mendenhall, R. M. Ryder 
and R.C. Winans. R.S. Gormley of the Western Electric Company made 
considerable contributions to the work on the 2K25. 

The mechanical design, construction and specifications for manufacture 
were carried out by a group of engineers under the direction of V. L. Ronci. 
This group included D. P. Barry, F. H. Best, S. O. Ekstrand, G. B. Gucker. 
C. Maggs, W. D. Stratton, R. L. Vance and E. J. Walsh. L. A. Wooten 
and his associates cooperated in numerous chemical problems throughout 
this work. 

The authors wish to make particular acknowledgement of the work of 
two technical assistants, Miss Z. Marblestone and F. P. Dreschler, whose 


Google 


REFLEX OSCILLATORS 709 


diligent and painstaking efforts were a direct contribution to the successful 
completion of most of the designs described herein. 

The NDRC Radiation Laboratories at the Massachusetts Institute of 
Technology extended very close cooperation both on problems of design and 
applications of the tubes. A. G. Hill and J. B. H. Kuper were particularly 
helpful with technical advice and support. H. V. Neher was responsible 
for the initial design of the 2K50 and assisted on its final development at 
the Bell Laboratories. G. Hobart assisted on the 2KS0 at M.I.T. and also 
on the final development as a resident at Bell Laboratories. 

Professor R. D. Mindlin on leave from Columbia University served as a 
consultant on vibration and stress analysis problems particularly on the 
design of diaphragms and mechanical and thermal tuning mechanisms. 

In the preparation of the manuscript the authors are particularly in- 
debted to R. M. Ryder for his extension of the simple bunching theory 
which is included as a part of this paper. L. A. MacColl provided the 
solution for several mathematical problems. 


Google 


Development of Silicon Crystal Rectifiers for 
Microwave Radar Receivers 


By J. H. SCAFF and R. S. OHL 
INTRODUCTION 


THOSE not familiar with the design of microwave radars the exten- 
sive war use of recently developed crystal rectifiers! in radar receiver 
frequency converters may be surprising. In the renaissance of this once 
familiar component of early radio receiving sets there have been develop- 
ments in materials, processes, and structural design leading to vastly 
improved converters through greater sensitivity, stability, and ruggedness 
of the rectifier unit. As a result of these developments a series of crystal 
rectifiers was engineered for production in large quantities to the exacting 
electrical specifications demanded by advanced microwave techniques and 
to the mechanical requirements demanded of combat equipment. 

The work on crystal rectifiers at Bell Telephone Laboratories during 
the war was a part of an extensive cooperative research and development 
program on microwave weapons. The Office of Scientific Research and 
Development, through the Radiation Laboratory at the Massachusetts 
Institute of Technology, served as the coordinating agency for work con- 
ducted at various university, government, and industrial laboratories in 
this country and as a liaison agency with British and other Allied organiza- 
tions. However, prior to the inception of this cooperative program, basic 
studies on the use of crystal rectifiers had been conducted in Bell Telephone 
Laboratories. The series of crystal rectifiers now available may thus be 
considered to be the outgrowth of work conducted in three distinct periods. 
First, in the interval from 1934 to the end of 1940, devices incorporating 
point contact rectifiers came into general use in the researches in ultra- 
high-frequency and microwave communications techniques then under 
way at the Holmdel Radio Laboratories of Bell Telephone Laboratories. 


1 A crystal rectifier is an assymmetrical, non-linear circuit element in which the seat of 
rectification is immediately underneath a point contact applied to the surface of a semi- 
conductor. This element is frequently called ‘point contact rectifier” and “crystal de 
tector’ also. In this paper these terms are conmdered to be synonymous. 


710 


Google 


SILICON CRYSTAL RECTIFIERS 11 


At that time the improvement in sensitivity of microwave receivers employ- 
ing crystal rectifiers in the frequency converters was clearly recognized, as 
were the advantages of rectifiers using silicon rather than certain well 
known minerals as the semi-conductor. In the second period, from 1941 
to 1942, the advent of important war uses for microwave devices stimulated 
increased activity in both research and development. During these years 
the pattern for the interchange of technical information on microwave 
devices through government sponsored channels was established and was 
continued through the entire period of the war. With the extensive inter- 
change of information, considerable international standardization was 
achieved. In view of the urgent equipment needs of the Armed Services 
emphasis was placed on an early standardization of designs for production. 
This resulted in the first of the modern series of rectifiers, namely, the 
ceramic cartridge design later coded through the Radio Manufacturers 
Association as type 1N21. In the third period, from 1942 to the present 
time, process and design advances accruing from intensive research and 
development made possible the coding and manufacture of an extensive 
series of rectifiers all markedly superior to the original 1N21 unit. 

It is the purpose of this paper to review the work done in Bell Telephone 
Laboratories on silicon point contact rectifiers during the three periods 
mentioned above, and to discuss briefly typical properties of the rectifiers, 
several of the more important applications and the production history. 


CRYSTAL RECTIFIERS IN THE EARLY MICROWAVE RESEARCH 


The technical need for the modern crystal rectifier arose in research on 
ultra-high frequency communications techniques. Here as the frontier 
of the technically useful portion of the radio spectrum was steadily advanced 
into the microwave region, certain limitations in conventional vacuum 
tube detectors assumed increasing importance. Fundamentally, these 
limitations resulted from the large interelectrode capacitance and the 
finite time of transit of electrons between cathode and anode within the 
tubes. At the microwave frequencies (3000 megacycles and higher), they 
became of first importance. As transit time effects are virtually absent 
in point contact rectifiers, and since the capacitance is minute, it was logical 
that the utility of these devices should again be explored for laboratory use. 

The design of the point contact rectifiers used in these researches was 
dictated largely, of course, by the needs of the laboratory. Frequently 
the rectifier housing formed an integral part of the electrical circuit design 
while other structures took the form of a replaceable resistor-like cartridge. 
A variety of structures, including the modern types, arranged in chrono- 
logical sequence, are shown in the photograph, Fig. 1. In general, the 
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insert tended to give better performance as microwave converters while 
the p-type, or positive insert, because of greater sensitivity at low voltages, 
proved to be more useful in test equipment such as resonance indicators in 
frequency meters. In certain instances also, it was advantageous for the 
designer to be able to choose the polarity best suited to his circuit design. 
In contrast, however, to the striking uniformity obtained with the silicon 
processed in the laboratory, the pyrite inserts were very non-uniform. 
Active rectification spots on these natural mineral specimens could be 
found only by tediously searching the surface of the specimen. More- 
over, rectifiers employing the pyrite inserts showed a greater variation in 
properties with frequency than those in which silicon was used. 

In addition to providing a satisfactory semi-conductor, it was necessary 
also to develop suitable materials for use as point contacts. For this use 
metals were required which had satisfactory rectification characteristics 
with respect to silicon or pyrites and sufficient hardness so that excessive 
contact areas were not obtained at the contact pressures employed in the 
rectifier assembly. The metals finally chosen were a platinum-iridium 
alloy and tungsten, which in some cases was coated with a gold alloy. 
These were employed in the form of a fine wire spot welded to a suitable 
spring member. The spring members themselves were usually of a wedge 
shaped cantilever design and were made from coin silver to facilitate elec- 
trical connection to the spring. Several contact springs of two typical 
designs are shown in the photograph, Figs. 2b and 2c. 

A typical mounting block arranged for use with the inserts and points 
is shown in Fig. 1 (1940) and in Fig. 3. This block was so constructed that 
it could be inserted in a 70 ohm coaxial line without introducing serious 
discontinuities in the line. The contact point of the rectifier was assembled 
in the block to be electrically connected to the central conductor of the 
coaxial radio frequency input fitting, ghile the crystal insert screwed into 
a tapered brass pin electrically connected to the central conductor of the 
coaxial intermediate frequency and d-c output fitting. The tapered pin 
fitted tightly into a tapered hole in a supporting brass cylinder, but was 
insulated from the cylinder by a few turns of polystyrene tape several 
thousandths of an inch thick. This central pin was thus one terminal of a 
coaxial high-frequency by-pass condenser. The capacitance of this con- 
denser depended upon the general nature of the circuits in which the block 
was to be used, and was generally about 15 mmfs. The arrangement of 
the point, the crystal insert and their respective supporting members was 
such that the point contact could be made to engage the surface of the 
silicon at any spot and at the contact pressure desired and thereafter be 
clamped firmly in a fixed position by set screws. Typical direct current 
characteristics of the positive and negative silicon inserts and of pynte 
inserts assembled and adjusted in this mounting block are shown in Fig. 4. 
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Fig. 3—Schematic diagram of one of the early crystal converter blocks. 


The inserts and points in appropriate mounting blocks were widely used 
in centimeter wave investigations prior to 1940.2. The principal laboratory 
uses were in frequency converter circuits in receivers, and as radio fre- 


2G. C. Southworth and A. P. King, “Metal Horns as Directive Receivers of Ultra- 
Short Waves,” Proc. I. R. E. v. 27, pp. 95-102, 1939; Carl R. Englund, “Dielectric Con. 
stants and Power Factors at Centimeter Wave Lengths,” Bell Sys. Tech. Jour., v. 23, pp. 
114-129, 1944; Brainerd, Koehler, Reich, and Woodruff, ‘Ultra High Frequency Tech. 
niques,” D. Van Nostrand Co., Inc., 250-4th Avenue, New York, 1942. 
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quency instrument rectifiers. They were also used to a relatively minor 
extent in some of the early radar test equipment. Moreover, the avail- 
ability of these devices and the knowledge of their properties as microwave 
converters tended to focus attention on the potentialities of radar designs 
employing crystal rectifiers in the receiver’s frequency converter. Similarly, 
the techniques established for preparation of the inserts tended to orient 
subsequent manufacturing process developments. For example, the 
methods now generally used for preparing silicon ingots, for cutting the 
rectifying element from the ingot with diamond saws, and for forming the 
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Fig. 4—Direct-current characteristics of silicon and iron pyrite rectifiers 
fabricated as inserts, 1939. 


back contact to the rectifying element by electroplating procedures, are 
still essentially similar to the techniques used for preparing the inserts in 
1939. As a contribution to the defense research effort, this basic informa- 
tion, with various samples and experimental assemblies, was made available 
to governmental agencies for dissemination to authorized domestic and 
foreign research establishments. 


DEVELOPMENT OF THE CERAMIC TYPE CARTRIDGE STRUCTURE 


The block rectifier structure previously described was well adapted to 
various laboratory needs because of its flexibility, but for large scale utiliza- 
tion certain limitations are evident. Not only was it necessary that the 
parts be accurately machined, but also the adjustment of the rectifier in 
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the block structure required considerable skill. With recognition of the 
military importance of silicon crystal rectifiers, effort was intensified in 
the development of standardized structures suitable for commercial pro- 
duction. 

In the 1940-1941 period, contributions to the design of silicon crystal 
rectifiers were made by British workers as a part of their development of 
new military implements. For these projected military uses, the problem 
of replacement and interchangeability assumed added importance. The 
design trend was, therefore, towards the development of a cartridge type 
structure with the electrical adjustment fixed during manufacture, so that 
the unit could be replaced easily in the same manner as vacuum tubes. 

In the latter part of 1941 preliminary information was received in this 
country through Natfonal Defense Research Committee channels on a 
rectifier design originating in the laboratories of the British Thomson- 
Houston Co., Ltd. A parallel development of a similar device was begun 
in various American laboratories, including the Radiation Laboratory at 
the Massachusetts Institute of Technology, and Bell Telephone Labora- 
tories. In the work at Bell Laboratories, emphasis was placed both on 
development of a structure similar to the British design and on explora- 
tion and test of various new structures which retained the features of 
socket interchangeability but which were improved mechanically and 
electrically. 

In the work on the ceramic cartridge, the external features of the British 
design were retained for reasons of mechanical standardization but a number 
of changes in process and design were made both to improve performance 
and to simplify manufacture. To mention a few, the position of the silicon 
wafer and the contact point were interchanged because measurements 
indicated that an improvement in performance could thereby be obtained. 
To obviate the necessity for searching for active spots on the surface of 
the silicon and to improve performance, fused high purity silicon was 
substituted for the “commercial” silicon then employed by the British. 
The rectifying element was cut from the ingots by diamond saws, and 
carefully polished and etched to develop optimum rectification character- 
istics. Similar improvements were made in the preparation of the point 
or “cats whisker’’, replacing hand operations by machine techniques. To 
protect the unit from mechanical shock and the ingress of moisture, a special 
impregnating compound was developed which was completely satisfactory 
even under conditions of rapid changes in temperature from — 40° to +70°C. 
All such improvements were directed towards improving quality and 
establishing techniques for mass production. 

In this early work time was at a premium because of the need for prompt 
standardization of the design in order that radar system designs might in 
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turn be standardized, and that manufacturing facilities might be established 
to supply adequate quantities of the device. The development and initial 
production of the device was accomplished in a short period of time. This 
was possible because process experience had been acquired in the insert 
development, and centimeter wave measurements techniques and facilities 
were then available to measure the characteristics of experimental units 
at the operating frequency. By December 1941, a pattern of manufacturing 
techniques had been established so that production by the Western Electric 
Company began shortly thereafter. This is believed to have been the 
first commercial production of the device in this country. 

As a result of the basic information on centimeter wave measurements 
techniques which was available from earlier microwave research at the 
Holmdel Radio Laboratory, it was possible also, at this early date, to 
propose to the Armed Services that each unit be required to pass an ac- 
ceptance test consisting of measurement of the operating characteristic 
at the intended operating frequency. This plan was adopted and standard 
test methods devised for production testing. Considering the complexity 
of centimeter wave measurements, this was an accomplishment of some 
magnitude and was of first importance to the Armed Services because it 
assured by direct measurement that each unit would be satisfactory for 
field use. 

The cartridge structure resulting from these developments and meeting 
the international dimensional standards is shown in Fig. 5. It consists 
of two metal terminals separated by an internally threaded ceramic insvu- 
lator. The rectifying element itself consists of a small piece of silicon (p- 
type) soldered to the lower metal terminal or base. The contact spring or 
“cats whisker’’ is soldered into a cylindrical brass pin which slides freely 
into an axial hole in the upper terminal and may be locked in any desired 
position by set screws. The spring itself is made from tungsten wire of an 
appropriate size, formed into an S shape. The free end of the wire, which 
in a finished unit engages the surface of the silicon and establishes rectifica- 
tion, is formed to a cone-shaped configuration in order that the area oi 
contact may be held at the desired low value. 

The silicon elements used in the rectifiers are prepared from ingots of 
fused high purity silicon. Alloying additions are made to the melt when 
required to adjust the electrical resistivity of the silicon to the value desired. 
The ingots are then cut and the silicon surfaces prepared and cut into small 
pieces approximately 0.05 inch square and 0.02 inch thick suitable for use 
in the rectifiers. The contact springs are made from tungsten wire, gold 
plated to facilitate soldering. Depending upon the application, the wires 
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stage in the process the rectification action is developed, and to a considerable 
degree, controlled. If the point is brought into contact with the silicon 
surface and a small compressional deflection applied to the spring, direct- 
current measurements will show a moderate rectification represented by 
the passage of more current at a given voltage in the forward direction than 
in the reverse. If the side of the unit is now tapped sharply by means of 
a small hammer, the forward current will be increased, and, at the same 
time, the reverse current decreased. With successive blows the reverse 
current is reduced rapidly to a constant low value while the forward current 
increases, but at a diminishing rate, until it also becomes relatively constant 
The magnitude of the changes produced by this simple operation is rather 
surprising. ‘The reverse current at one volt seldom decreases by less thana 
factor of 10 and frequently decreases by as much as a factor of 100, while 
the forward current at one volt increases by a factor of 10. Paralleling 
these changes are improvements in the high-frequency properties, the 
conversion loss and noise both being reduced. The tapping operation is 
not a haphazard searching for better rectifying spots, for with a given 
silicon material and mechanical assembly the reaction of each unit to tapping 
is regular, systematic and reproducible. The condition of the silicon surface 
also has a pronounced bearing on ‘‘tappability” for by modifications of 
the surface it is possible to produce, at will, materials sensitive or insensitive 
in their reaction to the tapping blows. 

In the development of the compounds for filling the rectifier, special 
problems were met. For example, storage of the units for long periods 
of time under either arctic or tropical conditions was to be expected. Also, 
for use in air-borne radars operating at high altitudes, where equipment 
might be operated after a long idle period, it was necessary that the units 
be capable of withstanding rapid heating from very low temperatures. 
The temperature range specified was from —40° to +70°C. Most organic 
materials normally solid at room temperature, as the hydrocarbon waxes, 
are completely unsuitable, as the excessive contraction which occurs at 
low temperatures is sufficient to shift the contact point and upset the prease 
adjustment of the spring. Nor are liquids satisfactory because of ther 
tendency to seep from the unit. However, special gel fillers, consisting 
of a wax dispersed in a hydrocarbon oil, were devised in Bell Telephone 
Laboratories to meet the requirements, and were successfully applied by 
the leading manufacturers of crystal rectifiers in this country. Matenials 
of a similar nature, though somewhat different in composition, were also 
used subsequently in Britain. Further improvements in these compounds 
have been made recently, extending the temperature range 10°C at low 


3 Southworth and King; loc. cit. 
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temperatures and about 30°C at high temperatures in response to the design 
trend towards operation of the units at higher temperatures. The units 
employing this compound may, if desired, be repeatedly heated and cooled 
rapidly between —50°C and +100°C without damage. 

Use of the impregnating compound not only improves mechanical stability 
but prevents ingress or absorption of moisture. Increase of humidity 
would subject the unit not only to changes in electrical properties such as 
variation in the radio frequency impedance, but also to serious corrosion, 
for the galvanic couple at the junction would support rapid corrosion of the 
metal point. In fact, with condensed moisture present in unfilled units 
corrosion can be observed in 48 hours. For this reason alone, the develop- 
ment of a satisfactory filling compound was an important step in the suc- 
cessful utilization of the units by the Armed Services under diverse and 
drastic field conditions. 


TABLE I 
Shelf Aging Data on Silicon Crystal Rectifiers of the Ceramic Cartridge Design 


Initial Values 


Values After 
Storage for 7 Months 


Storage Conditions Conversion: 


eee EES fas fe es: ff dee ares) 


S°F. 65% Relative Humidity....... 6.8 
HOF. 95% Relative Humidity...____ 6.9 





The large improvement in stability achieved in the present device as 
compared with the older crystal detectors may be attributed to the design 
of the contact spring, correct alignment of parts in manufacture and to 
the practice of filling the cavity in the unit with the gel developed for this 
purpose. Considering the apparently delicate construction of the device, 
the stability to mechanical or thermal shock achieved by these means is 
little short of spectacular. Standard tests consist of dropping the unit 
three feet to a wood surface, immersing in water, and of rapidly heating 
from —40 to 70°C. None of these tests impairs the quality of the unit. 
Similarly the unit will withstand storage for long periods of time under 
adverse conditions. Table I summarizes the results of tests on units 
which were stored for approximately one year under arctic (—40°), tropical 
(114°F—95% relative humidity), and temperate conditions. Though 
minor changes in the electrical characteristics were noted in the accelerated 
tropical test, none of the units was inoperative after this drastic treatment. 
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DEVELOPMENT OF THE SHIELDED RECTIFIER STRUCTURE 


Rectifiers of the ceramic cartridge design, though manufactured in very 
large quantities and widely and successfully used in military apparatus, 
have certain well recognized limitations. For example, they may be ac- 
cidentally damaged by discharge of static electricity through the small 
point contact in the course of routine handling. If one terminal of the 
unit is held in the hand and the other terminal grounded, any charge which 
may have accumulated will be discharged through the small contact. 
Since such static charges result in potential differences of several thousand 
volts it is understandable that the unit might suffer damage from the dis- 
charge. Although damage from this cause may be avoided by following 
a few simple precautions in handling, the fact that such precautions are 
needed constitutes a disadvantage of the design. 

Certain manufacturing difficulties are also associated with the use of 
the threaded insulator. The problem of thread fit requires constant 
attention. Lack of squareness at the end of the ceramic cylinder or lack 
of concentricity in the threaded hole tends to cause an undesirable eccen- 
tricity or angularity in the assembled unit which can be minimized only by 
rigid inspection of parts and of final assemblies. At the higher frequencies 
(10,000 megacycles), uniformity in electrical properties, notably the radio 
frequency impedance, requires exceedingly close control of the internal 
mechanical dimensions. In the cartridge structure where the terminal 
connections are separated by a ceramic insulating member, the additive 
variations of the component parts make close dimensional control inherently 
difficult. 

To eliminate these difficulties the shielded structure, shown in Fig. 6, 
was developed. In this design the rectifier terminates a small coaxial 
line. The central conductor of the line, forming one terminal of the rec- 
tifier, is molded into an insulating cylinder of silica-filled bakelite, and 
has spot welded to it a 0.002-inch diameter tungsten wire spring of an 
offset C design. The free end of the spring is cone shaped. The rectifying 
element is soldered to a small brass disk. Both the disk, holding the 
rectifying element, and the bakelite cylinder, holding the point, are force- 
fits in the sleeve which forms the outer conductor of the rectifier. By 
locating the bakelite cylinder within the sleeve so that the free end of the 
central conductor is recessed in the sleeve, the unit is effectively protected 
from accidental static damage as long as the holder or socket into which 
the unit fits is so designed that the sleeve establishes electrical contact with 
the equipment at ground potential before the central conductor. The 
sleeve also shields the rectifying contact from effects of stray radiation. 

The radio frequency impedance of the shielded unit can be varied within 
certain limits by modifying the diameter of the central conductor. For 
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structure were held in abeyance during 1942 and 1943. However, an 
opportunity for realizing the advantages inherent in the shielded design 
was afforded later in the war and a sufficient quantity of the units was pro- 
duced to demonstrate its soundness. As anticipated from the construc- 
tional features, marked uniformity of electrical properties was obtained. 


TYPES, APPLICATIONS, AND OPERATING CHARACTERISTICS 


Various rectifier codes, engineered for specific military uses, were manu- 
factured by Western Electric Company during the war. These are listed 
in Table II. The units are designated by RMA type numbers, as 1N21, 
1N23, etc., depending upon their properties and the intended use. Letter 
suffixes, as 1N23A, 1N23B, indicate successively more stringent perform- 
ance requirements as reflected in lower allowable maxima in loss and noise 
ratio, and, usually, more stringent power proof-tests. In general, different 
codes are provided for operation in the various operating frequency ranges. 
For example, the 1N23 series is tested at 10,000 megacycles while the 1N21 
series is tested at 3,000 megacycles and the 1N25 at 1000 megacycles, 
approximately. Since higher transmitter powers are frequently employed 
at the lower frequencies, somewhat greater power handling ability is provided 
in units for operation in this range. 

One of the more important uses of silicon crystal rectifiers in military 
equipment was in the frequency converter or first detector in superheter- 
odyne radar receivers. This utilization was universal in microwave re- 
ceivers. In this application the crystal rectifier serves as the non-linear 
circuit element required to generate the difference (intermediate) frequency 
between the radio frequency signal and the local oscillator. The inter- 
mediate frequency thus obtained is then amplified and detected in conven- 
tional circuits. As the crystal rectifier is normally used at that point in 
the receiving circuit where the signal level is at its lowest value, its perform- 
ance in the converter has a direct bearing on the overall system performance. 
It was for this reason that continued improvements in the performance of 
crystal rectifiers were of such importance to the war effort. 

For the converter application, the signal-to-noise properties of the unit 
at the operating frequency, the power handling ability, and the uniformitv 
of impedance are important factors. The signal-to-noise properties are 
measured as conversion loss and noise ratio. The loss, L, is the ratio of 
the available radio frequency signal input power to the available inter- 
mediate frequency output power, usually expressed in decibels. The 
noise ratio, Nr, is the ratio of crystal output noise power to thermal (KTB* 
noise power. The loss and noise ratio are fundamental properties of the 
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version loss. Crystals with large conversion losses are less susceptible 
to impedance changes from reactions in the radio frequency circuit than are 
low conversion loss units. 

The level of power to which the rectifiers can be subjected depends upon 
the way in which the power is applied. The application of an excessive 
amount of power or energy results in the electrical destruction of the unit 
by rupture of the rectifying material. Experimental evidence indicates 
that the electrical failure may be in one of three categories. The total 
energy of an applied pulse is responsible for the impairment when the 
pulse length is shorter than 10~’ seconds, the approximate thermal time 
constant of the crystal rectifier as given by both measurement and calcula- 
tion. For pulse lengths of the order of 10-* seconds the peak power in the 
pulse is the determining factor, and for continuous wave operation the 
limitation is in the average power. 

In performance tests in manufacture all units for which burnout tolerances 
are specified are subjected to proof-tests at levels generally comparable 
with those which the unit may occasionally be expected to withstand in 
actual use, but greater than those to be employed as a design maximum. 
The power or energy is applied to the unit in one of two types of proof-test 
equipment. The multiple, long time constant (of the order of 10-* seconds) 
pulse test is applied to simulate the plateau part of a radar pulse reaching 
the crystal through the gas discharge transmit-receive switch. This test 
uses an artificial line of appropriate impedance triggered at a selected 
repetition rate for a determined length of time. The power available to 
the unit is computed from the usual formula, 

y? 
=o) 
where P is the power in watts, V is the potential in volts to which the pulse 
generator is charged, and Z is the impedance in ohms of the pulse generator. 
In general, where this test is employed, a line is used which matches the 
impedance of the unit under test at the specified voltage. 

The second type of test is the single discharge of a coaxial line through 
the unit to simulate a radar pulse spike reaching the crystal before the 
transmit-receive switch fires. The pulse length is of the order of 10-® 
second. The energy in the test spike may be computed from the relation 


P 


7 
E= = CV", 


where E is the energy in ergs, C the capacity of the coaxial line in farads, 
and V the potential in volts to which the line is charged. 


*A. L. Samuel, J. W. Clark, and W. W. Mumford, “The Gas Discharge Transmit- 
Receive Switch”’. pp. 310 ff. 
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Specification proof-test levels are, of course, not design criteria. Since 
the units are generally used in combination with protective devices, such 
as the transmit-receive switch, it is necessary to conduct tests in the circuits 
of interest to establish satisfactory operating levels. 

In general, however, the units may be expected to carry, without deteriora- 
tion, energy of the order of a third of that used in the single d-c spike proof- 
test or peak powers of a magnitude comparable with that used in the multiple 
flat-top d-c pulse proof-test. The upper limit for applied contmuous wave 
signals has not been determined accurately, but, in general, rectified currents 
below 10 milliamperes are not harmful when the self bias is less than a few 
tenths of a volt. 

The service life of a, crystal rectifier will depend completely upon the 
conditions under which it is operated and should be quite long when its 
ratings are not exceeded. During the war, careful engineering tests con- 
ducted on units operating as first detectors in certain radar systems revealed 
no impairment in the signal-to-noise performance after operation for several 
hundred hours. A small group of 1N21B units showed only minor imparr- 
ments when operated in laboratory tests for 100 hours with pulse powers 
(3000 megacycles) up to 4 watts peak available to the unit under test. 

Another important military application of silicon crystal rectifiers was 
as low-power radio frequency rectifiers for use in wave meters or other 
items of radar test equipment. Here the rectification properties of the 
unit at the operating frequency are of primary interest. Since units which 
are satisfactory as converters also function satisfactorily as high-frequency 
rectifiers special types were not required for this application. 

Units were also used in military equipment as detectors to derive directly 
the envelope of a radio frequency signal received at low power levels. 
These signals were modulated usually in the video range. The low-leve. 
performance is a function of the resistance at low voltages and the direct- 
current output for a given low-power radio frequency input. These may 
be combined to derive a figure of merit which is a measure of receiver 
performance.’ 

Typical direct-current characteristics of the silicon rectifiers at tempera- 
tures of —40°, 25° and 70°C are given in Fig. 10. It will be noted in these 
curves that both the forward and reverse currents are decreased by reducing 
the temperature and increased by raising the temperature. The reverse 
current changes more rapidly with temperature than the forward current. 
however, so that the rectification ratio is improved by reducing the tempera- 
ture, and impaired by raising the temperature. The data shown are for 
typical units of the converter type. It should be emphasized, however. 


7 R. Beringer, Radiation Laboratory Report No. 61-15, March 16, 1943. 
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that by changes in processing routines the direct-current characteristics 
shown in Fig. 10 may be modified in a predictable manner, particularly 
with respect to absolute values of forward current at a particular voltage. 


MODERN RECTIFIER PROCESSES 


When the development of the type 1N21 unit was undertaken, the scien- 
tific and engineering information at hand was insufficient to permit inten- 
tional alteration or improvement in electrical properties of the rectifier. 
In these early units, the control of the radio frequency impedance, power 
handling ability and signal-to-noise ratio left much to be desired. Within 
a short time, some improvements in performance were realized by process 
improvements such as the elimination of burrs and irregularities from the 
point contact to reduce noise. Substantial improvements were not obtained, 


REVERSE FORWARD 
CURRENT CURRENT 


EMF IN VOLTS 


1O~4 
CURRENT IN AMPERES 





Fig. 10—Direct-current characteristics of P-type silicon crystal rectifier at 
various temperatures. 


however, until certain improved materials, processes, and techniques were 
developed. 

In the engineering development of improved crystal rectifier materials 
and processes, basic data have been acquired which make it possible to 
alter the properties of the rectifier in a predictable manner so that the units 
may now be engineered to the specific electrical requirements desired by 
the circuit designer in much the same manner as are modern electron tubes. 
This has led not only to improvements in ici but also to a diver- 
sification in types and applications. 

The simplified equivalent circuit for the point contact rectifier, shown 
in Fig. 11, provides a basis for consideration of the various process features. 
In Fig. 11, Cs represents the electrical capacitance at the boundary between 
the point contact and the semi-conductor, Rs the non-linear resistance at 
this boundary, and Rg is the spreading resistance of the semi-conductor 
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proper, that is the total ohmic resistance of the silicon to current through 
the point. The capacitance Cs being shunted across the rectifying bound- 
ary, decreases the efficiency of the device by its by-pass action because the 
current through it would be dissipated as heat in the resistance Rs. Losses 
from this source increase rapidly with increased frequency because of the 
enhanced by-pass action. It would appear, therefore, that to improve efh- 
ciency it would be important to minimize both Rs and Cx, by some method 
such as reducing the area of the rectifying contact and lowering the body 
resistance of the silicon employed. Fora given silicon material, the imped- 
ances desired for reasons of circuitry and considerations of mechanical stability 
place a limit on the extent to which performance may be improved by 
reducing the contact area. Rs may be reduced by using silicon of lower 
resistivity, but this generally results in poorer rectification. This impair- 
ment is due apparently to some subtle change in the properties of the 
rectifying junction resulting from decreasing the specific resistance of the 
silicon material. 


Ra (NON-LINEAR 
BARRIER RESISTANCE) 





R 


s 
(SPREADING RESISTANCE) 


Ca 
(BARRIER CAPACITY) 


Fig. 11—-Simplified equivalent circuit of crystal rectifier. 


The answer to this apparent dilemma lies in the application of an oxidizing 
heat treatment to the surface of the semi-conductor. This process derives 
from researches conducted independently in this country and in Britain, 
though there was considerable interchange of information between various 
interested laboratories. In the oxidizing treatment, apparently the im- 
purities in the silicon which contribute to its conductivity diffuse into the 
adhering silica film, thereby depleting impurities from the surface of the 
silicon. When the oxide layer is then removed by solution in dilute hydro- 
fluoric acid, the underlying silicon layer is exposed and remains intact as 
the acid does not readily attack the silicon itself. 

Since decreasing the impurity content of a semi-conductor increases its 
resistivity, the silicon surface has higher resistivity after the oxidizing 
treatment than before. Thus by oxidation of the surface of low resistance 
silicon it is possible to secure the enhanced rectification associated with 
the high resistance surface layer, while by virtue of the lower resistivity 
of the underlying material the 7?R losses through Rg are reduced. 
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In actual practice the properties of the rectifier are governed by the 
resistivity of the silicon material, the contact area, and the degree of oxida- 
tion of the surface. By the controlled alteration of these factors units 
may be engineered for specific applications. The body resistance of the 
silicon is controlled by the kind and quantity of the impurities present. 
Aluminum, beryllium or boron may be added to purified silicon to reduce 
its resistivity to the desired level. Boron is especially effective for this 
purpose, the quantity added usually being less than 0.01 per cent. As little 
as 0.001 per cent has a very pronounced effect upon the electrical properties. 
The contact area is determined by the design of contact spring employed 
and the deflection applied to it in the adjustment of the rectifier. The 
degree of oxidation is controlled by the time and temperature of the treat- 
ment and the atmosphere employed. 

In the development of the present rectifier processes, certain experimental 
relationships were obtained between the performance and the contact area 
on the one hand, and the power handling ability and contact area on the 
other. These show the manner in which the processes should be changed 
to produce a desired change in properties. For example, Fig. 12 shows the 
relationship between the spring deflection applied to a unit and the conver- 
sion loss at a given frequency. The apparent contact area, (1.e., the area of 
the flattened tip of the spring in contact with the silicon surface, as measured 
microscopically) also increases with increasing spring deflection. It will be 
seen in Fig. 12 that for a given silicon material, the conversion loss at 10,000 
megacycles increases rapidly with the contact area. The curves tend to 
reach constant loss values at the higher spring deflections. It is believed 
that this may be ascribed to the fact that for a given spring size and form, 
the increment in contact area obtained by successive increments in spring 
deflection would diminish and finally become zero after the elastic limit of 
the spring is exceeded. 

The losses plotted in Fig. 12 were measured on a tuned basis, that is, the 
converter was adjusted for maximum intermediate frequency output at a 
fixed beating oscillator drive for each measurement. Were these measure- 
ments made on a fixed tuned basis, that is, with the converter initially ad- 
justed for maximum intermediate frequency output for a unit to which the 
minimum spring deflection is applied, and the units with larger deflections 
then measured without modification of the converter adjustment, even 
greater degradation in conversion loss than that shown in Fig. 12 would be 
observed. This results from the dependence of the radio frequency imped- 
ance upon the contact area. In loss measurements made on the tuned basis, 
changes in the radio frequency impedance occasioned by the changes in the 
contact area do not affect the values of mismatch loss obtained, while on the 
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fixed tuned basis they would result in an increase in the apparent loss be 
cause of the mismatch of the radio frequency circuits- 

While the conversion loss is degraded by increasing the contact area, the 
power handling ability® of the rectifiers is improved, as shown in Fig. 13. 


CONVERSION LOSS IN DECIBELS 





Oo 1 _2 3 4 5 6 7 8 9 
SPRING DEFLECTION IN THOUSANDTHS OF AN INCH 


Fig. 12—Relationship between spring deflection and conversion loss in 
silicon crystal rectifiers. 


This is not surprising because the larger area contact gives a wider current 
distribution and thus minimizes the localized heating effects near the con- 
tact. Generally, therefore, in the development of units for operation at 3 


*The measurement of power handling ability of crystal rectifiers by application of 
radio frequency power is complicated by the fact that the impedance of the unit under 
test varies with power level. If a unit is matched in a converter at a low-power levei 
and power at a higher level is then applied, not all of the power available is absorbed by 
the unit but a portion of it is reflected (due to the change in impedance). _ This factor 
has been called the self protection of the unit and it necessitates the distinction between 
ue power absorbed by and the power available to the unit under test. The data for 

kG 13 were acquired by first matching the unit in converters at low powers (about 03 
milliwatts CW 3000 mcs) and then exposing it for a short period to successively higher 
levels of pulse power of square wave form of 0.5 microseconds width at a repetition rate 
of 2000 pulses per second, measuring the loss and noise ratio after each power application. 
The power handling ability is then expressed as the available peak power required to 
cause a 3 db impairment in the conversion loss or the receiver noise figure. This method 
was employed because in radar receivers the units are matched for low-power levels. Is 
this respect the method simulates field operating conditions, but the “‘spike” of radar 
pulses is absent. 

The increase in power handling ability with increasing area shown in Fig. 13 is confirmed 
by similar measurements with radio frequency pulse power with the unit matched at 
high-level powers, by direct-current tests, and by simple 60-cycle continuous wave tests. 
The magnitude of the increase depends, however, upon the particular method employed 
for measurement. 
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given frequency, a compromise must be effected between these two impor- 
tant performance factors. Because of increased condenser by-pass action a 
smaller area must be used to obtain a given conversion loss at a higher fre- 
quency. For this reason the power handling ability of units designed for 
use at the higher frequencies is somewhat less than that of the lower-fre- 









FREQUENCY= 
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s #38 





0.01 0.02 004006 0. 0.4 0.6 0.6 1.0 2.34. 
APPARENT CONTACT aan IN SQUARE INCHES x10 


AVAILABLE PEAK PULSE POWER IN WATTS 
(FOR A 3-DECIBEL IMPAIRMENT IN CONVERSION LOSS) 
~ 
°o 


Fig. 13—Correlation between power handling ability measured with microsecond radio 
frequency pulses and contact area in silicon crystal rectifiers. 


quency units because emphasis has been placed upon achieving a given sig- 
nal-to-noise performance in each frequency band. 

Use of the improved materials and processes produced rather large im- 
provements in the d-c rectification ratio, conversion loss, noise, power 
handling ability, and uniformity. Typical direct-current rectification char- 
acteristics of units produced by both the old and the new processes are shown 
in Fig. 14. These curves show that reverse currents at one volt were de- 
creased by a factor of about 20 while the forward currents were increased by 
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very different units, the 1N26 and the 1N25. Though direct comparison of 
power handling ability is complicated by the fact that the burnout test 
methods employed in the development of the two codes were widely different, 
it may be stated conservatively that while the 1N26 would be damaged after 
absorbing something less than one watt peak pulse power, the 1N25 unit 
will withstand 25 watts peak or more. The 1N26 unit is, however, capable 
of satisfactory operation as a converter at a frequency of some 20 times that 
of the 1N25. These two units have been made by essentially the same pro- 
cedures, the difference in properties being principally due to modification of 
alloy composition, heat treatment, and contact area. 


NOTES: 1. TEST FREQUENCY = 3000 MEGACYCLES 


2. NOISE RATIO IS THE RATIO OF THE AVAILABLE OUTPUT 
NOISE POWER OF THE CRYSTAL RECTIFIER TO KTB 
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Fig. 16—Comparison of the radio frequency power handling ability of silicon crystal 
rectifiers prepared by different processes. 


Prior to the process developments descnbed above, in the interests of 
simplifying the field supply problem one general purpose unit, the type 1N21, 
had been made available for field use. However, it became obvious that the 
advantages of having but a single unit for field use could be retained only at a 
sacrifice in either power handling ability or high-frequency conversion loss. 
Since the higher power radar sets operated at the lower microwave 
frequencies, it seemed quite logical to employ the new processes to improve 
power handling ability at the lower microwave frequencies and to improve 
the loss and noise at the higher frequencies. A recommendation accordingly 
was made to the Services that different units be coded for operation at 3000 
megacycles and at 10,000 megacycles. The decision in the matter was 
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megacycles, and the 1N23B unit which was of such great importance 
in 10,000 megacycle radars because of its exceptionally good performance. 
From this stage in the development the diversification in types was quite 
rapid. The evolution of the coded units, of increasing power handling 
ability for a given performance level at a given frequency, and of better per- 
formance at a given frequency is graphically illustrated in Fig. 17. The 
large improvements in calculated receiver performance are again evident, 
especially when it is considered that the receiver performances given are 
for the poorest units which would pass the production test limits. 


EXTENT OF MANUFACTURE AND UTILIZATION 


An historical resumé of the development of crystal rectifiers would be 
incomplete if some description were not given of the extent of their manu- 
facture and utilization. Commercial production of the rectifiers by Western 
Electric Company started in the early part of 1942 and through the war years 
increased very rapidly. Figure 18 shows the increase in annual production 
over that of the first year. By the latter part of 1944 the production rate 
was in excess of 50,000 units monthly. Production figures, however, reveal 
only a small part of the overall story of the development. The increase in 
production rate was achieved simultaneously with marked improvements in 
sensitivity, the improvements in process techniques being reflected in manu- 
facture by the ability to deliver the higher performance units in increasing 
numbers. 

The recent experience with the silicon rectifiers has demonstrated their 
utility as non-linear circuit elements at the microwave frequencies, that they 
may be engineered to exacting requirements of both a mechanical and elec- 
trical nature, and that they can be produced in large quantities. The defi- 
ciencies of the detector of World War I, which limited its utility and contribu- 
ted to its retrogression, have now been largely eliminated. It is a reasonable 
expectation that the device will now find an extensive application in commu- 
nications and other electrical equipment of a non-military character, at 
microwave as well as lower frequencies, where its sensitivity, low capacitance, 
freedom from aging effects, and its small size and low-power consumption 
may be employed advantageously. 
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Characteristics of Vacuum Tubes for Radar Intermediate 
Frequency Amplifiers 


By G. T. FORD 


1. INTRODUCTION 


HE desired characteristics for vacuum tubes for use in broad-band 
intermediate frequency amplifiers are primarily high transconductance, 
low capacitances, high input resistance, and good noise figure. These 
characteristics determine the frequency bandwidth, amplification, and 
signal-to-noise ratio attainable with such an amplifier. The maximum 
operating frequency is generally limited by the input resistance of the tube 
which decreases as the frequency is increased, and, in some cases, by the tube 
noise which increases with increasing frequency. Three other character- 
istics which are also important are small physical size, low power consump- 
tion, and ruggedness. The present paper describes how these character- 
istics are related to the performance requirements for intermediate fre- 
quency (IF) amplifiers used in radar systems and shows how the require- 
ments were met in the design of the Western Electric 6AKS5 Vacuum Tube. 
In a coaxial cable carrier telephone system of the type which was initially 
installed between Stevens Point, Wisconsin and Minneapolis, Minnesota’ 
the upper frequency of the useful band is of the order of three megacycles 
per second (mc) and the bandwidth is of the same order. The Western 
Electric 386A tube was developed a number of years ago for amplifiers such 
as those used in this system. It is characterized by high transconductance 
and low capacitances. In radar receiving systems similar but more exact- 
ing requirements must be met for the IF amplifier. It is desirable to operate 
in many cases at a mid-band frequency of 60 mc, to have a bandwidth of 
the order of 2-10 mc, and to have as close to the ideal noise figure as possible. 
Additional considerations of great practical importance are low power 
consumption, small size, and ruggedness. 

The choice of the mid-band frequency for the IF amplifier is influenced 
by considerations, a detailed discussion of which is outside the scope of 
this paper. For example, the characteristics of the beating oscillator and 
ite relation to the operation of the automatic frequency control (AFC) 
system, when AFC is used, are involved. The usual practice has been to 

1 “Stevens Point and Minneapolis Linked by Coaxial System,” K. C. Black, Bal Labe- 
vatories Record, January 1942, pp. 127-132. 


“Television Transmission Over Wire Lines,” M. E. Strieby and J. F. Wentz, Bell System 
Technical Journal, January 1941, Vol. 20, p. 62. 
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standardize on a mid-band frequency of 30 mc or 60 mc. The latter fre- 
quency has been used in most radars developed at the Bell Telephone 
Laboratories. 

In pulsed radar systems the transmitter is turned on and off by the 
modulator in such a way that radio frequency energy is generated for a 
pulse duration 7 seconds at a repetition rate which ts usually several hundred 
per second. When the transmitter is modulated by a pulse which approaches 
that shown in Fig. 1(a), the energy-frequency distribution in the transmitted 
signal is as shown in Fig. 1(b). Although the maximum of the distribution 
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Fig. 1a—Modulating pulse 
Fig. 1b—Amplitude—frequency distribution in transmitted RF pulse. 


curve lies at the transmitter frequency F, there is considerable energy in 
the range F + = and the receiver usually has a bandwidth of at least ~ in 
order to make as efficient use as possible of the energy in the echoes reflected 
by the target. For many radar applications, this requirement and the 
problems of transmitter and beating oscillator frequency stability result 
in the use of a bandwidth of as much as 10 mc for the IF amplifier. 

The Western Electric 386A tube, Fig. 2(a), had characteristics which 
approached those needed to meet the IF amplifier requirements discussed 
above. It was therefore slightly modified in physical form for convenience 
of use and recoded the Western Electric 717A tube, Fig. 2(b). The 717A 
tube was used extensively in IF amplifiers in several radar systems. As the 
emphasis on small size and light weight for airborne radars increased, and, 
as the need for better characteristics became more pressing, further develop- 
ment was undertaken which resulted in the Western Electric 6AK5 tube, 
Fig. 3. 

The importance of size and weight for radar systems to be used in air- 
planes is obvious. The use of miniature tubes in airborne equipment has 
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load resistor and any loading effects due to high-frequency losses in the 
tubes or circuit elements, and C is the total shunt capacitance of the tubes, 
the circuit elements and the wiring. If it is assumed that R, LZ and C are 


BLOCKING 
CONDENSER 


Fig. 5—Band-pass interstage. 
independent of frequency, the magnitude of the impedance of this network is 


pee ee pa a a ge yc tated fe recgsiges apie tence geen ace (1) 
7) : a) 1/2 
(i = (« ~ ol | 


1 
When w = wo = Vie the impedance is a maximum and the frequency /, 


= > is the resonant frequency. The maximum value of the impedance is 


|Zo| = R. If this type of interstage is used in a grounded-cathode type 
of circuit employing a pentode tube, the small-signal voltage amplification 
A, from the control grid of the tube to the plate is 


where G,, 1s the grid-plate transconductance of the tube. It is assumed that 
| Z | is small compared to the plate resistance of the pentode and that there 
is no feedback. The voltage amplification A. at the resonant frequency is 


then 
A v0 — GmR se ee wee et he heh hw ew (3 ) 


If the bandwidth is defined as AF = f, — fo, where f; and fs are the two 


frequencies where A, = me, it can be shown that 


aa da 2xRC 


The product of the mid-band voltage gain times the bandwidth can be 
called the band merit, Bo , and we have 


By = (AF)(Aw) = spe Gu R) 2 ha Dooce (51 
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This expression for band merit has been derived from the product of the 
bandwidth and the voltage amplification for a simple band-pass interstage. 
Higher band merits can be realized with a given tube by using more compli- 
cated coupling networks. 

Another interpretation of band merit is to say that it is the frequency at 
which the voltage amplification is unity. This is the frequency at which 
the product of the transconductance and the reactance of the shunt 
capacitance is unity. 

From the foregoing expression for band merit it is evident that, in general, 
the higher the band merit the fewer is the number of stages that are required 
to obtain a given gain and bandwidth. It is highly desirable to keep the 
number of stages small in order to save space, weight and power consump- 
tion and to avoid the use of unnecessary components which reduce the 


TABLE I 
. Transcon- 
N al 
Type Pome cuaen Conetacisn Transcon- per Unt Plate Band Merit 
urrent 

waits _ ma watts umhos umhos/ma mc 
6AC7 2.84 10 4.7 9,000 900 89.5 
6AG7 4.10 30 9.6 11,000 367 85.3 
6AGS 1.89 7.2 3.0 5,100 708 90.0 
J17A 1.10 io 2.3 4,000 533 71.4 
6AK5 | 1.10 7.5 2.3 5,000 667 117. 


reliability in operation. In practice the total amplification in the receiver 
is made high enough so that the system noise, with no signal, produces a fair 
indication on the output device when the gain control is set for maximum 
gain. Fora bandwidth of 5 mc, the equivalent RF input noise power level 
is of the order of 2 X 10-¥ watt and the power level necessary for a suitable 
oscilloscope presentation in a radar is about 20 milliwatts. The net over-all 
gain needed is then about 110 db. Making an allowance of, say, 15 dé for 
losses in the detectors and elsewhere, a total of about 125 db gain is required. 
A minimum of about 110 dé of this is usually in the JF part of the receiver. 
With this amount of gain as a requirement it is easy to see the importance 
of high band merit, small size, and low power consumption in the JF tubes. 

Table I, above, compares the salient characteristics of the 6AK5 with 
those of other similar types of tubes. 

The tube design factors which determine the band merit will now be 
examined by considering an idealized case. For an idealized plane parallel 
triode structure in which edge effects are assumed to be negligible, the plate 
current can be related to the tube geometry and the applied voltages 
approximately as follows:? 


* “Fundamentals of Engineering Electronics,” W. G. Dow, pp. 44, 102, et seq. 
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‘ , : E; \*” 
2.33 X 10 (£ Ea + = 
o(14 1st?) 


It is assumed that the electrons leave the cathode with zero initial velocities 
The failure to take into account the effects of initial velocities makes ths 
equation only a fair approximation for close-spaced tubes, but it is stil 
instructive to assume it is approximately correct for the purposes of the 
present discussion. ‘‘A”’ is the active area of the structure, ‘‘a’’ is the 
distance from the cathode to the plane of the grid, ‘‘b” is the distance from 
the plane of the grid to the plate, & is the plate voltage, Eu is the effective 
grid voltage (including the effect of contact potential) and y» is the amplit- 
cation constant. Dimensions are in cms. This stipulation is unnecessary 
for equation (6) but is necessary for some of the later equations. Fora 
plane parallel tetrode or pentode, equation (6) is a good approximation 1 
E, is replaced by the screen voltage Ea, u is replaced by the ‘‘triode mu” 
Hie (mu of control grid with respect to screen grid) and the coefficient Hf 
introduced, where M is the ratio of the plate current to the cathode current. 
The reason this approximation is good is that the field at the cathode, and 
therefore the cathode current, is determined almost entirely by the poten- 
tials of the first two grids. Because of the screening effect of these grids 
the potential of the plate has little effect on the cathode current. We have 
then 





E 3/2 
2.33 X 10 *MA( Ba + Ea) 


ee ae SR ae an ew ae td (7) 
a(1 + astt)" 





a 


The distance ‘‘b”’ is now the distance from the plane of the grid to the plane 
of the screen. This expression can be differentiated with respect to Eq to get 


V2 
2.33 X 10 °MA (z. ot zs) 
Cig es a i sll 
E. 3/2 
dE 2 a(1 + is+t) 


M12 a@ 


It is assumed that uw and M are independent of Ea. If we let J be the 
cathode current density, then substitute MJ,A for J, in (7), and eliminate 


the expression (Z. + Ee) between (7) and (8), we have 
12 
3 (2.33 X 10°)? MAIO” 


Gn = = —————————.................... 
2 (1 + + 1 ot?) 


(9! 


a 
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Neglecting the stray capacitances between the lead wires and also the edge 
effects, the greater proportion of the cold capacitance (input plus output) 
in Farads can be approximated by 


where “a” and ‘‘b” have the same meaning as in (7) and “c’’ is the spacing 
between the plate and the suppressor (or screen in the case of a tetrode). 
This is of course a highly idealized case. The cathode, the grids, and the 
plate, are each assumed to be plane conductors of infinitesimal thickness, 
each having an area equal to the active area of the structure.* The band 
merit then becomes. 


Gm 4. M13" xX 10° 


R= SE ....... 11 
0 Cy ain(? 4! 1 + ti+t2+?) (11) 





a 


With a given cathode current, the factor M increases as the screen current is 
reduced. The use of small wires for the screen grid is an important factor 
in obtaining minimum screen current. 

Ig , the useful cathode current density, is limited by the emission capabili- 
ties of the cathode. In practice it is necessary to operate in a region con- 
siderably below the maximum available emission to avoid excessive changes 
in transconductance which would result from variations in cathode activity 
with time. Also, the shot noise will begin to rise when the region of tempera- 
ture-limited operation is approached. It should be noted that Bo is inde- 
pendent of the area A. 

Taking reasonable values for M, Ip and us, (M = 0.75, Ip = 50 ma/cm?, 
His = 25), equation (11) becomes 


8 
131K 1000 (12) 


a3 fl 1 1 a+b\ 
: (+543) t) 


The curves in Figs. 6, 7 and 8 show how Bo varies with each of the variables 
‘‘q’’, “6” and “‘c” when a constant value is assigned to the other two. The 
band merit shown on these curves is considerably greater than that which 
can be realized in an actual circuit of the simple band-pass type assumed 
because the stray capacitances in the tube, the socket, the circuit elements, 
and the wiring increase the total interstage capacitance substantially. Also, 
the grid-cathode capacitance is substantially higher under normal operating 


Bo = 





* This assumption is obviously not true, particularly in the case of the suppressor grid, 
eh by simply regarding the effective suppressor-plate spacing as somewhat greater than 
spacing, the assumption becomes usef 


Google 


748 | RADAR SYSTEMS AND COMPONENTS | 


conditions, because of the presence of space charge, than when the tube is 
cold, as assumed in deriving equation (11). It has been assumed in making 


BAND MERIT , Bo, IN MEGACYCLES 
> a 
S 8 


O 0.02 0.04 0.06 0.08 0.10 0.12 0.14 0.16 018 Oa 
“a” DISTANCE IN MILLIMETERS 


Fig. 6—Band merit vs. grid-cathode spacing. 
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Fig. 7—Band merit vs. grid-screen spacing. 


the calculations that the current density and the triode mx are held constant 
while “‘a’’, “6” and ‘“‘c’’ are varied. In the cases of ‘‘a” and “‘b”’, this requires 
that the control grid and/or screen voltage be varied in such a fashion as to 
hold 79 constant. The current density is nearly independent of ‘‘c’ over a 
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reasonable range provided ‘‘c’ is not so large as to cause the formation of a 
virtual cathode in the screen-plate space. 

Figure 6 shows that Bo rises as ‘“‘a” is reduced. Reducing ‘a’ also has 
the advantage that a lower screen voltage is required with a given grid bias. 
The improvement in Bp as ‘‘a” is reduced is quite rapid, but of course the 
mechanical difficulties involved in reducing ‘‘a” below about 0.10 mm become 
very great. 

The curve in Fig. 7 shows that Bo does not increase much if ‘6’ is increased 
above about 0.30 mm, and increasing ‘‘b” has the disadvantage that higher 
screen voltage for a given grid bias is required. 

The curve in Fig. 8 shows that Bo increases very slowly if ‘“‘c’’ is increased 
beyond about 1.50 mm, and increasing ‘‘c” has the disadvantage that the 
external dimensions of the structure become greater. Increasing ‘‘c’” also 
means that the plate comes closer to any shield which is placed around the 
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Fig. 8—Band merit vs. plate-suppressor spacing. 


bulb of the tube, thus increasing the output capacitance and tending to 
cancel out any improvement obtained in the structure itself. Also, if ‘‘c’’ 
is made too large a virtual cathode may be formed in the screen-plate space 
under some conditions. This would interfere with the normal operation of 
the tube. 

In order to take full advantage of the close grid-cathode spacing, the 
control-grid pitch should be no greater than about 1.5 times the spacing and 
the grid wires should be as small as possible. If the pitch is too large, the 
parts of the cathode directly opposite the grid wires will be cut off while 
space current is flowing from the sections opposite the spaces between grid 
wires. This state of affairs shows up in the characteristics as excessive 
variation of the triode amplification factor, u:2, as the grid bias is varied, 
and results in a reduction of the transconductance. That is, when the 
grid is made more negative the amplification factor “2: decreases so that the 
plate current does not decrease as much as it would if ui. remained constant. 


Google 


750 RADAR SYSTEMS AND COMPONENTS 


When the grid is made more positive the plate current rise is reduced because 
Mu increases. The grid wires should be as small as possible so as to blod 
off no more of the area of the structure than is necessary. <An ideal gné 
would be an infinitesimally thin conducting plane which offered no resistance 
to the passage of electrons through it except that due to its electrostatic 
potential (sometimes called a “physicist’s grid”). In the 6AKS5 tube the 
grid-cathode clearance is 0.089 mm (0.0035 inch), the control-grid pitch « 
0.0127 mm (0.0050 inch), and the wire size is 0.0010 inch. Experiments 
have shown that substantially higher transconductance could have beer 
realized, with the same spacing, if smaller wires and smaller pitch had bees 
used, but the mechanical difficulties would have been much greater. 

The way to achieve a high band merit from the tube design standpoint i 
thus to use as close grid-cathode clearance as practicable, to operate the 
tube at as high a current density as the emission capabilities of the cathode 
will permit, and to keep the stray capacitances as low as possible. It was 
noted above from (11) that By is independent of A. However, if it wer 
possible to maintain the same grid-cathode clearance with a large tube as it 
is with a small one, the larger tube would have the advantage that the stray 
capacitances in the tube would be a smaller fraction of the total capacitance 
so that the band merit for the tube would be higher. It would also be closer 
to what can be realized when the tube is used in an actual circuit because 
the capacitances added by the socket, the wiring and the circuit elements 
would be less important. However, the practical mechanical limitations 
controlling the minimum grid-cathode clearance have been such that the 
band merit is roughly independent of the tube size over a moderate range of 
sizes of high transconductance receiving tubes. 


3. InpuT CONDUCTANCE 


Two factors tend to make the input conductance of tubes higher at high 
frequencies than at low frequencies. One is the effect of lead inductances 
and the other is the effect of transit time. If the loading produced by these 
effects is no more than that required to get the desired bandwidth, it may be 
no particular disadvantage for stages other than the first one in the amplifer. 
As will be seen later, however, this effect in the input tube increases the 
noise figure. The practical result of a consideration of these effects is that 
the leads are made as short as possible and that small tubes are used in order 
to use close grid-cathode clearances when the frequency at which the tubes 
are to be used is above about 10 mc. The expression derived by North? for 


3 “Analysis of the Effects of Space Charge on Grid Impedance,” D. O. North, I. R. E 
Proceedings, Vol. 24, No. 1, January, 1936. 
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the input conductance of a tetrode or pentode can be re-written, neglecting 
the higher order terms, to give the approximate expression 


5.0 X 10 *a’ f’G (age 
G, = ———__ + * “(1+ 4/%) 
Vi v, 


where G,, is the triode-connected transconductance, a is grid-cathode spacing 
in cms, 6 is grid-screen spacing in cms, V; and Vs; are the effective grid-plane 
and screen-plane potentials in volts, and f is the frequency in mc. It is 
assumed that there are no lead inductances and that there is no potential 
minimum in the grid-cathode region. For a given transconductance, (13) 
shows that close spacings are necessary for minimum grid conductance. 

If the lead inductances between the external circuit and the tube elements 
are appreciable, the input loading may be excessive even though the transit 
time through the tube structure is negligibly small. The general case taking 
account of the mutual and self inductances of all the leads of a pentode has 
been treated by Strutt and van der Ziel‘. The equations are cumbersome 
even though only the first order terms in frequency are retained. If all of 
the lead inductances except that in series with the cathode are neglected, 
and transit time is assumed to be negligible, the input conductance of a 
pentode becomes approximately® 


CS GC i ecnsnzancnvens (14) 


where L;, is the cathode lead inductance and C;, is the grid-cathode capaci- 
tance. It is further assumed that the plate-grid capacitance is negligible. 

Work done at the Naval Research Laboratory includes data on the input 
conductance of 6AK5 tubes in the frequency range from 100 mc to 300 mc. 
Through the courtesy of the Naval Research Laboratory some of the data 
are reproduced in Fig. 9. It is of interest to check a point on this curve 
against equation (14). For the 6AK5, 0.02 micro-henry is the estimated* 
cathode lead inductance, G,, = 5000 K 10-* mhos, and C, = 4X 107" farad. 
At a frequency of 250 mc we have a calculated conductance of 990 
micromhos, which checks roughly with the value of 1110 micromhos from 
the curve in Fig. 9. Equation (13) can be used to obtain an approximate 
value for the loading due to transit time. Taking ¢ = 0.0089 cm., 6 = 
0.032 cm., Ga = 6.7 *K 10-* mhos, f = 250 mc, Vi = +2.3 volts, and Vs 
= +120 volts, a calculation gives G;,j = 177 micromhos. These results 


-...(13) 


4 “The Causes for the Increase of the Admittance of Modern High-Frequency Amplifier 


ee M. J. O. Strutt and A. van der Ziel, J. R. E. Proceedings, Vol. 26, No. 8, August 
1938. 


§ “Hyper and Ultra-High Frequency Engineering,” Sarbacher and Edson, p. 435. 
* This has been checked roughly by Q-meter measurements. 
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show that the performance of the 6AKS5 near the upper end of its present 


useful frequency range is probably limited to a considerable degree by th 
lead inductances rather than by transit time effects in the structure. 


Ep = 120 VOLTS 0c 
Eco =l20 VOLTS DC 
. Es 


Ec)=-2 VOLTS DOC 


Ef =6.3 VOLTS AC 


a 
° 
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FREQUENCY IN MEGACYCLES PER SECOND 


Fig. 9—Average input conductance vs. frequency for six 6AKS5 tubes—courtesy ¢ 
Naval Research Laboratory. 


4. NoISE 


Although it may be possible to employ enough stages of IF amplificatio: 
to provide the necessary gain and band-width we may still have a relatively 
insensitive receiver for weak signals. This comes about because there are 
inherent electrical disturbances in vacuum tubes and passive networks which 
give rise to random voltages. Since these disturbances may be of the order 
of the strength of the signal, they must be kept to a minimum in order te 
maintain a high signal-to-noise ratio. In a receiving system in which 
RF amplification is used ahead of the first detéctor, the signal-to-noise ratic 
is limited to a large extent by the noisiness of the first detector and the first 
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IF tube. The noise performance of the first IF stage will be discussed in 
some detail.** 
A convenient method of expressing the departure from ideal performance 
is the use of the ‘“‘noise figure” proposed by Friis.6 The noise figure of a 
network or amplifier may be defined as follows: 


_ Available output noise power 15 
NF = ERTS Seapets se terhacttel (15) 


where G is the “available gain” which is defined as the ratio of the available 
signal power at the output terminals of the network or amplifier to the 
available signal power at the terminals of the signal generator. ATAf is 
the available noise power from a passive resistance, where K is Boltzmann’s 
constant, J is absolute temperature and Af is the incremental bandwidth. 
This follows from consideration of a noise generator of resistance Ro working 
into a load resistance Ry. This is the condition for maximum power into 
the load, half of the noise voltage appearing across the source and half 
across the load. The open-circuit noise voltage appearing across the 
terminals of a resistance Ro is 


VPS ART RA o3.xe eoanehioisitasens (16) 

The noise power delivered to the load by the source resistance will be 
V? 

ce St TAS sce ee eae 17 

P= | RB KTAf (17) 


If there were no source of noise other than that of the resistance of the signal 
source itself, the noise figure would be unity. If the signal source works 
directly into a matched load resistance at the same témperature, the noise 
figure is 2 since the available output noise power is KTAf and the available 
gain is one-half. 

The importance of the noise figure of the radar receiver is obvious since a 
reduction in the noise figure is equivalent to the same percentage increase in 
transmitter power. In recent radar systems the noise arising in the first IF 
stage constituted a substantial part of the total receiver noise. 

If the first IF tube provides at least 15 db gain, noise introduced by its 
plate load impedance, and by anyother sources in the rest of the amplifier, 
is usually negligible. The departure of the noise figure of the IF amplifier 
from unity is then due to noise arising in the first tube and in its input 
circuit. 

In the very high frequency (VHF) range, essentially all of the noise arising 

** It will be assumed in all of the discussion about noise that there is no noise due to 
flicker effect, emission of positive ions, microphonics, sputter, ionization, secondary emis- 


sion, or reflection ot electrons from charged insulators. 
* “Noise Figure of Radio Receivers,” H. T. Friis, J. R. E. Proceedings, July 1944. 
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in the tube itself is due to random fluctuations in the emission of electrons 
from the cathode. Fora parallel plane diode in a circuit such as that show: 
in Fig. 10(a), the mean square noise current is’ 


it = WehAf..............0.0000.-. (ls 


where ¢ is the electronic charge, J; is the d-c cathode current, Af is the 
incremental bandwidth, and I is a factor which takes into account tix 
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Fig. 10a—Diode, negligible circuit i ce. 
ig. 1Ob—Pentode, negligible circuit im ce. 
Fig. 10c—Pentode, impedance in grid circuit. 


“cushioning effect” of space charge. For anode-cathode spacings and 
operating conditions such that the transit time is not too large a faction a 
the period of the frequency involved, I is of the order of 0.20 when the 
zero-field emission is several times larger than J,. Under temperature- 
limited conditions I is unity. That is, under favorable space-charge 
limited conditions, the fluctuation noise component in J; is only about 20°; 
of the value for the same cathode current under temperature-limited condi- 
tions. Although the introduction of grids between the cathode and anode 


7 “Fluctuations in Space-Charge-Limited Currents at Moderately High Frequences, 
B. J. Thompson, D. O. North, W. A. Harris, R. C. A. Review, October 1940, Vol. 5, p. 244. 
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of the simple diode complicates the noise problem, the factor I remains of 
great importance. It is therefore desirable to control the tube processing 
in manufacture so as to insure adequate available emission in every tube. 
An “activity test” is made on completed tubes for this purpose. This test 
consists of reducing the heater voltage by an arbitrary amount (usually 10%) 
and observing the change in‘one of the tube characteristics which is sensitive 
to changes in available emission. The characteristic used for tubes like 
the 717A and 6AKS is the transconductance. If the transconductance de- 
creases by more than about 20% for a 10% reduction in heater voltage, 
with the other operating voltages held constant, insufficient available emis- 
sion is indicated and L is higher than for more “active” tubes. 

In the case of a pentode with negligible impedance in each of its leads, as 
shown in Fig. 10(b), the fluctuation in the cathode current is the same as 
that given in equation (18), but the noise component in the plate lead is 
larger. Thompson, North, and Harris’ showed that it can be written as 


2 
a 2elpaj| P22 + Ta generates (19) 
k 


where J, is the d-c plate current and J is the d-c screen current. It was 
mentioned above that I’ can be made as low as 0.20 by providing adequate 
available emission. From the design standpoint, equation (19) also shows 
that the screen current should be as small as possible. For normal operat- 
ing conditions in a pentode, the screen current is influenced by the screening 
fraction (fraction of area blocked off by grid wires) of the screen grid and 
by the amount of space current turned back to the screen in the screen-plate 
region. The way to get a minimum screening fraction and still obtain the 
desired function of the screen grid of reducing the plate-grid capacitance is 
‘o use wire of as small diameter as possible. The presence of asuppressor 
grid, at cathode potential, placed between the screen and the plate to pre- 
vent interchange of secondary electrons, causes a certain proportion of the 
space current which would otherwise go to the plate to be turned back to the 
screen. Here again, this effect is minimized by using as fine wire as possible 
for the suppressor grid. It was pointed out in an earlier section that fine 
wires are desired for the control grid. The ideal for each of the three grids in 
an IF pentode would be a conducting plane which offers no resistance to 
the passage of electrons other than the influence of its potential. 

When impedances are connected in the various leads of a pentode the 
noise components discussed above will, in general, be different due to the 
influence of fluctuation voltages developed between the elements of the tube. 
In particular it is found experimentally in the VHF range of frequencies 
that when an impedance Z is introduced between the grid and cathode, as 
shown in Fig. 10(c), the noise component in the plate lead rises more than 
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would be expected due to thermal noise from Z, because of the effect of grid 
noise. North and Ferris® showed that the grid noise can be taken into 
account by assuming that the input resistance of the tube is aresistance 
noise source whose absolute temperature is about 4.8 times ambient, if the 
input loading is due to transit time effects alone. One consequence of this 
input loading is that at high frequencies the best signal-to-noise ratio i 
usually obtained with an input circuit of lower impedance than that which 
would be used at low frequencies. 

Actually, as was brought out in an earlier section, the loading in tubes 
like the 6AKS is probably due largely to lead inductances between the active 
tube elements and the external circuit components up to a few hundred 
megacycles. According to Pierce® the effect of the cathode lead inductane 
feedback is to reduce the signal component in the output current whik 
leaving the noise current due to screen interception noise unaffected. Input 
loading may be a limiting factor in tubes like the 717A and 6AK5 when the 
frequency is of the order of 100 mc or higher, both because of its effect oc 
gain in some cases and because of its adverse effect on the signal-to-noise 
ratio for early stage use. There is good evidence that the 6AKS structure 
would be useful at much higher frequencies than is the case at present if the 
circuit connections to the tube elements were improved by more advar 
tageous mounting of the structure and the use of more suitable sockets of 
external connectors. 

Noise measurements made by a number of workers at Bell Telephox 
Laboratories” indicate that an average noise figure of about 2.8 can be 
obtained with the 6AK5 at a midband frequency of 60 mc, with a well 
designed input circuit, and bandwidths up to 10 mc. At a mid-band fre 
quency of 30 mc the noise figure is about 2.4. At 100 mc it is about 3.6. 


5. DESCRIPTION OF THE DESIGN OF THE WESTERN ELEctTrRIcC 6AK5 Tuse 


In order that the reader may have a full appreciation of the dimension: 
and other requirements of design to meet the characteristics discussed 
above, a detailed description of the 6AKS tube follows. 

5.1 Mechanical Description 

The 6AKS5 tube is an indirectly heated cathode type pentode employing 
the 7-pin button stem and the T-5-1/2 size miniature bulb. The outlux 
dimensions are shown in Fig. 11. A photograph of a mount ready to lk 
sealed into a bulb is shown in Fig. 12. Figure 13 is a photograph of a 
transverse section through the tube at the middle of the structure in a plan 

§ “Fluctuations Induced in Vacuum’ Tube Grids at High Frequencies,” D. O. North 
and W. R. Ferris, J. R. E. Proceedings, Vol. 29, No. 2, February 1941. 


® re ne Technical Memorandum, J. R. Pierce. 
10S. E. Miller, V. C. Rideout, R. S. Julian. 
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parallel to the stem or r “base” of the ‘tube <The magniication in Fg ¥ 
as. reproduced i is about 514 times. - 


The heater isa conventional folded type ais eight legs . cated trngsien . 
wire. - The wire diameter is 0.0014 inches and the unfolded length i is 3inches 
The insulating fete consists of fired aluminum nekte. and: is s about OE 


ee = Phe inihode: is ot él crosekectinn: wah he contours s the longer Side 
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Fig. 13—Transverse section of GAKS tube (5)4 tishes: 


| cross-section of the cathode sleeve is 0. 048 Sack The minor axis is 5 (005 


i é inch. The length af the sleeve i is 0. 47 inch and it is coated over a centralines 
3 Section: which extends 0.28 inch along its length. The coating i is the usus 
mixture of oxides of barium, calcium, and strontium. Before the tube: 5 


processed, the coating cent is aha 0. 002 inch. After Processing a 


i eben 0.001 inch thick. — 


"The grids are oval-shaped aad’: are Senta weitly sient diameterwits © . 
“The: control-grid and the screen-grid. lateral wires, are 0.001 inch diametts 
‘tungsten. The suppressor-grid lateral wires are 0.002 inch diame 
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The plate has a rectangular transverse cross-section and is made of 0.005 
inch thickness carbonized nickel. The carbonization increases the thermal 
emissivity of the plate surface so that a reasonable amount of power dissipa- 
tion in the plate can be tolerated. 

The end shields are made of nickel-plated iron. The reason for using this 
material instead of nickel, as is more often the case, is to prevent overheating 
of these shields during the exhaust process. At the temperatures used, the 
iron shields pick up less energy in the induction field during the out-gassing 
of the plate than do nickel shields. The function of the end shields is to 
minimize the stray capacitance between the plate and the control grid. 

The insulators or spacers which hold the tube elements in proper disposi- 
tion with respect to each other are of high grade mica. They are coated with 
magnesium oxide to minimize surface leakage effects. 

The getter, which can be seen at the top of the structure in Fig. 12, con- 
tains barium which is flashed onto the inside surface of the bulb at the end 
of the exhaust process in order to take up residual gas evolving from the 
parts of the tube during operation. 

Although the individual parts are extremely small and fragile, the com- 
pleted tube is surprisingly rugged. The short supporting wires in the stem 
and the support provided by the bulb-contacting top insulator result in 
the stem, bulb, and mount structure being a relatively rigid unit. The 
small parts assembled into the mount are very light in weight and therefore 
exert relatively small forces on their supporting members under conditions 
of mechanical shock. Shock tests performed at the Naval Research Labora- 
tory and at the Bell Laboratories show that the 6AK5 tube stands up 
satisfactorily under a steady vibration of rms acceleration 2.5 times gravity 
and withstands 1 millisecond shocks of over 300 times gravity. 

The most important single geometrical factor in the tube is the spacing 
between the cathode and the control grid. In the 6AKS tube this clearance 
is 0.0035 inch after processing. Before processing it is 0.0025 inch. The 
manufacturing difficulties involved in assembling the structure and main- 
taining such small clearances are obviously very great. However, as was 
seen from the discussion above, this close spacing is essential in order to 
obtain the desired high-frequency performance. 

It can be observed that the close mounting of the structure on the stem 
provides very short lead lengths between the tube elements and the external 
pins. This is of importance at frequencies where the inductances of the lead 
wires become comparable in magnitude to the circuit reactances. 

5.2 Low Frequency Electrical Charatceristics 

The usual static characteristics are shown by the curves in Fig. 14. The 

ratings, nominal characteristics, and cold capacitances are given in Table IZ. 
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5.3 Fixed Tuning 
It is highly desirable to design the IF amplifier with fixed tuning in order 
to minimize the number of adjustments that need to be made when tubes 
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Fig. 14—Average 6AKS characteristics. 


are changed. The difficulty immediately arises that, since the tube capac- 
tances are usually a large fraction of the total shunt capacitance of each 
coupling network, the variations in capacitance from one tube to another 
become very important. It is essential that, after the amplifier is lined up 
at the factory with standard tubes, any stock tubes taken at random shail 
give satisfactory performance in the amplifier. This requires close control 
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of the capacitances. Not only must the capacitances be held within the 
limits of the test specification, but the product averages must be kept close 
to the design center values particularly in the cases of the input and output 
capacitances. 


TABLE IT 
HEATER RATING 
Heater voltage............0 00. ccc cece cece eee ..... 6.3 volts, a-c or d-c 
Nominal heater current............ 00.0. c cece eee tenn ees 0.175 ampere 
Maximum Ratings (Design-center values) 
Maximum plate voltage.............. 0.00. cece eee eee eee 180 volts 
Maximum screen voltage...........0.000. 000 ce cu cece eee eaes 140 volts 
Maximum plate dissipation..............0.0.0.0.. 00 cece eens 1.7 watts 
Maximum screen dissipation................ 0.00.00 eee eneeee 0.5 watt 
Maximum cathode current...............0 2.0.0.0. cece eee ees 18 milliamperes 
Maximum heater-cathode voltage................... 000 e ecu 90 volts 
Maximum bulb temperature.............. 0.00000 c cece eee 120°C 
OPERATING CONDITIONS AND CHARACTERISTICS 
Plate voltage.......... 0.2 ccc ccc cece eens 120 150 180 volts 
Screen voltage.........0...0. 00.00. c ccc eens 120 140 120 volts 
Cathode-bias resistor...................... ... 200 330 200 ohms 
Plate Currents 2s ccnsocaicnoni sees sceeoe$css 7.5 7.0 7.7 milliamperes 
Screen current...........0. 0.0002 e eee ice oBeo 2.2 2.4 milliamperes 
Amplification factor..................-..0-005 1700 1800 3500 
Plate resistance............0 0.00. c ee eee eee 0.34 0.42 0.69 megohms 
Transconductance. . . 53000 4300 = 5100 micromhos 
INTERELECTRODE CAPACITANCES (W ith JAN 1A No o. 314 shield connected to eines) 
Control grid to heater, cathode, screen grid and suppressor grid............ 3.90 ppl 
Plate: to Control 9nd is: 63s sp hcctvad eae 696 4h ha ene tekoam ae aea eres 0.01 ppf 
Plate to heater, cathode, screen grid and suppressor grid................... 2.85 ppt 


6. CONCLUSION 


The important factors to be considered in evaluating the suitability of a 
vacuum tube for broad band IF use in the VHF range are as follows: 
. Band merit 
Noise figure 
. Input conductance 
. Power consumption 
. Physical size 

6. Control of capacitances 

We have seen that the tube design features which make a tube good on 
the basis of these requirements are close grid-cathode spacing, fine grid wires, 
short lead wires, and small elements. An important consideration from the 
manufacturing standpoint is the control of cathode emission for low noise. 
It has been possible to extend the useful frequency range of conventional 
receiving tubes up through the VHF range and somewhat higher by this 
line of attack. 
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The 6AKS5 tube is an outgrowth of the many years of development in 
this general field by the Electronics group of the Bell Telephone Laboratories. 
Contributions to the success of the development have been made by chem- 
ists, physicists, mechanical engineers and electrical engineers too numerous 
to mention individually and to whom the author is indebted for much of the 
material presented. 
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Radar Antennas 
By H. T. FRIIS and W. D. LEWIS 


INTRODUCTION 


ADAR proved to be one of the most important technical achieve- 

ments of World War II. It has many sources, some as far back 
as the nineteenth century, yet its rapid wartime growth was the result 
of military necessity. This development will continue, for radar has 
increasing applications in a peacetime world. 

In this paper we will discuss an indispensable part of radar—the 
antenna. In a radar system the antenna function is two-fold. It 
both projects into space each transmitted radar pulse, and collects from 
space each received reflected signal. Usually but not always a single 
antenna performs both functions. 

The effectiveness of a radar is influenced decisively by the nature and 
quality of its antenna. The greatest range at which the radar can de- 
tect a target, the accuracy with which the direction to the target can be 
determined and the degree with which the target can be discriminated 
from its background or other targets all depend to a large extent on 
electrical properties of the antenna. The angular sector which the 
antenna can mechanically or electrically scan is the sector from which 
the radar can provide information. The scanning rate determines the 
frequency with which a tactical or navigational situation can be ex- 
amined. 
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Radar antennas are as numerous in kind as radars. The unique 
character and particular functions of a radar are often most clearly 
evident in the design of its antenna. Antennas must be designed for 
viewing planes from the ground, the ground from planes and planes 
from other planes. They must see ships from the shore, from the air, 
from other ships, and from submarines. In modern warfare any 
tactical situation may require one or several radars and each radar must 
have one or more antennas. 

Radar waves are almost exclusively in the centimeter or microwave 
region, yet even the basic microwave techniques are relatively new to 
the radio art. Radar demanded antenna gains and directivities far 
greater than those previously employed. Special military situations 
required antennas with beam shapes and scanning characteristics never 
imagined by communication engineers. 

It is natural that war should have turned our efforts so strongly m 
the direction of radar. But that these efforts were so richly and quickly 
rewarded was due in large part to the firm technical foundations that 
had been laid in the period immediately preceeding the war. When, 
for the common good, all privately held technical information was 
poured into one pool, all ingredients of radar, and of radar antennas in 
particular, were found to be present. 

A significant contribution of the Bell System to this fund of technical 
knowledge was its familiarity with microwave techniques. Though 
Hertz himself had performed radio experiments in the present micro- 
wave region, continuous wave techniques remained for decades at longer 
wavelengths. However, because of its interest in new communication 
channels and broader bands the Bell System has throughout the past 
thirty years vigorously pushed continuous wave techniques toward the 
direction of shorter waves. By the middle nineteen-thirties members 
of the Radio Research Department of the Bell Laboratories were work- 
ing within the centimeter region. 

Several aspects of this research and development appear now as 
particularly important. In the first place it is obvious that knowledge 
of how to generate and transmit microwaves is an essential factor in 
radar. Many lower frequency oscillator and transmission line tech- 
niques are inapplicable in the microwave region. The Bell Laboratories 
has been constantly concerned with the development of generators 
which would work at higher and higher frequencies. Its broad famil- 
iarity with coaxial cable problems and in particular its pioneering work 
with waveguides provided the answers to many radar antenna problems. 

Another telling factor was the emphasis placed upon measurement. 
Only through measurements can the planners and designers of equip- 
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ment hope to evaluate performance, to chose between alternatives or to 
see the directions of improvement. Measuring techniques employing 
double detection receivers and intermediate frequency amplifiers had 
long been in use at the Holmdel Radio Laboratory. By employing 
these techniques radar engineers were able to make more sensitive and 
accurate measurements than would have been possible with single de- 
tection. 

Antennas are as old as radio. Radar antennas though different in 
form are identical in principle with those used by Hertz and Marconi. 
Consequently experience with communication antennas provided a 
valuable background for radar antenna design. As an example of the 
importance of this background it can be recalled that a series of experi- 


Fig. 1—An Electromagnetic Horn. 


ments with short wave antennas for Transatlantic radio telephone . 
service had culminated in 1936 in a scanning array of rhombic antennas. 
The essential principles of this array were later applied to shipborne 
fire control antenna which was remarkable and valuable because of the 
early date at which it incorporated modern rapid scanning features. 

In addition to the antenna arts which arose directly out of communi- 
cation problems at lower frequencies some research specifically on micro- 
wave antennas was under way before the war. Early workers in wave- 
guides noticed that an open ended waveguide will radiate directly into 
space. It is not surprising therefore that these workers developed the 
electromagnetic horn, which is essentially a waveguide tapered out to 
an aperture (Fig. 1). 

One of the first used and simplest radio antennas is the dipole (Fig. 
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2). Current oscillating in the dipole generates electromagnetic waves 
which travel out with the velocity of light. A single dipole is fairly 
non-directive and consequently produces a relatively weak field at 
a distance. When the wave-length is short the field of a dipole in a 


nl a 


Fig. 2—A Microwave Dipole. 





Fig. 3—A Dipole Fed Paraboloid. 


chosen direction can be increased many times by introducing a re- 
flector which directs or ‘focusses’ the energy. 

In communication antennas the focussing reflector is most com- 
monly a reflecting wire array. Even atan early date in radar the wave 
length was so short that ‘optical’ reflectors could be used. These were 
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sometimes paraboloids similar to those used in searchlights (Fig. 3). 
Sometimes they were parabolic cylinders as in the Mark III, an early 
shipborne fire control radar developed at the Whippany Radio Labora- 
tory. 

From these relatively simple roots, the communication antenna, the 
electromagnetic horn and the optical reflector, radar antennas were 
developed tremendously during the war. That this development in 
the Bell Laboratories was so well able to meet demands placed on it was 
due in large part to the solid foundation of experience possessed by the 
Research and Development groups of the Laboratories. Free inter- 
change of individuals and information between the Laboratories and 
other groups, both in the United States and Great Britain, also con- 
tributed greatly to the success of radar antenna development. 

Because of its accelerated wartime expansion the present radar an- 
tenna field is immense. It is still growing. It would be impossible 
for any single individual or group to master all details of this field, yet 
its broad outline can be grasped without difficulty. 

The purpose of this paper 1s two-fold, both to provide a general dis- 
cussion of radar antennas and to summarize the results of radar antenna 
research and development at the Bell Laboratories. Part I is a dis- 
cussion of the basic electrical principles which concern radar antennas. 
In Part II we will outline the most common methods of radar antenna 
construction. Practical military antennas developed by the Bell 
Laboratories will be described in Part ITI. 

The reader who is interested in general familiarity with the over all re- 
sult rather than with technical features of design may proceed directly 
from this part to Part ITI. 


PART I 
ELECTRICAL PRINCIPLES 


1. GENERAL 


Radar antenna design depends basically on the same broad principles 
which underlie any other engineering design. The radar antenna designer 
can afford to neglect no aspect of his problem which has a bearing on the 
final product. Mechanical, chemical, and manufacturing considerations 
are among those which must be taken into account. | 

It is the electrical character of the antenna, however, which is connected 
most directly with the radar performance. In addition it is through atten- 
tion to the electrical design problems that the greatest number of novel 
antennas have been introduced and it is from the electrical viewpoint that 
the new techniques can best be understood. 

An antenna is an electromagnetic device and as such can be understood 
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through the application of electromagnetic theory. Maxwell’s equations 
provide a general and accurate foundation for antenna theory. They are 
the governing authority to which the antenna designer may refer directly 
when problems of a fundamental or baffling nature must be solved. 

It is usually impracticable to obtain theoretically exact and simple solu- 
tions to useful antenna problems by applying Maxwell’s Equations directly. 
We can, however, use them to derive simpler useful theories. These 
theories provide us with powerful analytical tools. 

Lumped circuit theory is a tool of this sort which is of immense practical 
importance to electrical and radio engineers. As the frequency becomes 
higher the approximations on which lumped circuit theory is based become 
inaccurate and engineers find that they must consider distributed in- 
ductances and capacitances. The realm of transmission line theory has 
been invaded. 

Transmission line theory is of the utmost importance in radar antenna 
design. In the first place the microwave energy must be brought to the 
antenna terminals over a transmission line. This feed line is usually a 
coaxial or a wave-guide. It must not break down under the voltage which 
accompanies a transmitted pulse. It must be as nearly lossless and reflec- 
tionless as possible and it must be matched properly to the antenna terminals. 

The importance of a good understanding of transmission line theory does 
not end at the antenna terminals. In any antenna the energy to be trans- 
mitted must be distributed in the antenna structure in such a way that the 
desired radiation characteristics will be obtained. This may be done with 
transmission lines, in which case the importance of transmission line theory 
is obvious. It may be done by ‘optical’ methods. If so, certain trans 
mission line concepts and methods will still be useful. 

While it is true that transmission line theory is important it is not nec- 
essary to give a treatment of it in this paper. Adequate theoretical dis 
cussions can be found elsewhere in several sources.! It is enough at this 
point to indicate the need for a practical understanding of transmission line 
principles, a need which will be particularly evident in Part II, Methods 
of Antenna Construction. 

We may, if we like, think of the whole radar transmission problem in 
terms of transmission line theory. The antenna then appears as a trans 
former between the feed line and transmission modes in free space. We 
cannot, however, apply this picture to details with much effectiveness unless 
we have some understanding of radiation. 

In the sections to follow we shall deal with some theoretical aspects of 
radiation. We shall begin with a discussion of fundamental transmission 

See, for example, S. A. Schelkunoff, Electromagnetic Waves, D. Van Nostrand Co . 


Inc., 1943, in particular, Chapters VII and VIII, or F. E. Terman, Radio Engineer's Hane - 
book, McGraw-Hill Book Co., Inc., 1943, Section 3. 
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principles. This discussion is applicable to all antennas regardless of how 
they are made or used. When applied to radar antennas it deals chiefly 
with those properties of the antenna which affect the radar range. 

Almost all microwave radar antennas are large when measured in wave- 
lengths. When used as transmitting antennas they produce desired radia- 
tion characteristics by distributing the transmitted energy over an area or 
‘wave front’. The relationships between the phase and amplitude of elec- 
trical intensity in this wave front and the radiation characteristics of the 
antenna are predicted by wave front analysts. Wave front analysis is 
essentially the optical theory of diffraction. Although approximate it 
applies excellently to the majority of radar antenna radiation problems. 
We shall discuss wave front analysis in Section 3. 


2. TRANSMISSION PRINCIPLES 


2.1 Gain and Effective Area of an Antenna 


An extremely important property of any radar antenna is its ability to 
project a signal to a distant target. The gain of the antenna is a number 
which provides a quantitative measure of this ability. Another important 
property of a radar antenna is its ability to collect reflected power which 
is returning from a distant target. The effective area of the antenna is a 
quantitative measure of this ability. In this section these two quantities 
will be defined, and a simple relation between them will be derived. Their 
importance to radar range will be established. 

Definition of Gain. When power is fed into the terminals of an antenna 
some of it will be lost in heat and some will be radiated. The gain G of 
the antenna can be defined as the ratio 


G = P/Po (1) 


where P is the power flow per unit area in the plane linearly polarized elec” 
tromagnetic wave which the antenna causes in a distant region usually in 
the direction of maximum radiation and Po is the power flow per unit area 
which would have been produced if all the power fed into the terminals 
had been radiated equally in all directions in space. 

Definition of Effective Area. When a plane linearly polarized electromag- 
netic wave is incident on the receiving antenna, received power Pe» will be 
available at the terminals of the antenna. The effective area of the antenna 
is defined, by the equation 


A = P;/P’ (2) 


where P” is the power per unit area in the incident wave. In other words 
the received power is equal to the power flow through an area that is equal 
to the effective area of the antenna. 
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2.2 Relationship between Gain and Effective Area 


Figure 4 shows a radio circuit in free space made up of a transmittin; 
antenna JT and a receiving antenna R. If the transmitted power Pr ba 


TRANSMIT TING RECEIV ‘. 
ANTENNA ANTENNA 


—e tig F 
a | : | 
P+ Pp 
Fig. 4—Radio Circuit in Free Space. 


been radiated equally in all directions, the power flow per unit area at th 
receiving antenna would be 





1 
P = P T And? (3 
Definition (1) gives, therefore, for the power flow per unit area at the 
receiving antenna 
PrGr 
nen 4nd? ( 
and definition (2) gives for the received power 
_ _ PrGrAr . 
Pr = PAp = ha (3 


From the law of reciprocity it follows that the same power is transferred 
the transmitting and receiving roles are reversed. By (5) it is thus eviden! 
that 


Gr A zr = Gr A T 
or 

Gr/Ar = Gr/Ar (6 
Equation (6) shows that the ratio of the gain and effective area has tt 
same constant value for all antennas at a given frequency. It is necessary. 
therefore, to calculate this ratio only for a simple and well known antenn 
such as a small dipole or uniform current element. 
2.3 The RattoG/A for a Small Current Element 


In Fig. 5 are given formulas’ in M.K.S. units for the free space radiatiot 
from a small current element with no heat loss. We have assumed thi: 


2 See S. A. Schelkunoff, Electromagnetic Waves, D. Van Nostrand Co., Inc., 1943, p. 13 
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CURRENT ELEMENT 
(LENGTH 2METERS) -——> 
(L<< A) 


FOR r >> A? 

1e 1p AMPERES 
MAGNETIC INTENSITY = Ho =laane A 5IN6 “METER. (1) 
ELECTRIC INTENSITY = Eg = 120THg arr (2) 
POWER FLOW =P = \HeEQ| = son [4l'sin2a een? (3) 
P 1S MAXIMUM FOR @=90° 46, Pyax aon [EE]° rare (4) 


POWER FLOW ACROSS SPHERE OF RADIUS r OR 


ww 1g 2 
TOTAL RADIATION = W - [Pane SIN @ rde = 80? [se] WATTS (5) 
0 





2 
Ww 
RADIATION RESISTANCE = Raa ™ 72 = son? (+) OHMS (6) 
3 WATTS 
BY (4) AND (5): Puax* Sar2™ WeTeR? (7) 


Fig. 5—Free Space Radiation from a Small Current Element with Uniform Current 
I Amperes over its Entire Length. 


this element is centered at the origin of a rectangular coordinate system 
and that it lies along the Z axis. At a large distance r from the element 
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the maximum power flow per unit area occurs in a direction normal to it and 
is given by 


SW watts 
8xr* meter? 


where W is the total radiated power. If W had been radiated equally 
in all directions the power flow per unit area would be 


(7) 


Pus = 


W watts 
Her 4xr* meters? 8 
It follows that the gain of the small current element is 


Pax 
oe 1 9 
Gaiop1 Pr 1.5 (9) 
The effective area of the dipole will now be calculated. When it is used 
to receive a plane linearly polarized electromagnetic wave, the available 
output power is equal to the induced voltage squared divided by four times 
the radiation resistance. Thus 


_ EF 


where £ is the effective value of the electric field of the wave, ¢ is the length 
of the current element and Rrag is the radiation resistance of the current 
80x°t* 
2 
flow per unit area is equal to the electric field squared divided by the im- 


element. From Fig. 5 we see that Rra = 





ohms. Since the power 


FE 
pedance of free space, in other words Py) = 1202 *¢ have 


Pr 3x7 2 
mele = — = — ] 
Adipol P, 85 meter (11) 


We combine formulas (9) and (11) to find that 
Gai pole 4x 


Aaipole 





Since, as proved in 2.2 this ratio is the same for all antennas, it follows that 
for any antenna 


aS 
a 


(12) 


m1 
I 
>| 
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2.4 The General Transmission Formula 

Transmission loss between transmitter and receiver through the radio 
circuit shown in Fig. 4 was given by equation (5). By substituting the 
relation (12) into (5) we can obtain the simple free space transmission 
formula: 


ArAg 
Pp = Per 2d? watts (13) 


Although this formula applies to free space only it is believed to be as useful 
in radio engineering as Ohm’s law is in circuit engineering. 
2.5 The Reradiation Formula 


One further relation, the radar reflection formula is of particular interést. 
Consider the situation illustrated in Fig. 6. Let Pr be the power radiated 





REFLECTING OBJECT 
(Ag=PROJECTED AREA IN 


DIR 
RADAR ECTION OF RADAR) 


Pr 


——— 
: i ee See 
gut 


Ar,Gr 


Fig. 6—Radar with Separate Receiving and Transmitting Antennas. 


from an antenna with effective area A 7, Ag the area of a reflecting object at 
distance d from the antenna and Px the power received by an antenna of 





effective area Az. By equation (13) the power striking Ag is —— . if 
this power were reradiated equally in all directions the reflected power flow 


PrArAg 
4nd‘y? 
is larger toward the receiving antenna, the power flow per unit area there is 





at the receiving antenna would be but since the average reradiation 





PrArAg 
usually K ed? where K > 1. It follows from (2) that 
_  PrArArAs 
Pr=K ar (14) 


Formula (14) shows clearly why the use of large and efficient antennas will 
greatly increase the radar range. 
Formula (14) applies to free space only. Application to other conditions 
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may require corrections for the effect of the “ground”, and for the effect 
of the transmission medium, which are beyond the scope of this paper. 


2.6 The Plane, Linearly Polarized Electromagnetic Wave 


In the foregoing sections we have referred several times to ‘plane, linearly 
polarized electromagnetic waves’. These waves occur so commonly in 
antenna theory and practice that it is worth while to discuss them further 
here. 

Some properties of linearly polarized, plane electromagnetic waves are 
illustrated in Fig. 7. At any point in the wave there is an electric field and 
a magnetic field. These fields are vectorial in nature and are at right 
angles to each other and to the direction of propagation. It is customary 
to give the magnitude of the electric field only. 

If we use the M.K.S. system of units the magnitudes of the fields are 
expressed in familiar units. Electric intensity appears as volts per meter 
and magnetic intensity as amperes per meter. The ratio of electric to 
magnetic intensity has a value of 120x or about 377 ohms. This is the 
‘impedance’ of free space. The power flow per unit area is expressed in 
watts per square meter. We see, therefore, that the electromagnetic wave 
is a means for carrying energy not entirely unlike a familiar two wire line 
or a coaxial cable. 

Electromagnetic waves are generated when oscillating currents flow in 
conductors. We could generate a plane linearly polarized electromagnetic 
wave with a uniphase current sheet consisting of a network of fine wires 
backed up with a conducting reflector as shown in Fig. 7. This wave could 
be absorbed by a plane resistance sheet with a resistivity of 377 ohms, also 
backed up by a conducting sheet. The perfectly conducting reflecting 
sheets put infinite impedances in parallel with the current sheet and the 
resistance sheet, since each of these reflecting sheets has a zero impedance 
at a spacing of a quarter wavelength. 

A perfectly plane electromagnetic wave can exist only under certain ideal 
conditions. It must be either infinite in extent or bounded appropriately 
by perfect electric and magnetic conductors. Nevertheless thinking in 
terms of plane electromagnetic waves is common and extremely useful. In 
the first place the waves produced over a small region at a great distance 
from any radiator are essentially plane. Arguments concerning receiving 
antennas therefore generally assume that the incident waves are plane. In 
the second place an antenna which has dimensions of many wavelengths can 
be analyzed with considerable profit on the basis of the assumption that it 
transmits by producing a nearly plane electromagnetic wave across its 
aperture. This method of analysis can be applied to the majority of micro- 
wave radar antennas, and will be discussed in the following sections. 
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3. WAVE FRONT ANALYSIS 


The fundamental design question is ‘“How to get what we want?” In 
a radar antenna we want specified radiation characteristics; gain, pattern 
and polarization. Electromagnetic theory tells us that if all electric and 
magnetic currents in an antenna are known its radiation characteristics 
may be derived with the help of Maxwell’s Equations. However, the es- 
sence of electromagnetic theory insofar as it is of use to the radar antenna 
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Fig. 7—Linearly Polarized Plane Electromagnetic Waves. 


designer can usually be expressed in a simpler, more easily visualized and 
thus more useful form. This simpler method we call wave front analysis. 

In a transmitting microwave antenna the power to be radiated is used to 
produce currents in antenna elements which are distributed in space. This 
distribution is usually over an area, it may be discrete as with a dipole array 
or it may be continuous as in an electromagnetic horn or paraboloid. These 
currents generate an advancing electromagnetic wave over the aperture of 
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theantenna. The amplitude, phase and polarization of the electric intensity 
in portions of the wave are determined by the currents in the antenna and 
thus by the details of the antenna structure. This advancing wave can be 
called the ‘wave front’ of the antenna. 

When the wave front of an antenna is known its radiation characteristics 
may be calculated. Each portion of the wave front can be regarded asa 
secondary or ‘Huygens’ source of known electric intensity, phase and polari- 
zation. At any other point in space the electric intensity, phase and polar 
zation due to a Huygens source can be obtained through a simple expression 
given in the next section. The radiation characteristics of the antenna can 
be found by adding or integrating the effects due to all Huygens sources of 
the wave front. 

This procedure is based on the assumption that the antenna is transmit 
ting. A basic law of reciprocity assures us that the receiving gain and radis- 
tion characteristics of the antenna will be identical with the transmitting 
ones when only linear elements are involved. 

This resolution of an antenna wave front into an array of secondary 
sources can be justified within certain limitations on the basis of the induc- 
tion theorem of electromagnetic theory.’ These limitations are discussed in 
a qualitative way in section 3.13. 


3.1 The Huygens Source 


Consider an elementary Huygens source of electric intensity E» polarized 
parallel to the X axis with area dS in the XY plane (Fig. 8). This can be 
thought of as an element of area dS of a wave front of a linearly polarized 
plane electromagnetic wave which is advancing in the positive s direction.’ 
From Maxwell’s Equations we can determine the field at any point of space 
due to this Huygens Source. The components of electric field, are found 
to be 


E, = 0 

_ 3: EygdS —{(2e/X)r 
ate (1 + cos 6) cos @ a3) 
Ey = -—1 Eds e "7 (1 4. cos 8) sin 


2Ar 


where dX is the wavelength. 

We see at once that this represents a vector whose absolute magnitude 
at all points of space is given by 
EydS 
“2Ar 
3S. A. Schelkunoff, Loc. Cit., Chap. 9. 


\E| = (1 + cos 6). (16) 
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Here — is an amplitude factor which depends on the wavelength, intensity 
and area of the elementary source and 1/r is an amplitude factor which 
specifies the variation of field with distance. (1 + cos 6) is an amplitude 
factor which shows that the directional pattern of the elementary source is a 
cardioid with maximum radiation in the direction of propagation and no 
radiation in the reverse direction. 


When we use the properties of the Huygens source in analyzing a micro- 
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Fig. 8—The Huygens Source. 


wave antenna we are usually concerned principally with radiation in or near 
the direction of propagation. For such radiation Equation 16 takes a par- 
ticularly simple form in Cartesian Coordinates 
. Eo dS ; 
Ey i = er"; By & 0; Ey 0. (17) 


This represents an electric vector nearly parallel to the electric vector of the 





source. The amplitude is given by the factor = and the phase by the 
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factor i e **"", With this equation as a basis we will now proceed to 


study some relevant matters concerning radar antennas. 


3.2 Gain and Effective Area of an Ideal Antenna 


On the basis of (17) we can now determine the gain of an ideal antenna of 
area S (S >’). This antenna is assumed to be free of heat loss and to 
transmit by generating an advancing wave which is uniform in phase and 
amplitude in the XY plane. Let the electric intensity in the wave front of 


| 


a 


AREA: S 


d — 


Fig. 9—An Ideal Antenna. 


the ideal antenna be Ey polarized parallel to the X axis (Fig.9). The trans- 
mitted power Pr is equal to the power flow through S and is given by 


P r= —_— 5S ° (18) 
ys 
At a point Q on the Z axis the electric intensity is obtained by adding the 


effects of all the Huygens sources in S. If the distance of Q from 0 is 9 
great that 


,=d+aA 
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where A is a negligibly small fraction of a wavelength for every point on S 
then we see from (17) that the electric vector at Q is given by 


E, = i eg heeld)r nai jetted Bos, E, os 0; E, = 0. (19) 
S Ar Ad 


The power flow per unit area at Q is therefore 


P, the power flow per unit area at Q when power is radiated isotropically 
from O is found by assuming that Pr is spread evenly over the surface of a 
sphere of radius d. 


ae 

4nd’ 
The gain of a lossless, uniphase, uniamplitude, linearly polarized antenna 
is, by the definition of equation 1, the ratio of 19 and 20. 


hs P mS P FO oe: 4rS 
C= e/a (21) 
It follows from 12 that the effective area of the ideal antenna is 
A=S5S (22) 


In other words in this ideal antenna the effective area is equal to the actual 
area. This is a result which might have been obtained by more direct 
arguments. 


Po (20) 





3.3 Gain and Effective Area of an Antenna with Aperture in a Plane and with 
Arbitrary Phase and Amplitude 


Let us consider an antenna with a wave front in the XY plane which has 
a known phase and amplitude variation. Let the electric intensity inthe 
wave front be 


E(x, y) = Eya(x, ye**™” (23) 


polarized parallel to the x axis. The radiated power is equal to the power 
flow through S and 1s given by 


_ ES] aXe, y) as 
240x 


P (24) 


rad 


The input power to the antenna is 
Pr = Pega 1 (25) 
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where L is a loss factor (<1). Ata point Q on the Z axis the electric inten- 
sity is obtained by adding the effects of all the Huygens sources in S. Ii 
OQ is as great as in the above derivation for the gain of an ideal antenna then 
we see from 17 that the electric intensity at Q is 


e! ( 





2n/A)d 
xq Ee | a(x, ye**" dS; E, =0;E,=0. (26) 


The power flow per unit area at Q is given by 


E, =1 


1 : r 
P= 5 |B, (21) 


and P» the power flow per unit area at Q when Pr is radiated isotropically 
is given by equation (3). 
The power gain of the antenna, by definition 1 is therefore 


(2 
2 i] a(x, yee» dS 
GaGa lB f Pe eel (8) 
0 


240 4nd’ ? 
aa | a’(x, y) dS 
8 








The gain expressed in dd is given by 
Ga = 10 logio G (29) 


We combine 12 and 28 to obtain 





2 
/ a(x, ye"**" dS 
‘ | 


[ a(x, y) dS 


A=L 


a formula for the effective area of the antenna. 


3.4 The Significance of the Pattern of a Radar Antenna 


The accuracy with which a radar can determine the directions to a target 
depends upon the beam widths of the radar antenna. The ability of the 
radar to separate a target from its background or distinguish it from other 
targets depends upon the beam widths and the minor lobes of the radar 
antenna. The efficiency with which the radar uses the available power to 
view a given region of space depends on the beam shape of the antenns. 
These quantities characterize the antenna pattern. In the following stc- 
tions means for the calculation of antenna patterns in terms of wave front 
theory will be developed, and some illustrations will be given. 
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3.5 Pattern in Terms of Antenna W ave Front 


If the relative phase and amplitude in a wave front are given by 
E(x, y) = a(x, ye? (31) 


the relative phase and amplitude at a distant point Q not necessarily on the 
Z axis (Fig. 10) in the important case where the angle QOZ between the 
direction of propagation and the direction to the point 1s small, is given from 
(17) by adding the contributions at Q due to all parts of the wave front. 
This gives 
Eg = = | et" (#2 ae, y) dS. (32) 
Ad Js 


ANTENNA WAVE 
FRONT 





Fig. 10—Geometry of Pattern Analysis. 


The quantity r in (32) is the distance from any point P with coordinates zx, 
y, O, in the XY, plane to the point Q (Fig. 10). Simple trigonometry shows 
that when OQ is very large 


r=d—xsina— ysin8g (33) 


where d is the distance OQ, a is the angle ZOQ’ between OZ and OQ’ the 
projection of OQ on the XZ plane and 8 is similarly the angle ZOQ”. The 
substitution of 33 into 32 gives 


i a (29/X)d 


fg 


ef 2a!) (zeinat ysinB) +49(z, y) a (x, y) dS. (34) 
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In most practical cases this equation can be simplified by the assumptions 
$(x, ) = o'(x) + O"() 
a(x, y) = a’(x)a”(y) 
from which it follows that 
| Eo| = F@)F(a)F@) (35 


where F(d) is an amplitude factor which does not depend on angle, 
F(a) a i eiltrld)zeinat id’ (2) a’ (x) dx (36; 


is a directional factor which depends only on the angle a and not on the angle 
6 or d, and F(8) similarly depends on 8 but not on aord. The pattern oi 
an antenna can be calculated with the help of the simple integrals as in 36. 
and illustrations of such calculations will be given in the following sections. 


3.6 Pattern of an Ideal Rectangular Antenna 


Let the wave front be that of an ideal rectangular antenna of dimensions 
a, 6; with linear polarization and uniform phase and amplitude. The dimen- 
sions a and 6 can be placed parallel to the X and Y axes respectively a: 
sketched in Fig. 9. Equation 36 then gives 








a/2 ; ‘ 
F(a) = [ fttrMasina gy g NY (37; 
—a/2 y 
where y = _ee ; 
r 
Similarly 
. / 
F(8) = b = (38 
wherey’ = 77s — B 


The pattern of the ideal rectangular aperture, in other words the distribution 
of electrical field in angle is thus given approximately by 


F(a)F(8) = ‘at ne . 9) 
sin y 


The function = is plotted in Fig. 11. It is perhaps the most usefu! 


function of antenna theory, not because ideal antennas as defined above are 
particularly desirable in practice but because they provide a simple stand- 
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ard with which more useful but more complex antennas can profitably be 
compared. 


3.7 Effect on Pattern of Amplitude Taper 


The =" pattern which results from an ideal wave front has undesirably 


high minor lobes for most radar applications. These minor lobes will be 
reduced if the wave front of constant amplitude is replaced by one which 
retains a constant phase but has a rounded or ‘tapered’ amplitude dis- 
tribution. 
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Fig. 11—Pattern of Ideal Rectangular Antenna. 


If such an amplitude taper is represented analytically by the function 
a(x) = C, + C2 cos ~ (40) 


then equation (36) is readily integrable. To integrate it we utilize the 
identity 
etiszie + g nate 

2 
upon which the integral becomes the sum of three simple integrals of the 
form 


AX 
cos -——- = 
a 





3 | 

a/2 sin 2 

[ e"dx =a (41) 
a/2 


LF 
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We therefore obtain 


sin v+3) sin (v - 3) 
F(a) = oC, 2 ¥ 4 o& ( 27 4 271 yy 


y FL +5) 9) 


The patterns resulting from two possible tapers are given by substi- 
tuting C, = 0, C; = 1 and C, = 1/3, C. = 2/3 in (42). These patterns are 


evidently calculable in terms of the known function —. They are plotted 
in Figs. 12 and 13. 
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Fig. 12—Pattern of Tapered Rectangular Antenna. 


It will be observed that minor lobe suppression through tapering is ob- 
tained at the expense of beam broadening. In addition to this the gains 
reduced by tapering, as could have been calculated from 28. These unde 
sirable effects must be contended with in any practical antenna design. 
The choice of taper must be made on the basis of the most desirable con- 
promise between the conflicting factors. 


3.8 Effect on Pattern of Linear Phase Variation 


If we assume a constant amplitude and a linear phase variation 


¢' (x) = —kix 
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over an aperture —a/2 < x < a/2 then 36 becomes a simple integral of 
the form (41) and we obtain 


sin y" ni mG ie 43 

F(a) =a yr where yp x Sin a > (43) 

The physical interpretation of (43) is simply that the pattern is closely 

similar to the pattern of an antenna with constant amplitude and uniform 
_ phase but rotated through an angle 6 where 
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Fig. 13—Pattern of Tapered Rectangular Antenna. 


Simple examination shows that the new direction of the radiation maximum 
is at right angles to a uniphase surface, as we would intuitively expect. This 
phenomenon has particular relevance to the design of scanning antennas. 


3.9 Effect on Pattern of Square Law Phase Vartation 
If we assume a constant amplitude and a square law phase variation 
d(x) = — 
over the aperture a/2 < x < a/2 then the substitution 
oe sin a 
i X+ r (44) 
Rs 2k 


t= 
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reduces (36) to the form 
2xr\2 
(= ) sin? 3 . | 
F(a) = te) sin? a/4k, / ix? dX (45; 
2 


Equation (45) can be evaluated with the help of Fresnel’s Integrals 


[ 00s X’ dX, [ sin xX* dx 


RELATIVE AMPLITUDE 





RELATIVE AMPLITUDE 


Fig. 14—Patterns of Rectangular Apertures with Square Law Phase Vanation. 


which are tabulated‘, or from Cornu’s Spiral which is a convenient graphia 
representation of the Fresnel Integrals. 

Typical computed patterns for apertures with square law phase variations 
are plotted in Fig. 14. These theoretical curves can be applied to the {ot 
lowing important practical problems. 

(1) The pattern of an electromagnetic horn. 

‘For numerical values of Fresnel’s Integrals and a plot of Cornu’s Spiral see Jabakt 


and Emde, Tables of Functions B. G. Teubner, Leipzig, 1933, or Dover Publications, New 
York City, 1943. 
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(2) The defocussing of a reflector or lens due to improper placing of the 

primary feed. 

(3) The defocussing of a zoned reflector or lens due to operation at a fre- 

quency off mid-band. 

In addition to providing distant patterns of apertures with curved wave 
fronts (44) provides theoretical ‘close in’ patterns of antennas with plane 
wave fronts. This arises from the simple fact that a plane aperture appears 
as a curved aperture to close in points. The degree of curvature depends 
on the distance and can be evaluated by extremely simple geometrical con- 
siderations. When this has been done we find that Fig. 14 represents the 
so-called Fresnel diffraction field. 

With this interpretation of square law variation of the aperture we can 
examine several additional useful problems. We can for instance justify 
the commonly used relation 

2a" 
Oe 
for the minimum permissible distance of the field source from an experi- 
mental antenna test site. This distance produces an effective phase curva- 
ture of \/16. We can examine optical antenna systems employing large 
primary feeds, in particular those employing parabolic cylinders illuminated 
by line sources. 


3.10 Effect on Pattern of Cubic Phase Vartation 


If we assume a constant amplitude and a cubic phase variation ¢’(x) = 
— kx” over the aperture from —a/2 < x < a/2 then equation (36) becomes 
a/2 


F(a) as [ ge thye’, _f@r/Mezeina 7. (46) 
-a/2 , 
If kx’ < 5 then it is a fairly good approximation to write 
6 6 
ee = 1 — ikta? — "e ++ (47) 


from which it follows that (46) can be integrated since it reduces to a sum of 
three terms each of which can be integrated. 

Typical computed patterns for apertures with cubic phase variation are 
plotted in Figs. 15 and 16. Cubic phase distortions are found in practice 
when reflectors or lenses are illuminated by primary feeds which are off axis 
either because of inaccurate alignment or because beam lobing or scanning 
through feed motion is desired. The beam distortion due to cubic phase 
variation is known in optics as ‘coma’ and the increased unsymmetrical lobe 
which is particularly evident in Fig. 16 is commonly called a ‘coma lobe’. 
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Fig. 15—Pattern of Rectangular Antenna with Cubic Phase Variation. 
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Fig. 16—Pattern of Rectangular Antenna with Cubic Phase Variation. 


3.11 Two General Methods 


In sections 3.7 and 3.8 we integrated (36) by expressing a’ (x)e*'™ asasum 
of terms of the form e"*. Since a/(x)e’ ™ for finite amplitudes in a finite 
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aperture can always be expressed as a Fourier sum of this form this solution 
can in principle always be found. 
Alternatively in section 3.10 the integral was evaluated as a sum of inte- 


grals of the general type | x"e** dx. Since a’(x)e* ™ for finite amplitudes 


in a finite aperture can always be expressed in terms of a power series, 
this solution can also in principle always be found. 


3.12 Arrays 


When the aperture consists of an array of component or unit apertures 
the evaluation of (36) must be made in part through asummation. Whenall 
of the elementary apertures are alike this summation can be reduced to the 
determination of an ‘Array Factor’. The pattern of the array is given by 
multiplying the array factor by the pattern of a single unit. 

The pattern of an array of identical units spaced equally at distances some- 
what less than a wavelength can be proved to be usually almost equivalent 
to the pattern of a continuous wave front with the same average energy 
density and phase in each region. 


3.13 Limitations to Antenna Wave Front Analysis 


Through the analysis of antenna characteristics by means of wave front 
theory as based on equation (17) we have been able to demonstrate some of 
the fundamental theoretical principles of antenna design. The use of this 
simple approach is justified fully by its relative simplicity and by its applica- 
bility to the majority of radar antennas. Nevertheless it cannot always be 
used. It will certainly be inaccurate or inapplicable in the following cases: 

(1) When any dimension of the aperture is of the order of a wavelength 
or smaller (as in many primary feeds). 

(2) Where large variations in the amplitude or phase in the aperture occur 
in distances which are of the order of a wavelength or smaller (as in 
dipole arrays). 

(3) Where the antenna to be considered does not act essentially through 
the generation of a plane wave front (as in an end fire antenna or a 
cosecant antenna). 

When the wave front analysis breaks down alternative satisfactory ap- 
proaches based on Maxwell’s equation are sometimes but not always fruit- 
ful. Literature on more classical antenna theory is available in a variety of 
sources. For much fundamental and relevant theoretical work the reader 
is referred to Schelkunoff.” 


*S. A. Schelkunoff, Loc. Cit. 
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4. APPLICATION OF GENERAL PRINCIPLES 


In the foregoing sections we have provided some discussion of what hap 
pens to a radar signal from the time that the pulse enters the antenna on 
transmission until the time that the reflected signal leaves the antenna on 
reception. We have for convenience divided the principles which chiefly 
concern us into three groups, transmission line theory, transmission prit- 
ciples and wave front theory. 

With the aid of transmission line theory we can examine problems con- 
cerning locally guided or controlled energy. The details of the problems 0 
antenna construction, such as those to be discussed in Part II frequently 
demand a grasp of transmission line theory. With it we can study loci 
losses, due to resistance or leakage, which affect the gain of the antenna. 
We can examine reflection problems and their effect on the match of the 
antenna. Special antennas, such as those employing phase shifters or trans- 
mission between parallel conducting plates, introduce many special prob- 
lems which lie wholly or partly in the transmission line field. 

An understanding of the principles which govern transmission through 
free space aids us in comprehending the radar antenna field as a whok. 
Through a general understanding of antenna gains and effective areas we 
are better equipped to judge their significance in particular cases, and to 
evaluate and control the effects of particular methods of construction 00 
them. 

Wave front theory provides us with a powerful method of analysis through 
which we can connect the radiation characteristics produced by a givet 
antenna with the radiating currents in the antenna. Through it we a 
examine theoretical questions concerning beam widths and shape, unwanted 
radiation and gain. 

An understanding of theory is necessary to the radar antenna designét. 
but it is by no means sufficient. It is easy to attach too much importanc 
to theoretical examination and speculation while neglecting physical facts 
which can ‘make or break’ an antenna design. Theory alone provides ne 
substitute for the practical ‘know how’ of antenna construction. It cannot 
do away with the necessity for careful experiment and measurement. Least 
of all can it replace the inventiveness and aggressive originality throug: 
which new problems are solved and new techniques are developed. 


PART II 


METHODS OF ANTENNA CONSTRUCTION 
5. GENERAL 


Techniques are essential to technical accomplishment. An understanding 
of general principles alone is not enough. The designing engineer must have 
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at his disposal or develop practical methods which can produce the results 
he requires. The effectiveness and simplicity of these methods are fair 
measures of the degree of technical development. 

The study of methods of radar antenna construction is the study of the 
means by which radar antenna requirements are met. Ina broader sense 
this includes an examination of mechanical structures, of the metals and 
plastics from which antennas are made, of the processes by which they are 
assembled, and of the finishes by which they are protected from their envi- 
ronment. It might includea study of practical installation and maintenance 
procedures. But these matters, which like the rest of Radar have unfolded 
widely during the war, are beyond the scope of this paper. An adequate 
discussion of them would have to be based on hundreds of technical reports 
and instruction manuals and on thousands of manufacturing drawings. The 
account of methods which is to follow will therefore be restricted to a dis- 
cussion, usually from the electrical point of view, of the more useful and 
common radar antenna configurations. 


6. CLASSIFICATION OF METHODS 


During the history of radar, short as it is, many methods of antenna con- 
struction have been devised. To understand the details of all of these 
methods and the diverse applications of each is a task that lies beyond the 
ability of any single individual. Nevertheless most of the methods fall into 
one or another of a limited collection of groups or classifications. We can 
grasp most of what is generally important through a study of these groups. 

In order to provide a basis for classification we will review briefly, from a 
transmitting standpoint, the action of an antenna. Any antenna is in a 
sense a transformer between a transmission line and free space. More 
explicitly, it is a device which accepts energy incident at its terminals, and 
converts it into an advancing electromagnetic wave with prescribed ampli- 
tude, phase and polarization over an area. In order to do this the antenna 
must have some kind of energy distributing system, some means of amplitude 
control and some means of phase control. The distributed energy must be 
suitably controlled in phase, amplitude and polarization. 

All antennas perform these functions, but different antennas perform 
them by different means. Through an examination of the means by which 
they are performed and the differences between them we are enabled to 
classify methods of antenna construction. 

To distribute energy over its aperture an antenna can use a branching 
system of transmission lines. When this is done the antenna is an array. 
Arrays are particularly common in the short wave communication bands, 
but somewhat less common in the microwave radar bands. In a somewhat 
simpler method the antenna distributes energy over an area by radiating it 
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from an initial source or ‘primary feed’. This distribution can occur in 
both dimensions at once, as from a point source. Alternatively the energy 
can be radiated from a primary source but be constrained to lie between 
parallel conducting plates so that it is at first distributed only over a long 
narrow aperture or ‘line source’. Distribution over the other dimension 
occurs only after radiation from the line source. 

In order to control the amplitude across the aperture of an array antenna 
we must design the branching junctions so that the desired power division 
occurs in each one. When the energy is distributed by radiation from a 
primary source we must control the amplitude by selecting the proper pn- 
mary feed directivity. 

We can control the phase of an array antenna by choosing properly the 
lengths of the branching lines. Alternatively we can insert appropriate 
phase changers in the lines. 

When the energy is distributed by primary feeds, methods resembling 
those of optics can be used to control phase. The radiation from a point 
source is spherical in character. It can be ‘focussed’ into a plane wave by 
means of a paraboloidal reflector or by a spherical lens. The radiation from 
a point source between parallel plates or from a uniphase line source i: 
cylindrical in character. It can be focussed by a parabolic cylinder or a 
cylindrical lens. 

In Table A we have indicated a possible classification of methods of radar 
antenna construction. This classification is based on the differences dis- 
cussed in the foregoing paragraphs. 


TABLE A 
CLASSIFICATION OF METHODS OF RADAR ANTENNA CONSTRUCTION 
Dipoles 
Polyrods 
Arrays of 
Optical Elements 
ae Dipole Arrays 
rapes Point --| Wave Guide 
Construc SOUrCES Apertures 
tion Spherical 4 and 
r | Optics Spherical Reflectors . 
tica Elements 
ethods Lenses 
Arrays 
Line Reflectors 
Cylindrical | 5°UTCSS Lenses 
- Optics and 
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7. Basic DESIGN FORMULATION 


Certain design factors are common to almost all radar antennas. Because 
of their importance it would be well to consider these factors in a general 
way before proceeding with a study of particular antenna techniques. 

Almost every radar antenna, regardless of how it is made, has a well de- 
fined aperture or wave front. Through wave front analysis we can often 
examine the connections between the Huygens sources in the antenna aper- 
ture and the radiation characteristics of the antenna. We can, in other 
words, use wave front analysis to study the fundamental antenna design 
factors, provided the analysis does not violate one of the conditions of 
section 3.13. 


7.1 Dimensions of the Aperture 


The dimensions of the aperture of a properly designed antenna are related 
to its gain by simple and general approximate relations. If the aperture is 
uniphase and has an amplitude distribution that is not too far from constant 
the relation 


4nA 
C= > 
is useful in connecting the gain of an antenna with the area of its aperture. 
The effective area is related to the area of the aperture by the equation 


A = 7S 


where 7 is an efficiency factor. In principle 7 could have any value but in 
practice for microwave antennas » has always been less than one. Its value 
for most uniphase and tapered amplitude antennas is between 0.4 and 0.7. 
In special cases, e.g. for cosecant antennas or for some scanners its value 
may be less than 0.4. 

The necessary dimensions for the aperture may be determined from the 
required beam widths in two perpendicular directions. Beam widths are 
usually specified as half power widths, that is by the number of degrees 
between directions for which the one way response is 3 db below the maxi- 
mum response. Figure 11 shows that for an ideal rectangular antenna with 


uniform phase, polarization and amplitude app= 51 * degrees where ap): = 
half power width in degrees, a = aperture dimension and A = wavelength. 
The relation apy, = 65 : degrees is more nearly correct for the majority of 


practical antennas with round or elliptical apertures and with uniform phase 
and reasonably tapered amplitudes. 
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7.2 Amplitude Distribution 


Except where special, in particular cosecant, patterns are desired the 
principle factors affecting amplitude distribution are efficiency and required 
minor lobe level. The amplitude distribution or taper of an ideal uniphase 
rectangular wave front affects the minor lobe level as indicated by Figures 11, 
12and13. Practical antennas tend to fall somewhat below this ideal picture 
because of non-uniform phase and because of variations from the ideal 
amplitude distribution due to discontinuities in the aperture and undesired 
leakage or spillover of energy. Nevertheless a commonly used rule of thumb 
is that minor lobes 20 db or more below the peak radiation level are tolerable 
and will not be exceeded with a rounded amplitude taper of 10 or 12 d. 


7.3 Phase Control 


Uniphase wave fronts are used whenever a simple pattern with prescribed 
gain, beam widths and minor lobes is to be obtained with minimum aperture 
dimensions. When special results are desired such as cosecant patterns or 
scanning beams the phase must be varied in special ways. 

Mechanical tolerances in the antenna structure make it impossible to hold 
phases precisely to the desired values. The accuracy with which the phases 
can be held constant in practice varies with the technique, the antenna size 
and the wave length. Undesired phase variations increase the minor lobes 
and reduce the gain of an antenna. The extent to which phase variations 
can be expected to reduce the gain is indicated in Fig. 17. 


8. PARABOLIC ANTENNAS 


The headlights of a car or the searchlights of an antiaircraft battery use 
reflectors to produce beams of light. Similarly the majority of radar anten- 
nas employ reflectors to focus beams of microwave energy. ‘These reflectors 
may be exactly or approximately parabolic or they may have special shapes 
to produce special patterns. If they are parabolic they may be paraboloids 
which are illuminated by point sources and focus in both directions, or thev 
may be parabolic cylinders which focus in only one direction. If they are 
parabolic cylinders they may be illuminated by line sources or they may be 
confined between parallel conducting plates and illuminated by point sources 
to produce line sources. 


8.1 Control of Phase 


A simple and natural way to distribute energy smoothly in space is to 
radiate it from a relatively nondirectional ‘primary’ source such as a dipole 
array or an open ended wave guide. This energy will be formed into a direc- 
tive beam if a reflector is introduced to bring it to a plane area or wave front 
with constant phase. If the primary source is effectively a point as far as 
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phase is concerned, that is:if the radiated energy has the same phase for all 
points which are the same distance from a given point, then the reflector 
should be parabolic. This can be proved by simple geometrical means. 
In Fig. 18 let the point source S coincide with the point x =:f, y =O 
of a coordinate system and let the uniphase wave front coincide with the 
line x = f. - Let us assume that one point O of the reflector is at the origin. 
Then-it can be shown that any other point of the reflector must lie on the 
curve : 


yt = 4fx 


LOSS IN DECIBELS 





0 20 40 
= MAXIMUM PHASE VARIATION IN DEGREES 
Fig. 17—Loss due to Phase Variation in Antenna Wave Front. 


This is a parabola with focus at f, o and focal length f. 

The derivation based on Fig. 18 is two dimensional and therefore in 
principle applies as it stands only to line source antennas employing para- 
bolic cylinders bounded by parallel conducting planes (Fig. 24 and 25). If 
Fig. 18 is rotated about the X axis the parabola generates a paraboloid of 
revolution (Fig. 3). This paraboloid focusses energy spreading spherically 
from the point source at S in such a way that a uniphase wave front over a 
plane area is produced. Alternatively Fig. 18 can be translated in the Z 
direction perpendicular to the XY plane. The parabola then generates a 
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parabolic cylinder and the point source S generates a line source at the focal 
line of the parabolic cylinder (Fig. 19). The energy spreading cylindrially 
from the line source is focussed by the parabolic cylinder in such a way that 
a uniphase wave front over a plane area is again produced. Parabolic 
cylinders and paraboloids are both used commonly in radar antenna practice. 

In the discussion so far it has been assumed that the primary source is 
effectively a point source and that the reflector is exactly parabolic. If the 
primary source is not effectively a point source, in other words if it produces 
waves which are not purely spherical, then the reflector must be distorted 
from the parabolic shape if it is to produce perfect phase correction. When 


Y 
s! Q 
ee pee Pp 
® 
9 
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Fig. 18—Parabola. 


this occurs the correct reflector shape is sometimes specified on the basis of 
an experimental determination of phase. 


8.2 Control of Amplitude 


When a primary source is used to illuminate a parabolic reflector there 
are two factors which affect the amplitude of the resulting wave front. One 
of these is of course the amplitude pattern of the primary source. The other 
is the geometrical or space attenuation factor which is different for different 
parts of the wave front. In most practical antennas each of these factors 
tends to taper the amplitude so that it is less at the edges of the antenna 
than it isin the central region. The effective area of the antenna is reduced 
by this taper. 

In any finite parabolic antenna some of the energy radiated by the primary 
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source will fail to strike the reflector. The effective area must also be re- 
duced by the loss of this ‘spill-over’ energy. 

The maximum effective area for a parabolic antenna is obtained by design- 
ing the primary feed to obtain the best compromise between loss due to 
taper and loss due to spill-over. It has been shown theoretically that this 
best compromise generally occurs when the amplitude taper across the 
aperture is about 10 or 12 db and that in the neighborhood of the optimum 
the efficiency is not too critically dependent on the taper.” 

This theoretical result is well justified by experience and has been applied 
to the majority of practical parabolic antennas. It applies both when the 
reflector is paraboloidal so that taper in both directions must be considered 









—— PARABOLIC 
CYLINDER 


LINE SOURCE 
| ANTENNA 


Fig. 19—A Parabolic Cylinder with Line Feed. 


and when the reflector is a parabolic cylinder with only a single direction 
of taper. It is a fortunate by-product of a 10 or 12 dd taper that it is gen- 
erally sufficient to produce satisfactory minor lobe suppression. 


8.3 Choice of Configuration 


We have shown how a simple beam can be obtained through the use of a 
paraboloidal reflector with a point source or alternatively through the use 
of a reflecting parabolic cylinder and a line source. The line source itself 
can be produced with the help of a parabolic cylinder bounded by parallel 
conducting plates. We will now outline certain practical considerations. 
These considerations may determine which of the two reflector types will be 


*C. C. Cutler, Parabolic Antenna Design for Microwaves, paper to be published in Proc. 
of the I. R. E. 
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used for a particular job. They may help in choosing a focal length and in 
determining which finite portion of a theoretically infinite parabolic curve 
should be used. Finally they may assist in determining whether reflector 
technique 1s really the best for the purpose at hand or whether we could do 
better with a lens or an array. 


In designing a parabolic antenna it must obviously be decided at an early 
stage whether a paraboloid or one or more parabolic cylinders are to be 
employed. This choice must be based on a number of mechanical and elec- 
trical considerations. Paraboloids are more common in the radar art than 
parabolic cylinders and are probably to be preferred, yet a categorical a 
priori judgment is dangerous. It will perhaps be helpful to compare the 
two alternatives by the simple procedure of enumerating some features in 
which each is usually preferable to the other. 

Paraboloidal antennas 

(a) are simpler electrically, since point sources are simpler than line 

sources. 

(b) are usually lighter. 

(c) are more efficient. 

(d) have better patterns in the desired polarization. 

(e) are more appropriate for conical lobing or spiral scanning. 
Antennas employing parabolic cylinders 

(a) are simpler mechanically since only singly curved surfaces are 

required. 

(b) have separate electrical control in two perpendicular directions. 

This last advantage of parabolic cylinders is important in special antennas, 
many of which will be described in later sections. It is useful where an- 
tennas with very large aspect ratios (ratio of dimensions of the aperture n 
two perpendicular directions) are desired. It is highly desirable where con- 
trol in one direction is to be achieved through some special means, as ip 
cosecant antennas, or in antennas which scan in one direction only. 

Let us suppose that we have selected the aperture dimensions and have 
decided whether the reflector is to be paraboloidal or cylindrical. The 
reflector is not yet completely determined for we are still free in principle to 
use any portion of a parabolic surface of any focal length. In order to 
obtain economy in physical size the focal length is generally made between 
0.6a and 0.25a where ‘a’ is the aperture. For the same reason a section of 
the reflecting surface which is located symmetrically about the vertex 1s 
often chosen (Figures 3 and 19). 


When a symmetrically located section of the reflector is used certain difh- 
culties are introduced. These difficulties, if serious enough so that their 
removal justifies some increase in size can be bypassed through the use of an 
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offset section as shown in Fig. 20. We can comment on these difficulties as 
follows: 

1. The presence of the feed in the path of the reflected energy causes a 
region of low intensity or ‘shadow’ in the wave front. The effect of 
this shadow on the antenna pattern depends on the size and shape of 
the feed and on the characteristics of the portion of the wave front 
where it is located. Its effect is to subtract from the undisturbed 
pattern a ‘shadow pattern’ component which is broad in angle. This 
decreases the gain and increases the minor lobes as indicated in Fig. 21. 


cme ee i i 


OIRECTION OF 
PROPAGATION 





Fig. 20—Offset Parabolic Section. 


2. Return of reflected energy into the feed introduces a standing wav 
of impedance mismatch in the feed line which is constant in amplitude 
but varies rapidly in phase as the frequency is varied. A mismatch at 
the feed which cancels the standing wave at one frequency will add to 
it at another frequency. A mismatch which will compensate over a 
band can be introduced by placing a raised plate of proper dimension 
at the vertex of the reflector as indicated in Fig. 22, but such a plate 
produces a harmful effect on the pattern. In an antenna which must 
operate over a broad band it is consequently usually better to match 


7 Figures 21, 22, and 23 are taken from C. C. Cutler, loc. cit. 
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Fig. 21—Effect of Shadow on Paraboloid Radiation Pattern. 
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l‘ig. 22—Apex Matching Plate for Improving the Impedance Properties of a Parabow 
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the feed to space and accept the residual standing wave, or if this is 
too great to use an offset section of the parabolic surface. 


8.4 Feeds for Paraboloids 


We have seen that an antenna with good wave front characteristics and 
consequently with a good beam and pattern can be constructed by illu- 
minating a reflecting paraboloid with a properly designed feed placed at its 
focus. In this section we will examine the characteristics which the feed 
should have and some of the ways in which feeds are made in practice. 

A feed for a paraboloid should 


a. 


b. 


be appropriate to the transmission line with which it is fed. This is 
sometimes a coaxial line but more commonly a waveguide. 

Provide an impedance match to this feed line. This match should 
usually be obtained in the absence of the reflector but sometimes, for 
narrow band antennas, with the reflector present. 


. have a satisfactory phase characteristic. For a paraboloid the feed 


should be, as far as phase is concerned, a true point source radiating 
spherical waves. As discussed at the end of 8.1, if the wave front is 
not accurately spherical, a compensating correction in the reflector can 
be made. 


. have a satisfactory amplitude characteristic. According to 8.2 this 


means that the feed should have a major radiation lobe with its maxi- 
mum striking the center of the reflector, its intensity decreasing 
smoothly to a value about 8 to 10 dd below the maximum in the direc- 
tion of the reflector boundaries and remaining small for all directions 
which do not strike the reflector. 


. have a polarization characteristic which is such that the electric vec- 


tors in the reflected wave front will all be polarized in the same di- 
rection. 


. not disturb seriously the radiation characteristics of the antenna as a 


whole. The shadow effect of the feed, the feed line and the necessary 
mechanical supports must be small or absent. Primary radiation from 
the feed which does not strike the reflector or reflected energy which 
strikes the feed or associated structure and is then reradiated must be 
far enough down or so controlled that the antenna pattern is as 
required. 


In addition to the electrical requirements for a paraboloid feed it must of 
course be so designed that all other engineering requirements are met, it 
must be firmly supported in the required position, must be connected to the 
antenna feed line in a satisfactory manner, must sometimes be furnished with 
an air tight or water tight seal, and so forth. 
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From the foregoing it is evident that a feed for a paraboloid is in itself a 
small relatively non-directive antenna. Its directivity is somewhat less 
than that obtained with an ordinary short wave array. It is therefore not 
surprising that dipole arrays are sometimes used in practice to feed 
paraboloids. 

A simple dipole or half wave doublet can in itself be used to feed a parabo- 
loid, but it is inefficient because of its inadequate directivity. It is prefer- 
able and more common to use an array in which only one doublet is excited 
directly and which contains a reflector system consisting of another doublet 
or a reflecting surface which is excited parasitically. 

Dipole feeds although useful in practice have poor polarization charac- 
teristics and although natural when a coaxial antenna feed line is used are 
less convenient when the feed line is a waveguide. Since waveguides are 
more common in the microwave radar bands it is to be expected that wave- 
guide feeds would be preferred in the majority of paraboloidal antennas. 

The most easily constructed waveguide feed is simply an open ended 
waveguide. It is easy to permit a standard round or rectangular waveguide 

- transmitting the dominant mode to radiate out into space toward the parabo- 
loid. It will do this naturally with desirable phase, polarization and ampii- 
tude characteristics. It is purely coincidental, however, when this results 
in optimum amplitude characteristics. It is usually necessary to obtain 
these by tapering the feed line to form a waveguide aperture of the required 
size and shape. The aperture required may be smaller than a standard 
waveguide cross section so that its directivity will be less. In this case it 
may be necessary to ‘load’ it with dielectric material so that the power can 
be transmitted. It may be greater, in which case it is sometimes called an 
‘electromagnetic horn’. It may be greater in one dimension and less in the 
other, as when a paraboloidal section of large aspect ratio is to be illuminated. 

If a single open ended waveguide or electromagnetic horn is used to feed 
a section of the paraboloid which includes the vertex, the waveguide feed 
line must partially block the reflected wave in order to be connected to the 
feed. To avoid this difficulty several rear waveguide feeds have been used. 
In this type of feed the waveguide passes through the vertex of the parabo- 
loid and serves to support the feed at the focus. The energy can be caused 
to radiate back towards the reflector in any one of several ways, some of 
which involve reflecting rings or plates or parasitically excited doublets. 
The ‘Cutler’ feed’ is perhaps the most successful and common rear feed. It 
operates by radiating the energy back towards the paraboloid through two 
apertures located and excited as shown in Fig. 23. 


®C.C. Cutler, Loc. Cit. 
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8.5 Parabolic Cylinders between Parallel Plates 


In 8.0 we saw that parabolic cylinders may be illuminated by line sources 
or that they may be confined between parallel plates and illuminated by 
point sources to produce line sources. In either of these two cases the char- 
acteristics which the feed should have are specified accurately by the con- 
ditions stated at the beginning of 8.4 for paraboloidal feeds with the excep- 
tions that condition ¢ must be reworded so that it applies to cylindrical 
rather than to spherical optics. 

We will first consider parabolic cylinders bounded by parallel plates 
because in doing so we describe in passing one form of feed for unbounded 
parabolic cylinders. Two forms of transmission -between parallel plates 
are used In practice. 





Fig. 23—Dual Aperture Rear Feed Horn. 


a. The transverse electromagnetic (TEM) mode in which the electric 
vector is perpendicular to the plates. This is simply a slice of the 
familiar free space wave and can be propagated regardless of the spacing 
between the plates. It is the only mode that can travel between the 
plates if they are separated less than half a wavelength. Its velocity 
of propagation is independent of plate spacing. 

b. The TE 9; mode in which the electric vector 1s parallel to the plates. 
This mode is similar to the dominant mode in a rectangular waveguide 
and differs from it only in that it is not bounded by planes perpen- 
dicular to the electric vector. It can be transmitted only if the plate 
spacing is greater than half a wavelength, is the only parallel mode 
that can exist if the spacing is under a wavelength and is the only sym- 
metrical parallel mode that can exist if the plate spacing is under three 
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halves of a wavelength. Its phase velocity is determined by the plate 
spacing in a manner given by the familiar waveguide formula 


C 


where ‘c’ is the velocity of light, ¢ is the dielectric constant relative to 
free space of the medium between the plates, \ is the wavelength in 

air and ‘qa’ is the plate spacing. 
The TEM mode between parallel plates can be generated by extending 
the central conductor of a coaxial perpendicularly into or through the wave 
space and backing it up with a reflecting cylinder as indicated in Fig. 24. 


COAXIAL 
FEED LINE 





PARALLEL 
PLATES 





REFLECTING 
| CYLINDER 


PARABOLIC 
CYLINOER 


Fig. 24—Parabolic Cylinder Bounded by Parallel Plates. Probe Feed. 


Alternatively this mode can be generated as indicated by Fig. 25 by a wave- 
guide aperture with the proper polarization. 

The TEo: mode, when used, is usually generated by a rectangular wave- 
guide aperture set between the plates with proper polarization as indicated 
in Fig. 25. Care must be taken that only the desired mode is produced. 
The TEM mode will be unexcited if only the desired polarization is present 
in the feed. The next parallel mode is unsymmetrical and therefore even 
if it can be transmitted will be unexcited if the feed is placed symmetrically 
with respect to the two plates. 

Parallel plate antennas as shown in figures 24 and 25 are useful where 
particularly large aspect ratios are required. The aperture dimension per- 
pendicular to the plates is equal to the plate spacing and therefore small. 
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experimental antenna shown in Fig. 26 was one of the first to illustrate the 
practicality of this design. 

The horizontal pattern of the 7’ x 32’ antenna is plotted in Fig. 27. The 
horizontal beam width is seen to be of the order of 0.7 degrees. 

The antenna illustrated in Fig. 26 is interesting in another way for it is a 
good example of a type of experimental construction which was extremely 
useful in wartime antenna development. Research and development engi- 
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DEGREES 
Fig. 27—7’ x 32’ Antenna, Horizontal Pattern. 


neers found that they could often save months by constructing initial 
models of wood. Upon completion of a wooden model electrically im- 
portant surfaces were covered with metal foil or were sprayed or painted 
with metal. Thus, where tolerances permitted, the carpenter shop could 
replace the relatively slow machine shop. 

Another form of parallel plate line feed results when a plastic lens is placed 
between parallel plates and used as the focussing element. A linear array 
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of elements excited with the proper phase and amplitude can also be 
used. Some discussion of alternative approaches will appear in the section 
on scanning techniques. 


8.7 Tolerances in Parabolic Antennas 


The question of tolerances will always arise in practice. Ideal dimensions 
are only approximated, never reached. The ease of obtaining the required 
accuracy is an important engineering factor. 

The tolerances in paraboloidal antennas or in parabolic cylinders illu- 
minated by line sources can be divided into three general classes: 

(a) Tolerances on reflecting surfaces. 

(b) Tolerances on spacial relationships of feed and reflector. 

(c) Tolerances on the feed. 

When the actual reflector departs from the ideal parabolic curve deviations 
in the phase will result. These will tend to reduce the gain and increase the 
minor lobes. The effects of such deviations on the gain can be estimated 
with the help of Fig. 17. We should recall that an error of o in the reflector 
surface will produce an error of about 2¢ in the phase front. Based on this 
kind of argument and on experience reflector tolerances are generally set in 


r r 
practice to about + 16° + 39 depending on the amount of beam deteriora- 


! 


tion that can be permitted. 

In Fig. 28 are compared some electrical characteristics of two paraboloidal 
antennas, one employing a precisely constructed paraboloidal searchlight 
mirror and the other a carefully constructed wooden paraboloidal reflector 
with the same nominal contour. This comparison is revealing for it shows 
the harm that can be done even by small defects in the reflector surface. 
Although the two patterns are almost identical in the vicinity of the main 
beam, the general minor lobe level of the wooden reflector remains higher 
at large angles and its gain is less. 

It must not, however, be assumed that a solid reflecting surface is neces- 
sary to insure excellent results. Any reflecting surface which reflects all 
or most of the power is satisfactory provided that it is properly located. Per- 
forated reflectors, reflectors of woven material and reflectors consisting of 
gratings with less than half wavelength spacing are commonly used in radar 
antenna practice. These reflectors tend to reduce weight, wind or water 
resistance and visibility. Many of them will be described in Part III of 
this paper. 

The feed of a parabolic reflector should be located so that its phase center 
coincides with the focus of the reflector. If it is located at an incorrect dis- 
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tance from the vertex a circular curvature of phase results and the system 
is said to be ‘defocussed’ (Sec. 3.9). As the feed is moved off the axis of 
the reflector the first effect is a shifting of the beam due to a linear variation 
of the phase (Sec. 3.8). For greater distances off axis a cubic component of 
phase error becomes effective (Sec. 3.10). Phase error, whether circular. 
cubic or more complex, results in a reduction in gain and usually in an in- 
crease of minor lobes. Although the effects of given amounts of phase curva- 
ture on the radiation characteristics of an antenna can be estimated by theo- 
retical means, it is usually easier and quicker to find them experimentally. 


ENVELOPES OF 
MINOR LOBE PEAKS 


DECIBELS BELOW PEAK 
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Fig. 28—Effect of Small Inaccuracies in Reflector. 


The tolerances on the feed itself appear in various forms, many of which 
can be examined with the aid of transmission line theory and most of which 
are too detailed for discussion in this paper. It is generally true here also 
that experiment is a more effective guide than theory. 

Experience has shown that when parallel plate systems are used, either 
as complete antennas or as line feeds for other elements, tolerances on the 
parallel conducting plates must be considered carefully. It is obvious that 
when the TE»: mode is used the plate spacing must be held closely, since 
the phase velocity is related to the spacing. This spacing can be controlled 
through the use of metallic spacers perpendicular to the plates. These 
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spacers, if small enough in cross section, do not disturb things unduly. 
The velocity of the TEM mode is, on the other hand, almost independent of 
the plate spacing. This mode is, however, more likely to cause trouble by 
leaks through joints and cracks in the plates. 


9. METAL PLATE LENSES 


At visible wavelengths lenses have, in the past, been far more common 
than in the microwave region, due chiefly to the absence of satisfactory lens 
materials. A solid lens of glass or plastic with a diameter of several feet is a 
massive and unwieldy object. By zoning, which will be discussed below, 
these difficulties can be reduced but they still remain. 

A new lens technique, particularly effective in the microwave region was 
developed by the Bell Laboratories during the war.” It is evident that any 
material in which the phase velocity is different from that of free space can 
be used to make a phase correcting lens. The material which is used in this 
new technique is essentially a stack of equally spaced metal plates parallel 
to the electric vector of the wave front and to the direction of propagation. 
Lenses made from this material are called ‘Metal Plate Lenses’. 

When the spacing between neighboring plates is between \/2 and A only 
one mode with electric vector parallel to the plates can be transmitted. 
This is the TEo; mode for which the phase velocity is given in Sec. 8.5. 
When the medium between the plates is air this equation can be converted 


into the expression 
N= A/ i (> ) 


for the effective index of refraction. Here 2 is the wavelength in air and a 
is the plate spacing. 

As a varies between \/2 and X, WN varies as indicated in Fig. 29. In the 
neighborhood of a = X, N is not far from 1 and as a approaches 4/2, N ap- 
proaches 0. Since N is always less than 1 we see that there is an essential 
difference between metal plate lenses and glass or plastic lenses for which V 
is always greater than 1. This difference is seen in the fact that a glass lens 
corrects phases by slowing down a travelling wave front, while a metal lens 
operates in the reverse direction by speeding it up. This means that a 
convergent lens with a real focus must be thinner in the center than the 
edge, the opposite of a convergent optical lens (Fig. 30). 

Unless the value of N is considerably different from 1 it is evident that 
very thick lens sections must be used to produce useful phase corrections. 
For this reason values of ‘a’ not far from \/2 should be chosen. On the other 
hand values of ‘a’ too close to A/2 would cause undesirably large reflections 


* W. E. Kock, “Metal Lens Antennas”, Proc. I. R. E., Nov., 1946. 
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from the lens surfaces and impose severe restrictions on the accuracy of plate 
spacings. The compromises that have been used in practice are N = (\: 
for which a = 0.577\ and N = 0.6 for which a = 0.6252. 

Even with NV = 0.5 or 0.6 lenses become thick unless inconveniently lon: 
focal distances are used. Thick lenses are undesirable not only because thev 
occupy more space and are heavier but also because the plate spacing mus: 
be held to a higher degree of accuracy if the phase correction is to be as 
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Fig. 29—Variation of Effective Index of Refraction with Plate Spacing in a Metz 
Plate Lens. 


required. To get around these difficulties the technique of zoning is used. 

Zoning makes use of the fact that if the phase of an electromagnetic vector 
is increased or decreased by any number of complete cycles the effect of the 
vector is unchanged. When applied to a metal plate lens antenna this 
means simply that wherever the phase correction due to a portion of the 
lens is greater than a wavelength this correction can be reduced by som 
integral number of wavelengths such that the residual phase correction i: 
under one wavelength. If this is done it is evident that no portion of the 
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lens needs to correct the phase by more than one wavelength. It follows 
that no portion of the lens need to be thicker than A/(1 — N). 
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Fig. 30—Comparison of Dielectric and Metal Plate Lenses. 
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Fig. 3i—Comparison of Unzoned and Zoned Metal Plate Lenses. 


A cross section of a typical-metal plate lens before and after zoning is 
illustrated in Fig. 31. This figure shows clearly why zoning reduces con- 
siderably the size and mass of a lens. 
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Zoning is not without disadvantages. One disadvantage is obviously 
that a zoned lens which is designed for one frequency will not necessarily 
work well at other frequencies. It is in principle possible to design a broad 
band zoned metal plate lens corresponding to the color compensated lenses 
used in good cameras. So far, however, this has not been necessary since 
band characteristics of simple lenses have been adequate. 

Another difficulty that zoning introduces is due to the boundary regions 
between the zones. The wave front in this region is influenced partly by 
one zone and partly by the other and may asa result have undesirable phase 
and amplitude characteristics. This becomes serious only if especially short 
focal distances are used. 


9.1 Lens Antenna Configurations 


Any of the configurations which are possible with parabolic reflectors have 
their analogues when metal plate lenses are used. Circular lenses illumi 
nated by point sources and cylindrical lenses illuminated by line sources are 
not only theoretically possible but have been built and used. Since a lens 
has two surfaces there is actually somewhat more freedom in lens design 
than in reflector design. Metal Plate Lenses have usually been designed 
with one surface flat, but the possibility of controlling both surfaces is 
emerging as a useful design factor where special requirements must be met. 

Feeds for lenses should fulfill most of the same requirements as feeds for 
reflectors. We find a difference in size in lens feeds in that they must gen- 
erally be more directive because of greater ratios of focal length to aperture. 
A difference in kind occurs because the feed is located behind the lens where 
none of the focussed energy can enter the feed or be disturbed by it. Asa 
result some matching and pattern problems which arise in parabolic antennas 
are automatically absent when lenses are used. 

In choosing a design for a lens antenna system with a given aperture one 
must compromise between the large size which is necessary when a long focal 
length is used and the more zones which result if the focal length is made 
short. Most metal plate lenses so far constructed have had focal lengths 
somewhere between 0.5 and 1.0 times the greatest aperture dimension. 


9.2 Tolerances in Metal Plate Lenses 


It is not difficult to see that phase errors resulting from small displace- 
ments or distortions of a metal plate lens are much less serious than those 
due to comparable distortions of a reflector surface. This follows from the 
fact that the lens operates on a wave which passes through it. Ifa portion 
of the lens is displaced slightly in the direction of propagation it is sti 
operating on roughly the same portion of the wave front and gives it the 
same phase correction. If a portion of a reflector were displaced in the 
same way the error in the wave front would be of the order of twice the 
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displacement. Quantitative arguments show that less severe tolerances 
apply to all major structural dimensions of a metal lens antenna. 

It is true of course that the dimensions of individual portions of the metal 
lens must be held with some accuracy. The metal plate spacing determines 
the effective index of refraction of the lens material. Where NV = 0.5 it is 
customary to require that this be held to +A/75, and where VN = 0.6 to 
+)/50. The thickness of the lens in a given region is less critical, and must 


r 
be held to + 16 (1 — WN) 


Fig. 32 illustrates clearly the drastic way in which the location of a lens 
can be altered without seriously affecting the pattern. It shows, inci- 
dentally, how a lens may behave well when used as the focussing element 
in a moving feed scanning antenna. 


where it is desired to hold the phase front to +)/16. 
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Fig. 32—Effect on Pattern of Lens Tilting. 


9.3 Advantages of Metal Plate Lenses 


On the basis of the above discussion we can see that metal plate lenses 
have certain considerable advantages. The most important of these is 
perhaps found in the practical matter of tolerances. It is a comparatively 
simple matter to hold dimensions of small objects to close tolerances but 
quite another thing to hold dimensions of large objects closely under the 
conditions of modern warfare. This advantage emerges with increasing 
importance as the wavelength is reduced. 

Metal plate lenses have contributed a great degree of flexibility to radar 
antenna art. When they are used two surfaces rather than one may be 
controlled, and the dielectric constant can be varied within wide limits. 
Independent control in the two polarizations may be applied. We can con- 
fidently expect that they will become increasingly popular in the radar field. 


10. COSECANT ANTENNAS 


One of the earliest uses of radar was for early warning against aircraft. 
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The skies were searched for possible attackers with antennas which rotated 
continuously in azimuth. An equally important but later use appeared 
with the advent of great bombing attacks. Bombing radars ‘painted’ maps 
of the ground which permitted navigation and bombing during night anc 
under even the worst weather conditions. In these radars also the antennas 
were rotated in azimuth, either continuously through 360° or back and fort® 
through sectors. 

The majority of radars designed to perform these functions provided vert 
cal coverage by means of a special vertical pattern rather than a vertica! 
scan. It can easily be seen that such a pattern would have to be ‘special. 
If we assume, for example, that a bombing plane is flying at an altitude o 
10,000 feet, then the radar range must be 10,000 csc 60° = 11,500 feet if a 
target on the ground at a bomb release angle of 60° from the horizontal is tc 
be seen. Such a range would by no means be enough to pick up the target 
at say 10° in time to prepare for bombing, for then a range of 10,000 csc 
10° = 57,600-feet would be required. This range is far more than is neces- 
sary for the 60° angle. It appears then that in the most efficient design the 
radar range and therefore the radar antenna gain, must be different in dii- 
ferent directions. 

The required variation of gain with vertical direction could be specined 
in any one of several ways. It seems natural to specify that a given ground 
target should produce a constant signal as the plane flies towards it at a con- 
stant altitude. Neglecting the directivity of the target this will occur if the 
amplitude response of the antenna is given by E = Egcsc6. This same con- 
dition will apply by reciprocity to an early warning radar antenna on the 
ground which is required to obtain the same response at all ranges from a 
plane which is flying in at a constant altitude. 

This condition is not alone sufficient to specify completely the vertical pat- 
tern of an antenna. For one thing it can obviously not be followed when 

= 0, for this would require infinite gain in this direction. Therefore a 
lower limit to the value of @ for which the condition is valid must be set. In 
addition an upper limit less than 90° is specified whenever requirements per- 
mit, since control at high angles is especially difficult. When the limits have 
been set it still remains to specify the magnitude of the constant Ey. Th: 
can be done by specifying the range in one particular direction. This spec- 
fication must of course be consistent with all the factors that determine gar. 
including the reduction due to the required vertical spread of the pattern. 


10.1 Cosecant Antennas based on the Parabolotd 


It is evident that the standard paraboloidal antennas so far discussed win 
not produce cosecant patterns. These patterns being unsymmetrical wil 
result only if the wave front phase and amplitude are especially controlled. 
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region of the vertical pattern. The elements may be dipoles or waveguide 

. apertures fed directly through the antenna feed line or they may be reflectors 

which reradiate reflected energy originating from a single primary source. 

No matter how excited they must be properly controlled in phase, amplitude 
and directivity. 

Cosecant antennas based on the paraboloid are common and can some 

times fulfill all requirements with complete satisfaction. Nevertheless they 





Fig. 34—-Barrel Cosecant Antenna (Cosecant Energy Downward). 


suffer from certain disadvantages. The most serious of these is that they 
lack resolution at high vertical angles, that is the beam 1s wider horizontally 
at high angles. This is to be expected for reasons of phase alone, for a 
paraboloidal reflector is, after all, designed to focus in only one direction. If 
phase difficulties were completely absent however, azimuthal resolution at 
high angles would still be destroyed because of cross polarized components oi 
radiation. These components arise naturally from doubly curved reflectors. 
even simple paraboloids. They are sometimes overlooked when antennas 
are measured in a one way circuit with a linearly polarized test field, but 
must obviously be considered in radar antennas. 
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10.2 Cylindrical Cosecant Antennas 


Harmful cross polarized radiation is produced by doubly curved reflectors. 
This radiation is difficult to control and therefore undesirable where a closely 
controlled cosecant characteristic at high angles is required. Although not 
at first evident, it seems natural now to bypass polarization difficulties 
through the use of singly curved cylindrical reflectors. These reflectors if 
illuminated with a line source of closely controlled linear polarization provide 
a beam which is linearly polarized. This beam has also in azimuth approxi- 
mately the directivity of the line source at all vertical angles. It is thus 
superior in two significant respects to cosecant beams produced by doubly 
curved reflecting surfaces. 

A cylindrical cosecant antenna consists of a cylindrical reflector illumi- 
nated by a line source. Part of the cylinder is almost parabolic and con- 
tributes chiefly to the strong part of the beam which lies closest to the hori- 
zontal. This part is merged continuously into a region which departs 
considerably from the parabolic and contributes chiefly to the radiation at 
higher angles. 

Although wave front principles can be used and certainly must not be 
violated, the principles of geometrical optics have been particularly effective 
in the determination of cosecant reflector shapes. The detailed application 
of these principles will not be discussed here. While applying the geo- 
metrical principles the designer must be sure that the over-all size and con- 
figuration of the antenna can produce the results he wants. He must design 
a line source with the desired polarization and horizontal pattern and a 
vertical pattern which fits in with the cosecant design. In addition he must 
take particular care to reduce sources of pattern distortion to a level at 
which they cannot interfere significantly with the lowest level of the cose- 
cant ‘tail’. 


11. LoBING 


In many of the tactical situations of modern war radar can be used to 
provide fire control information. Radar by its nature determines range and 
microwave radar with its narrow well defined beams is a natural instrument 
for finding directions to a target, whether the missile to be sent to that 
target is a shell, a torpedo or a bomb. In fire control radar, as opposed to 
search or navigational radar, two properties of the antenna deserve par- 
ticular attention. These are the accuracy and the rate with which direc- 
tion to a target can be measured. 

Lobing is a means which utilizes to the fullest extent the accuracy avail- 
able from a given antenna aperture and which increases, usually as far as 
is desired, the rate at which this information is provided and corrected. 
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A lobing antenna which is to provide information concerng one angle only, 
azimuth for example, is capable of producing two beams, one at a time, 
and of switching rapidly from one to the other. This process is called 
Lobe Switching. The two beams are nearly coincident, differing in direction 
by about one beam width. When the signals from the two beams are com- 
pared, they will be equal only if the target lies on the bisector between the 
beams (Fig. 35). The two-signals can be compared visually on an indicator 
screen of the radar or they can be compared electrically and fed directly 
into circuits which control the directjon of fire. 
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RELATIVE SIGNALS FROM TWO BEAMS 
Fig. 35—Lobe Switching. 


When two perpendicular directions are to be determined, such as the 
elevation and azimuth required by an anti-aircraft battery, four or in prin- 
ciple three discrete beams can be used. Radar antennas designed for solid 
angle coverage more commonly, however, produce a single beam which ro- 
tates rapidly and continuously around a small cone. This rotation is 
known as conical lobing. A comparison of amplitudes in a vertical plane 
can then be used to give the elevation of the target and a similar comparison 
in a horizontal plane to give its azimuth. Here too the electrical signals 
can be compared visually on an indicator screen, but an electrical comparison 
will provide continuous data which can be used to aim the guns and at the 
same time to cause the radar antenna to follow the target automatically. 


11.1 Lobe Switching 


Two methods of lobe switching are common. In one of these the lobing 
antenna is an array of two equally excited elements. Each of these ele- 
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ments occupies one half of the final antenna aperture, and provides a uni- 
phase front across this half. If the two elements were excited with the same 
phase the radiation maximum of the resulting antenna beam would occur 
in a direction at right angles to the combined phase front. If the phase of 
one element is made to lag behind that of the other by a small amount, 
60° say, the phase of the combined aperture will of course be discontinuous 
with a step in the middle. This discontinuous phase front will approximate 
with a small error, a uniphase wave front which is tilted somewhat with 
respect to the wave fronts of the elements. The phase shift will there- 
fore result in a slight shift of the beam away from the normal direction. 
When the phase shift is reversed the beam shift will be reversed. Two 
properly designed elementary antennas in combination with a means for 
rapidly changing the phase will therefore constitute a lobe switching an- 
tenna. Such an antenna is described more in detail in Sec. 14.6. 

Another method of lobe switching is more natural for antennas based 
on optical principles. In this method two identical feeds are placed side 
by side in the focal region of the reflector. When one of these feeds illu- 
minates the reflector a beam is produced which is slightly off the normal 
axial direction. Illumination by the other feed produces a second beam 
which is equally displaced in the opposite direction. The lobe of the an- 
tenna switches rapidly when the two feeds are activated alternately in rapid 
succession. The antenna must use some form of rapid switching appropri- 
ate to the antenna feed line. In several applications switches are used 
which depend on the rapid tuning and detuning of resonant cavities or 
irises. 


11.2 Conical Lobing 


A conically lobing antenna produces a beam which nutates rapidly about 
a fixed axial direction. This is usually accomplished by rotating or nutat- 
ing an antenna feed in a small circle about the focus in the focal plane of a 
paraboloid or lens. This antenna feed can be a spinning asymmetrical 
dipole or a rotating or nutating waveguide aperture. It can result in a 
beam with linear polarization which rotates as the feed rotates, or prefer- 
ably in a beam for which the polarization remains parallel to a fixed direction. 
The beam itself must be nearly circularly symmetric so that the radar re- 
sponse from a target in the axial direction will not vary with the lobing. 
The reflector or lens aperture is consequently usually circular. 

When the antenna Is small it is sometimes easier to leave the feed fixed 
and to produce the lobing by moving the reflector. 


12. RAPID SCANNING 


A lobing radar can provide range and angular information concerning 
a single target rapidly and accurately but these things are not always enough. 
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It is sometimes necessary to obtain accurate and rapid information from 
all regions within an agular sector. It may be necessary to watch a certain 
region of space almost continuously in order to be sure of picking up fast 
moving targets such as planes. To accomplish any of these ends we must 
use a rapid scanning radar. A rapid scanning radar antenna produces a 
beam which scans continuously through an angular sector. The beam may 
sweep in azimuth or elevation alone or it may sweep in both directions to 
cover a solid angle. An azimuth or elevation scan may be sinusoidal or it 
may occur linearly and repeat in a sawtooth fashion. Solid angle scanning 
may follow a spiral or flower leaf pattern or it might be a combination of two 
one way scans. A combination of scanning in one direction and lobing ix 
the other is sometimes used. 

Scanning antennas must, unfortunately, be constructed in obedience to 
the same principles which regulate ordinary antennas. The same attention 
to phase, amplitude, polarization and losses is necessary if comparabie 
results are to be obtained. When scanning requirements are added tw 
these ordinary ones new problems are created and old ones made more 
difficult. 

An antenna in order to scan in any specified manner must act to produce 
a wave front which has a constant phase in a plane which is always norma: 
to the required beam direction. This can be done in several different ways. 
The simplest of these, electrically, is to rotate a fixed beam antenna as a 
whole in the required fashion. This can be called mechanical scanning. 
Alternatively an antenna array can be scanned if it is made up of suitable 
elements and the relative phases of these elements can be varied appro- 
priately. This can be called array scanning. Thirdly, optical scanning 
can be produced by moving either the feed or the focussing element of 3 
suitably designed optical antenna. 


12.1 Mechanical Scanning 


Electrical complexities of other types of rapid scanners are such thatit 
is probably not going too far to say that the required scan should be accom- 
plished by mechanical means wherever it is at all practical. This applies 
to radar antenna scans which occur at a slow or medium rate. Search 
antennas, whether they rotate continuously through 360° or back and forth 
over a sector are scanners in a sense but the scan is usually slow enough to 
be performed by rotating the antenna structure as a whole. As the scan 
becomes more rapid, mechanical problems become more severe and elec- 
trically scanning antennas appear more attractive. 

Mechanical ingenuity has during the war extended the range in which 
mechanical scanners are used. One important and eminently practical 
mechanical rapid scanner, the ‘rocking horse’ is now in common use (Fig. 
36). This antenna is electrically a paraboloid of elliptical aperture illu- 
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elements and distributing power to it through an appropriate transmission 
line network. If the radiation characteristics of the array are to be as de- 
sired the electrical drive of each element must have a specified phase and 
amplitude. In addition each element must in itself have a satisfactory 
characteristic and the elements must have a proper spacial relationship to 
each other. 

Such array antennas have been extremely useful in the ‘short wave’ bands 
where wavelengths and antenna sizes are many times larger than at most 
radar wavelengths but for fixed beam radar antennas they have been largely 
superceded by the simpler optical antennas. Where a rapidly scanning 
beam is desired, however, they possess certain advantages which were put 
to excellent use in the war. These advantages spring from the possibilits 
of scanning the beam of an array through the introduction of rapidly var- 
ing phase changes in its transmission line distributing system. 

Let us first examine certain basic conditions that must be fulfilled if an 
array antenna )s to provide a satisfactory scan. The pattern of any array 
is merely the sum of the patterns of its elements taking due account ©: 
phase, amplitude and spacial relationships. If all elements are alike an: 
are spaced equally along a straight line it is not difficult to show that 3 
mathematical expression for the pattern can be obtained in the form of : 
product of a factor which gives the pattern of a single element and an arm: 
factor. The array factor is an expression for the pattern of an array ! 
elements each of which radiates equally in all directions. Since each of the 
elements is fixed in direction it is only through control of the array factu: 
that the scan can be obtained. 

If we excite all points of a continuous aperture with equal phase and : 
smoothly tapered amplitude the aperture produces a beam with desirab'e 
characteristics at right angles to itself and no comparable radiation els- 
where. Similarly if we excite all elements of an array of identical equal: 
spaced circularly radiating elements with equal phase and a smoothly 
tapered amplitude the array will produce a beam with desirable charac- 
teristics at right angles to itself. It will also produce a beam in any other 
direction for which waves from the elements can add up to produce a watt 
front. Such other directions will exist whenever the array spacing } 
greater than one wavelength. 

In order to see this more clearly let us examine Fig. 37, where line XY 
represents an array of elements. From each element to the line 4A’ isa 
constant distance, so AA’ is obviously parallel to a wave front when the 
elements are excited with equal phase. If we can find a line BB’ to which 
the distance from each element is exactly one wavelength more or less than 
from its immediate neighbors then it too is parallel to a wavefront, for 
energy reaching it from any element of the array will have the same phase 
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except for an integral number of cycles. The same will apply toa lige CC’, 
to which the distance from each element is exactly two wave lengths more or 
less than from its immediate neighbors, or to any other line where this dif- 
ference is any integral number of wavelengths. 

Now in no radar antenna do we desire two or more beams for they will 
result in loss of gain and probably in target confusion. The array must 
therefore be designed so that for all positions of scan all beams except one 
will be suppressed. This will automatically occur if the array spacing is 
somewhat less than one wavelength. If the array spacing is greater than 
one wavelength these extra beams will appear in the array factor; they 
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Fig. 37—Some Possible Wave Fronts of an Array of Elements Spaced 2.75 X. 


must therefore be suppressed by the pattern of a singleelement. The pat- 
tern of an element must in other words, have no significant components 
in any direction where an extra beam can occur. 

Where elements with only side fire directivity are spaced more than a 
wavelength apart in a scanning array it is almost impossible to obtain 
adequate extra lobe suppression. If these elements are spaced by the 
minimum amount, that is by exactly the dimensions of their apertures and 
all radiate in phase they may indeed just manage to produce a desirable 
beam. A little analysis shows however that an appreciable phase variation 
from element to element, even though linear, will introduce a serious ex- 
tra lobe. To get around this difficulty elements with some end fire direc- 
tivity must be used. 
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greater detail in section 14.8. Each element of this array consists of a fixed 
vertical array of three polyrods. This elementary array provides the re- 
quired vertical pattern and has appropriate horizontal characteristics. 
Fourteen of these elements are arranged in a horizontal array with a spacing 
between neighbors of about two wavelengths. Energy is distributed among 
the elements with a system of branching waveguides. Thirteen rotary phase 
changers are inserted strategically in the distributing system. Each phase 
change is rotating continuously and shifts the phase linearly from 0° to 
360° twice for each revolution. As the phase changers rotate the array 
produces a beam which sweeps repeatedly linearly and continuously across 
the scanning sector. 

When elements of a scanning array are spaced considerably less than one 
wavelength it is a very simple matter to obtain a suitable elementary 
pattern, for the array factor itself has only a single beam. This advantage 
is offset by the greater number of elements and the consequent greater com- 
plexity of distributing and phase shifting equipment. In one useful type of 
scanning antenna however distributing and phase shifting is accomplished 
in a particularly simple manner. Here the distributing system is merely a 
waveguide which can transmit only the dominant mode. The wide dimen- 
sion of the guide is varied to produce the phase shifts required for scanning. 
The elements are dipoles. The center conductor of each dipole protrudes 
just enough into the guide to pick up the required amount of energy. 

It is evident from the above discussion that such a waveguide fed dipole 
array will produce a single beam in the normal direction only if the dipoles 
are all fed in phase and are spaced less than a wavelength. It is therefore 
not satisfactory to obtain constant phase excitation by tapping the dipoles 
into the guide at successive guide wavelengths for these are greater than 
free space wavelengths. Consequently the dipoles are tapped in at suc- 
cessive half wavelengths in the guide and reversed successively in polarity 
to compensate for the successive phase reversals due to their spacing. 

This type of array provides a line source which can be scanned by moving 
the guide walls. In order to leave these mechanically free suitable wave 
trapping slots are provided along the length of the array. 

A practical antenna of this type will be described in Sec. 16.3. 


12.3 Optical Scanning 


With a camera or telescope all parts of an angular sector or field are viewed 
simultaneously. We would like to do the same thing by radar means, but 
since this so far appears impossible we do the next best thing by looking 
at the parts of the field in rapid succession. Nevertheless certain pcints of 
similarity appear. These points are emphasized by a survey of the fixed 
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beam antenna field for there we find optical instruments in abundance. 
parabolic reflectors and even lenses. 

It is not a very big step to proceed from an examination of optical systems 
to the suggestion that a scanning antenna can be provided by moving a 
feed over the focal plane of a reflector. Nevertheless experience shows 
that this will not be especially profitable unless done with due caution. 
The first effect of moving the feed away from the focus in the focal plane of 
a paraboloid is indeed a beam shift but before this process has gone far a 
third order curvature of the phase front is produced and is accompanied 
by a serious deterioration in the pattern and reduction in gain. This 
difficulty or aberration is well known in classical optical theory and is called 
coma. Coma 3s typified by patterns such as the one shown in Fig. 16. 
It is the first obstacle in the path of the engineer who wishes to design 1 
good moving feed scanning antenna. 

Coma is not an insuperable obstacle however. Its removal can le 
accomplished by the application of a very simple geometrical principle. 
This principle can be stated as follows: ‘‘The condition for the absence ol 
coma is that each part of the focussing reflector or lens should be located on 
a circle with center at the focus.” 

This condition can be regarded as a statement of the spacial relation- 
ship required between the feed and all parts of the focussing element. [1 
is a condition which insures that the phase front will remain nearly linear 
when the feed is moved in the focal plane. It can be applied approximately 
whether the focussing element is a reflector or a lens and to optical systems 
which scan in both directions as well as those which scan in one direction. 

Coma is usually the most serious aberration to be reckoned with in 4 
scanning optical system, but it is by no means the only one. Any defec! 
in the phase and amplitude characteristic which arises when the feed 
moved can cause trouble and must be eliminated or reduced until it is toler- 
able. Another defect in phase which arises js ‘defocussing’. Defocussing 
is a square law curvature of phase and arises when the feed is placed at ar 
improper distance from the reflector or lens. Its effect may be as shown 
in Fig. 14. It can in principle always be corrected by moving the feed in3 
correctly chosen arc, but this is not always consistent with other requir- 
ments on the system. In addition to troubles in phase an improper ampli 
tude across the aperture of the antenna will arise when the feed 1s trans 
lated unless proper rotation accompanies this motion. 

To combat the imperfections in an optical scanning system we can 
choose over-all dimensions in such a way that they will be lessened. Thus 
it is generally true that an increase in focal length or a decrease in aperture 
will increase the scanning capabilities of an optical system. This alone 
is usually not enough, however, we must also employ the degrees of free- 
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dom available to us in the designing of the focussing element and the feed 
motion to improve the performance. If the degrees of freedom are not 
enough we must, if we insist on an optical solution introduce more. This 
could in principle result in microwave lenses similar to the four and five 
element glass lenses found in good cameras, but such complication has not 
as yet been necessary in the radar antenna art. 

Since military release has not been obtained as this article goes to press 
we must omit any detailed discussion of optically scanning radar antenna 
techniques. 


PART III 


MILITARY RADAR ANTENNAS DEVELOPED BY THE 
BELL LABORATORIES 


13. GENERAL 


In the final part of this paper we will describe in a brief fashion the 
end products of radar antenna technology, manufactured radar antennas. 
Without these final practical exhibits the foregoing discussion of principles 
and methods might appear academic. By including them we hope to 
illustrate in a concrete fashion the rather general discussion of Parts I 
and IT. 

The list of manufactured antennas will be limited in several ways. Severe 
but obviously essential are the limitations of military securitv. In addition 
we will restrict the list to antennas developed by the Bell Laboratories. In 
cases where invention or fundamental research was accomplished elsewhere 
due credit will be given. Finally the list will include only antennas manu- 
factured by contract. This last limitation excludes many experimental 
antennas, some initiated by the Laboratories and some by the armed forces. 

It is worthwhile to Legin with an account of the processes by which these 
antennas were brought into production. The initiating force was of course 
military necessity. The initial human steps were taken sometimes by 
members of the armed forces who had definite needs in mind and sometimes 
by members of the Laboratories who had solutions to what they believed 
to be military needs. 

With a definite job in mind conferences between military and Laboratories 
personnel were necessary. Some of these dealt with legal or financial 
matters, others were principally technical. In the technical conferences 
it was necessary at an early date to bring military requirements and tech- 
nical possibilities in line. 

As a result of the conferences a program of research and development was 
often undertaken by the Laboratories. An initial contract was signed which 
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called for the delivery of technical information, and sometimes for manv- 
facturing drawings and one or more completed models. Usually the 
antenna was designed and manufactured as part of a complete radar sys 
tem, sometimes the contract called for an antenna alone. 

After preliminary work had been undertaken the status of the job wa: 
reviewed from time to time. If preliminary results and current militar 
requirements warranted a manufacturing contract was eventually draw: 
up and signed by Western Electric and the contracting government agency 
This contract called for delivery of manufactured radars or antennas ac- 
cording to a predetermined schedule. 

Research and development groups of the Laboratories cooperated in war 
as in peace to solve technical problems and accomplish technical tasks. 
Under the pressure of war the two functions often overlapped and seemei 
to merge, yet the basic differences usually remained. 

Members of the Research Department, working in New York and at the 
Deal and Holmdel Radio Laboratories in New Jersey were concerned chieilv 
with electrical design. It was their duty to understand fully electrica 
principles and to invent and develop improved methods of meeting mil- 
tary requirements. During the war it was usually their responsibility to 
prescribe on the basis of theory and experiment the electrical dimensions 
of each new radar antenna. 

A new and difficult requirement presented to the Research Departmer' 
was sometimes the cause of an almost personal competition between alter- 
native schemes for meeting it. Some of these schemes were soon eliminated 
by their own weight, others were carried side by side far along the road tu 
production. Even those that lost one race might reappear in another 
as a natural winner. 

In the Development Groups working in New York and in the greatly 
expanded Whippany Radio Laboratory activity was directed towards coor- 
dination of all radar components, towards the establishment of a sound. 
well integrated mechanical and electrical design for each component an- 
towards the tremendous task of preparing all information necessary for 
manufacture. It was the job of these groups also to help the manufacturer 
past the unavoidable snarls and bottlenecks which appeared in the tirst 
stages of production. In addition development personnel frequently 
tested early production models, sometimes in cooperation with the armec 
forces. 

As we have intimated, research and development were indistinguishable 
at times during the war. Members of the research department often found 
themselves in factories and sometimes in aircraft and warships. Develop- 
ment personnel faced and solved research problems, and worked closely 
with research groups. 
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For several years when pressure was high the effort was intense; at times 
feverish. Judging by military results it was highly effective. Some of the 
material results of this effort are described in the following pages. 


14. NAVAL SHIPBORNE RADAR ANTENNAS 
14.1 The SE Antenna‘ 


Very early in the war, the Navy requested the design of a simple search 
radar system for small vessels, to be manufactured as quickly as possible 
in order to fill the gap between design and production of the more complex 
search systems then in process of development. The proposed system was 
to be small and simple, to permit its use on vessels which otherwise would 
be unable to carry radar equipment because of size or power supply capabil- 
ity. This class of vessel included PT boats and landing craft. 

The antenna designed for the SE system is housed as shown in Fig. 40. 
It was adapted for mounting on the top or side of a small ship’s mast, and 
is rotated in azimuth by a mechanical drive, hand operated. The para- 
boloid reflector 1s 42 inches wide, 20 inches high, and is illuminated by a 
circular aperture 2.9 inches in diameter. In the interests of simplicity, the 
polarization of the radiated beam was permitted to vary with rotation of 
the antenna. 

The SE antenna was operated at 9.8 cm, and fed by 14 x 3 rectangular 
waveguide. At the antenna base, a taper section converted from the 
rectangular waveguide to 3” round guide, through a rotating joint directly 
to the feed opening. 

Characteristics of the SE antenna are given below: 


Wavelength 9.7 to 10.3 cm 
Reflector 42° W x20°H 
Gain 25 db 
Horizontal Beam Width 6° . 
Vertical Beam Width 12°, varying somewhat with polarization 
Standing Wave 9.7to10.0 cm 4.0db 
10.0 to 10.3 cm 6.0 db 


14.2 The SL Radar Antenna" 


The SL radar is a simple marine search radar developed by Bell Tele- 
phone Laboratories for the Bureau of Ships. During the war, over 
1000 of these radars were produced by the Western Electric Company and 
installed on Navy vessels of various categories. The principal field for 
installation was destroyer escort craft, (“DE”’s). Figure 41 shows an SL 
antenna installation aboard a DE. The antenna is covered, for wind and 


10 Written by R. J. Phillips. 
11 Written by H. T. Budenbom. 
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the electric force vector in traversing the waveguide run. The path from 
the r.f. unit is in rectangular guide (TE, 9 mode) through the right angle 
bend, to the base of the rotary joint. A transducer which forms the base 
portion of the joint converts to the TMo, mode in circular pipe. For this 
mode, the electric field has radial symmetry, much as though the wave- 
guide were a coaxial line of vanishingly small inner conductor diameter. 


REFLECTOR 


PIPE CONTAINING 
SPIRAL SEPTUM 


TE..—~ TEi9 


—»> INDICATES DIRECTION 
OF ELECTRIC VECTOR. ROTARY JOINT 


TMo, < 
e INDICATES VECTOR ANO CHOKE 
LIES L TO PLANE OF 
PAPER. 
TE 19 
R.E UNIT 


Fig. 43—SL Radar Antenna—Wave Guide Path. 


The energy passes the rotary joint in this mode; choke labyrinths are pro- 
vided at the joint to minimize radio frequency leakage. The energy then 
flows through another transducer, from TMo, mode back to TE;o mode. 
The lower horizontal portion of the feed pipe immediately tapers to round 
guide, the mode being now TEy;,. Next the energy transverses a 90° elbow, 
which is a standard 90° pipe casting, and enters the vertical section im- 
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mediately below the feed aperture. The E vector is in the plane of the 
paper at this point. However, the ensuing vertical section is fitted witha 
spiral septum. This gradually rotates the plane of polarization until a 
the top of this pipe the E vector is perpendicular to the plane of the paper. 
Thus, after transversing another 90° pipe bend, the energy emerges horizon- 
tally polarized, to feed the main reflector. 

Specific electrical characteristics of the SL antenna are: 


Polarization—Horizontal 

Horizontal Half Power Beamwidth—6° 
Vertical Half Power Beamwidth—12° 
Gain—about 22 db. 


14.3 The SJ Submarine Radar Antenna 


It had long been expected that one of the early offensive weapons of tr 
war would be the submarine. It was therefore natural that early in th: 
history of radar the need for practical submarine radars was felt. Tix 
principal components of this need were twofold, to provide warning of a;- 
proaching enemies and to obt&kin torpedo fire control data. The SJ Sut- 
marine Radar was the first to be designed principally for the torpedo fire 
control function. 

Work on the SJ system was under way considerably before Pearl Harbor. 
When this work was initiated the advantages of lobing fire control system: 
were clearly recognized, but no lobing antennas appropriate for submamre 
use had been developed. Requirements on such an antenna were 0- 
viously severe, for in addition to fulfilling fairly stringent electrical cot 
ditions, it would have to withstand very large forces due to water resistant 
and pressure. 

The difficulties evident at the outset of the work were overcome by at 
ingenious adaptation of the simple waveguide feed. It was recognize: 
that a shift of the feed in the focal plane of a reflector would cause a bean 
shift. Why not, then, use two waveguide feeds side by side to produce the 
two nearly coincident beams required in a lobing antenna? When this wa: 
tried it was found to work as expected. 

It remained to devise a means of switching from one waveguide feed t° 
the other with the desired rapidity. This in itself was no simple problem. 
but was solved by applying principles learned through work on waveguide 
filters. The switch at first employed was essentially a branching filter 
at the junction of the single antenna feed line and the line to each feed aper- 
ture. Both branches of this filter were carefully tuned to the same fre- 
quency, that of the radar. The switching was performed by the insertion 
of small rapidly rotating pins successively into the resonant cavities of the 
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14.4 The Modified S1/Mark 27 Radar Antenna 


The SJ antenna described above performed a remarkable and timely fire 
control job as a lobing antenna but was found to be unsatisfactory when 
rotated continuously to produce a Plan Position Indicator (PPI) presenta- 
tion. In the PPI method of presentation range and angle are presented as 
radius and angle on the oscilloscope screen. Consequently a realistic map 
of the strategic situation is produced. This map is easily spoiled by false 
signals due to large minor lobes of the antenna. 

Since it had been established that the PPI picture was valuable for 
navigation and warning as well as for target selection it was decided to 
modify the antenna in a way that would reduce these undesirably high minor 
lobes. These were evidently due principally to the shadowing effect of the 
massively built double primary feed. Accordingly a new reflector was de- 
signed which in combination with a slightly modified feed provided a much 
improved pattern. 

The new reflector was different in configuration principally in that it was 
a partially offset section of a paraboloid. The reflector surface was also 
markedly different in character since it was built as a grating rather than a 
solid surface. This reduced water drag on the antenna. In addition 
the grating was less visible at a distance, an advantage that is obviously 
appreciable when the antenna js the only object above the water. 

This modified antenna was used not only on submarines as part of the 
SJ-1 radar but also on surface vessels as the Mark 27 Radar Antenna. 
Figure 46 shows one of these antennas. Its electrical characteristics are 
as follows: 


Gain > 20 db 

Horizontal Half Power Beamwidth = 8° 

Vertical Half Power Beamwidth = 17° 

Vertical Beam Character—Some upward radiation 
Lobe Switching Beam Separation—approximately 5° 
Gain reduction at beam cross-over < 1 db 
Polarization—Horizontal 


14.5 The SH and Mark 16 Antenna 


The antennas designed for the SH and Mark 16 Radar Equipments are 
practically identical. The SH system was a shipborne combined fire con- 
trol and search system, and the Mark 16 its land based counterpart was used 
by the Marine Corps for directing shore batteries. 

These systems operated at 9.8 cm. The requirement that the system, 
operate as a fire control as well as a search system imposed some rather 
-stringent mechanical requirements on the antenna. For search purposes, 
the antenna was rotated at 180 rpm, and indications were presented on a 
plan position indicator. For fire control data, slow, accurately controlled 
motion was required. Bearing accuracy is attained by lobe switching in 


3 Written by R. J. Philipps. 
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14.6 Antennas for Early Fire Control Radars™ 


The first radars to be produced in quantity for fire control on naval ves- 
sels were the Mark 1, Mark 3 and Mark 4 (originally designated FA, FC 
and FD). These radars were used to obtain the position of the target with 
sufficient accuracy to permit computation of the firing data required by the 
guns. The first two (Mark 1 and Mark 3) were used against enemy surface 
targets while the Mark 4 Radar was a dual purpose system for use against 
both surface and aircraft targets. These radars were described in detal 
in an earlier issue.4 However, photographs of the antennas and per- 
tinent information on the antenna characteristics are repeated herein for 
the sake of completeness. (See Table B and Figures 48, 49 and 50.) 


TABLE B 
Radar 
Mark 1 Mark 3 Mark 4 
Dimensions 6’ x6’ 3’ x 12’ 6’x 6’ 6’ x7’ 
ting Frequency 500 or 700 MC 680-720 MC 680-720 MC 
Beam Width in Degrees 
(Between half power points 
one way.) 
Azimuth 12° 6° 12° 12° 
Elevation 14° 30° 14° 12: 
Antenna Gain 22 db 22 db 22 db 22.5 db. 
Beam Shift in Degrees 
Azimuth 0° +1.5° +3° +3° 
Elevation 0° 0° 0° +3° 





An antenna quite similar to the Mark 3, 6 ft. x 6 ft. antenna, was also 
used on Radio Set SCR-296 for the Army. This equipment was similar to 
the Mark 3 in operating characteristics but was designed mechanically for 
fixed installations at shore points for the direction of coast artillery gu2 
fire. For these installations the antenna was mounted on an amplidyne 
controlled turntable located on a high steel tower. The entire antenna and 
turntable was housed within a cylindrical wooden structure resembling 4 
water tower. Equipments of this type were used as a part of the coastal 
defense system of the United States, Hawaiian Islands, Aleutian Islands 
and Panama. 

13 Written by W. H. C. Higgin 


14“Farly Fire-Control Rate for Naval Vessels,”” W. C. Tinus and W. H. C. Higgs 
See pp. 9 ff. 
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4 


strated the value of rapid scanning, yet the problem of producing a rapid 
scanning higher frequency antenna of nearly equal dimensions was a new 
and different one. 

Several possible solutions to this problem were known. The array 
technique applied so effectively to the polyrod antenna could have been 
applied here also, but only at the expense of many more elements and 
greater complexity. 

After much preliminary work it was finally concluded that a mechanically 
scanning antenna, the “rocking horse,” provided the best solution to the 
higher frequency scanning problem. This solution is practical and relatively 
simple. 


DELAY EQUALIZING — UNIT ANTENNAS 
WAVE GUIDE LENGTHS Z| (VERTICAL POLYROO TRIDOENTS) 


aes es Res 
= RPS 
nes} —— Las aes} —+—| nes 


WAVE GUIDE 
DISTRIBUTING MANIFOLD 
WITH ROTARY PHASE CHANGERS 
(720° PHASE CHANGE PER REV.) 
INPUT 


Fig. 52.—Schematic Diagram of Polyrod Fire Control Antenna. 


The operation of the rocking horse is described in Sec. 12.1. It is essen- 
tially a carefully designed and firmly built paraboloidal antenna which 
oscillates rapidly through the scanning sector. Its oscillation is dynamically 
balanced to eliminate undesirable vibration. 


Figure 54 is a a of a production model of the rocking horse 
antenna. 


14.10 The Mark 19 Radar Antenna 


In Anti-aircraft Fire Control Radar Systems for Heavy Machine Guns 
it is necessary to employ a highly directive antenna and to obtain continu- 
‘ ous rapid comparison of the received signals on a number of beam positions 


% Sections 14.10, 14.11 and 14.12 were written by F. E. Nimmcke. 
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14.12 A 3CM Ant-Aircraft Radar Antenna. 


To obtain greater discrimination between a given target and other targets, 
or between a target and its surroundings, the wavelength was reduced t: 
the 3 cm region. An antenna for this wavelength was designed to employ 
the conical scan principle. In this case the parabolic reflector was 30 inches 
in diameter and transmitted a beam approximately 3° wide at the 3db poir: 
with a beam shift of 1.5° making a total of 4.5° with the antenna scanninz. 
The minor lobes are down more than 22 db (one way) from the maximun: 
and the gain of this antenna is 35 db. 

In the 3 cm system in which a Cutler feed was used, the axis of the bear 
was rotated in an orbit by ‘“‘nutation” about the mechanical axis of th: 
antenna. This was accomplished by passing circular waveguide throuz’ 
the hollow shaft of the driving motor. The rear end of the feed (choxe 
coupling end) was fixed in a ball pivot while the center (near the reflector 
was off set the proper amount to develop the required beam shift. Th: 
off set was produced by a rotating eccentric driven by the motor. The 
latter was a 440 volt, 60 cycle, 3 phase motor rotating at approximately 18 
rpm which resulted in a scanning rate of 30 cycles per second. The twi- 
phase reference voltage generator was integral with the driving motor. 

It was found necessary at these radio frequencies to use a cast aluminur. 
reflector and to machine the reflecting surface to close tolerances in order to 
attain the consistency in beam width and beam direction required fc: 
accurate pointing. An antenna assembly for the 3 cm anti-aircraft rada 
is shown in Fig. 57. 


15. LAND BASED RADAR ANTENNAS 
15.1 The SCR-545 Radar “Search? and “Track” Antennas” 


The SCR-545 Radar Set was developed at the Army’s request to mex: 
the urgent need for a radar set to detect aircraft and provide accurate tar- 
get tracking data for the direction of anti-aircraft guns. 

This use required that a narrow beam tracking antenna be emploved 
achieve the necessary tracking accuracy, furthermore, a narrow beam 
antenna suitable for accurate tracking has a very limited field of view an¢ 
requires additional facilities for target acquisition. This was provided by 
the search antenna which has a relatively large field of view and is providec 
with facilities for centering the target in its field of view. These two an- 
tennas are integrated into a single mechanical structure and both radar axe 
coincide. 

The “Search” antenna operates in the 200 mc band and 1s com- 


17 Section 15.1 was written by A. L. Robinson. 
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The ‘‘Track”’ antenna operates in the 10 cm. region and consists of a reflec- 
tor which is a parabola or revolution, 57 inches in diameter, illuminated by z 
source of energy emerging from a round waveguide in the lobing mechanism. 
Conical lobing is achieved by rotating the source of energy around the 
parabola axis in the focal plane of the parabola. Conical lobing is discussec 
in section 11.2. The round waveguide forming the source is filled with a 
specially shaped polystyrene core to control the illumination of the para >olz 
and to seal the feed system against the weather. The radio frequency power 
is fed through coaxial transmission line to a coaxial-waveguide trans.ticc 
which is attached to the lobing mechanism. 

The “‘Search”’ and “Track” antenna lobing mechanisms are synchronize¢ 
and driven by a common motor. 

The radio frequency power for both antennas is transmitted through 2 
single specially constructed coaxial transmission line to the common antennz 
structure, where a coaxial transmission line filter separates the power for 
each antenna. 

Figure 58 is a photograph of a production model of the SCR-545 Radar 
Set. The principal electrical characteristics of the antennas are tabulated 
below: 





Antennas 

Search Track 
Gain 14.5 db 30 db 
Horizontal Beamwidth 23.5° 5° 
Vertical Beamwidth 25.5° 5° 
Polarization Horizontal Vertical 
Type of Lobing Lobe switching Conical lobing 
Angle between lobe positions 10° : 3° 
Lobing rate 60 cycles/sec. | 60 cycles/sec. 


The SCR-545 played an important part in the Italian campaign, particu- 
larly in helping to secure the Anzio Beach Head area, as well as combating 
the “V” bombs in Belgium. However the majority of SCR-545 equip 
ments were sent to the Pacific Theater of Operations and played an im- 
portant part in operations on Leyte, Saipan, Iwo Jima, and Okinawa. 


15.2 The AN/TPS-1A Portable Search Antenna” 


In order to provide early warning information for advanced units, a light 
weight, readily transportable radar was designed under Signal Corps contract. 


18 Written by R. E. Crane. 
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The characteristics of this antenna are summarized below: 


Gain 27.3 db. 
Horizontal Half Power Beamwidth 4.4° 
Vertical Half Power Beamwidth 12.6° 
Vertical] Beam Characteristic Symmetrical 
Polarization Horizontal 
<4.0 db 


Impedance (SWR over +2.5% 
band) : 


16. AIRBORNE RADAR ANTENNAS 
16.1 The AN/APS-4 Antenna® 


AN/APS-4 was designed to provide the Navy’s carrier-based planes 
with a high performance high resolution radar for search against surface 
and airborne targets, navigation and interception of enemy planes under 
conditions of fog and darkness. For this service, weight was an all im- 
portant consideration and throughout a production schedule that by V-J 
day was approaching 15,000 units, changes to reduce weight were con- 
stantly being introduced. In late production the antenna was responsible 
for 19 lbs. out of a total equipment weight of 164 lbs. The military require- 
ments called for a scan covering 150° in azimuth ahead of the plane and 30° 
above and below the horizontal plane in elevation. To meet this require- 
ment a Cutler feed and a parabolic reflector of 6.3” focal length and 144” 
diameter was selected. Scanning in azimuth was performed by oscillating 
reflector and feed through the required 150° while elevation scan was per- 
formed by tilting the reflector. Beam pattern was good for all tilt angles. 
In early flight tests the altitude line on the B scope due to reflection from 
the sea beneath was found to be a serious detriment to the performance of 
the set. Toreduce this, a feed with elongated slots designed for an elliptical 
reflector was tried and found to give an improvement even when used with 
the- approximately round reflector. The elliptical reflector was also tried, 
but did not improve the performance sufficiently to justify the increased 
size. 

As will be noted in Fig. 60, the course of the mechanical development 
brought the horizontal pivot of the reflector to the form of small ears pro- 
jecting through the parabola. No appreciable deterioration of the beam 
pattern due to this unorthodox expedient was noted. 

The equipment as a whole was built into a bomb-shaped container hung 
in the bomb rack on the underside of the wing. Various accidents resulted 
in this container being torn off the wing in a crash landing in water or 
dropped on the deck of the carrier. After these mishaps, the equipment 
was frequently found to be in good working order with little or no repair 
required. | 

® Written by F. C. Willis. 
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made to nod up and down about its horizontal axis by controllable amounts 
up to a total of 65° and at a rate of 30° per second. 

In the sea search SCR-717 equipment, selsyn azimuth position data take. 
offs are provided which drive a PPI type of indicator presentation. The 
rotational speed about the vertical axis in this case is either 8 or 20 rpr 
as selected by the operator. The reflector can also be tilted about it: | 
horizontal axis above or below the line of flight as desired by the operator. | 

It will be noted that the emitter moves with the reflector and according 
it is always located at the focal point throughout all orientations of th — 
antenna. 


16.3 The AN/APQ-7 Radar Bombsight Antenna” 


Early experience in the use of bombing-through-overcast radar equi 
ment indicated that a severe limitation in performance was to be expecte: 
as the result of the inadequate resolution offered by the then available ar- 
borne radar equipments. This lack of resolution accounted for gross errox 
in bombing where the target area was not ideal from a radar standpoint 

To meet this increased resolution requirement in range, the transmitte: 
pulse width was shortened considerably. In attempting to increase tt: 
azimuthal resolution, higher frequencies of transmission were employe’ 
This enabled an improvement in azimuthal resolution without resorting 
larger radiating structures, a most important consideration on moder 
high speed military aircraft. 

To extend the size of the radiating structure without penalizing the 2:- 
craft performance, the use of a linear scanning array which would exhib: 
high azimuthal resolution was considered. This array was originally cr 
ceived in a form suitable to mount within the existing aircraft wing a* 
transmit through the leading edge. As development proceeded, the restni- 
tions imposed on the antenna structure as well as the aircraft wing desig: 
resulted in the linear array scanner being housed in an appropriate separat: 
air foil and attached to the aircraft fuselage (Fig. 62). 

The above study resulted in the development of the AN/APQ-7 rad: 
equipment, operating at the X-band of frequencies.” This equipme:’ 
provided facilities for radar navigation and bombing. 

The AN/APQ-7 antenna consisted of an array of 250 dipole structure: 
spaced at $ wavelength intervals and energized by means of coupling probe 
extending into a variable width waveguide. The vertical pattern ¥2 
arranged to exhibit a modified csc’ distribution by means of accurate!’ 
shaped ‘‘flaps” attached to the assembly. 

#1 Written by L. W. Morrison. | 


2 A large part of the antenna development was carried out at the M. I. T. Radiatos 
Laboratory. 
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and forth. Toggle arms are attached to this push rod at frequently spaced 
intervals which provides the motion for varying the width of the waveguide 
while assuring precise parallelism of the side walls throughout its length 
(Fig. 63). 

The normal range of horizontal scanning exhibited by this linear arrav. 
extends from a line perpendicular to the array to 30° in the direction of the 
feed. By alternately feeding each end, a total scanning range of +3(" 
from the perpendicular is achieved. Appropriate circuits to synchronize 
the indicator for this range are included. 

The use of alternate end feed on the AN/APQ-7 antenna requires thai 
the amount of energy fed to the individual dipoles is somewhat less than ifa 
single end feed is employed. 

The AN/APQ-7 antenna is 16$ feet in length and weighs 180 pound: 
exclusive of air foil housing. 

The following data applies: 

Gain = 32.5 db 

Horizontal beamwidth = 0.4° 

Vertical beam characteristic = modified csc* 
Scan—Array scanning 


Scanning Sector—+ 30° Horizontal 
Scanning Rate = 45°/second 
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Techniques and Facilities for Microwave Radar Testing* 
By E. I. GREEN, H. J. FISHER, J. G. FERGUSON 


Methods and devices are described for testing microwave radars in the radio 
frequency range from about 500 mc to 25,000 mc, and at associated video fre- 
quencies. In general, the same instruments and techniques are applicable also in 
testing microwave communication systems. 


INTRODUCTION 


HAT radars are marvels of ingenuity has long since become common 

knowledge. This ingenuity is reflected, however, in complexity of 
circuits. A rough index of this is found in the number of vacuum tubes, 
which for a single radar may range from 50 to 250. Notwithstanding the 
rr ost careful design, it 1s easy for the radar performance to become impaired 
under operating conditions. 

Not only is radar complex, but its performance criteria are less tangible 
than those of conventional communication systems. Ordinary radio is to 
some extent self-testing in that reception of inteiligible speech or signals 
frequently constitutes a sufficient check of satisfactory performance. With 
radar, the greater the range coverage and the more accurate the data, the 
ore valuable the information is likely to be. However, the working range 
may fall to a fraction of the possible maximum or some other degradation 
or malfunctioning may occur, with nothing in the operation of the radar to 
tell that this has happened. Since lack of maximum performance may have 
serious military results, measurement of performance assumes the utmost 
importance in radar work. 

The new techniques and new frequency ranges employed for radar ne- 
cessitated the wartime development of a wide variety of new types of test 
equipment. A large part of this development work was concentrated at 
Bell Laboratories and at the N.D.R.C.’s Radiation Laboratory at M.I.T., 
working in close coordination with one another and with the technical 
services of the Army and Navy. In the manufacture of radar test equip- 
ment, Western Electric took a major part. This article discusses the tech- 
niques of radar testing and describes the types of test gear developed by 
Bell Laboratories and manufactured by Western Electric. These cover 
the radio frequency range from about 500 megacycles to 25,000 megacycles, 
together with associated video frequencies. 

Because of its importance during the war, emphasis has been placed on 

* Presented at A.I.E.E. Winter Convention, New York, N. Y., January 21-25, 1946. 
Published by Elec’l. Engg., Trans. Sec., May 1946. 

861 


Google 


862 RADAR SYSTEMS AND COMPONENTS 


the testing of microwave radars. However, similar methods and instn- 
ments have also been employed in the testing of microwave communication | 
systems and such applications can be expected to increase. In this situatio: 
the developers and users of microwave communication systems are fortunate 
in that almost all of the techniques and devices developed for radar testinz 
are equally applicable to communication systems. This is even true of the 
video units, which are useful in connection with pulse modulated telephon 
systems and AM or FM television systems. 

So many persons, both within and outside Bell Laboratories, have cor- 
tributed to the developments described that the authors have reluctant! 
reached the conclusion that the assignment of individual credit should not 
be attempted. 


REQUIREMENTS 

Operation of Typical Radar 

Subsequent discussion may be simplified by first reviewing briefly the 
operation of a somewhat typical radar, as shown in Fig. 1. Under the co- 
trol of d.c. or so-called video pulses from the modulator, short pulses of radx 
frequency energy are delivered by the magnetron transmitter to a highly 
directive antenna, ordinarily arranged to scan a section of space. Energy 
reflected from an object or “target” in the path of the beam is intercepted 
by the same antenna. The received pulses or echoes are converted to a 
intermediate frequency by heterodyning against a local oscillator, the 
frequency of which may be automatically controlled. 

To enable the same antenna to serve for both transmitting and receiving. 
a TR tube or transmit-receive switch is usually provided. This consist: 
of a partially evacuated resonant cavity containing a spark gap which break 
down during the transmitted pulse, thus preventing the transmitted power 
from injuring the sensitive receiver. An RT tube, consisting of a simia 
resonant cavity and spark gap, may be provided to prevent absorption 
the received signal by the transmitter. After amplification and detection 
of the received signal, the resultant video pulses are applied to an indicator 
which may present information in any of several different ways. Cus 
tomarily the direction of the target (determined by antenna orientation! 
and its range (determined by reflection interval, 10.7 microseconds per mie! 
are shown. The system may be used merely for searching, or for fire co0- 
trol, bomb direction, or other functions, with additional equipment as & 
quired. 
Types of Tests and Test Sets 


Figure 2 shows an early assemblage of radar test equipment for the !" 
cm range, initially produced in 1942, which has seen wide usage. 
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The more important types of tests required in radar work, either at radar 
operating locations or at centralized service points, are: (1) Over-all Per- 
formance (Range Capability), (2) Transmitter Power, (3) Receiver Sensi- 
tivity, (4) Transmitter Frequency, (5) Transmitter Spectrum, (6) Standing 
Wave Ratio, (7) R. F. Envelope, (8) Receiver Recovery, (9) AFC Tracking, 
(10) I.F. Alignment, (11) Video Wave Shapes, (12) Range Calibration and 
(13) Computer Calibration. 

The principal types of test sets required for carrying out the above are: 
(1) Signal Generators, (2) Echo Boxes, (3) Frequency and Power Meters 
(separate or combined), (4) Standing Wave Meters, (5) R.F. Loads, (6) 


RT 
TEST 


MAGNE TRON 
TRANSMITTER 





vi 
INDICATOR San 


Fig. 1—Diagram of typical radar. 


Oscilloscopes, (7) Video Dividers and Loads, (8) Range Calibrators, (9) 
Computer Test Sets and (10) Spectrum Analyzers. Various auxiliary test- 
ing instruments are also employed, including vacuum tube testers, I.F. 
signal generators, audio oscillators, flux meters, etc. Before discussing the 
above tests and devices individually, some of the requirements for radar 
test equipment, especially those resulting from military usage, will be 
summarized. 


Generality of Application 


Radars perform a great variety of functions, including search and sur- 
veillance, gun laying and fire control, bomb direction, and navigation. They 
are used in the air, on shipboard, and on the ground, in attack and in de- 
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In developing test equipment, an offhand approach might have been to 
provide specialized equipment for testing each radar under specific condi- 
tions. Since this would have made the total burden of development, manu- 
facture and field maintenance well nigh intolerable, a coordinated plan was 
followed whereby (with minor exceptions) each test set was made capable 
of widespread application in testing as many radars under as varied condi- 
tions as possible. 


Broadbanding 


Generality of application required the designing of test equipment for 
broad frequency bands, bands as a rule much wider than those of the radars 
themselves. It was necessary, therefore, not only to develop new micro- 
wave testing techniques, but to advance the art still further to render the 
testing components as far as possible insensitive to frequency. 


Precision 

A radar itself is an instrument of considerable precision. The test equip- 
ment used for checking the radar performance in the field has to have still 
higher accuracy. It is noteworthy that the measuring accuracy realized 


throughout the microwave range is comparable with that obtainable at 
lower frequencies where many years of background exist. 


Packaging—Size and Weight 


Light weight and compactness are of paramount importance where a 
test set has to be carried any distance by the maintenance man, where it 
is used in cramped quarters in a plane, truck or submarine, or where it has 
to be taken up ship ladders or through small hatchways. To permit portable 
use under such conditions, the design objective was established of a weight 
not exceeding about 30 Ibs. (exclusive of transit case), combined with a rug- 
gedness adequate for all conditions of use. Through rigorous attention to 
both mechanical and electrical design, this objective has been realized (in 
many cases with considerable margin) except for a few sets intended prima- 
rily for bench use. Figure 3 illustrates the use of lightweight test equipment 
in maintaining airborne radars. 


Environmental Influences 


Military usage requires that the test equipment be capable of efficient 
operation at any ambient temperature between a minimum of the order of 
— 40° to —55° C and a maximum of the order of +65° to +70° C, as well 
as at any relative humidity up to 95%. In addition the set must withstand 
continued exposure to driving rain, dust storms and all other conditions en- 
countered in tropical, desert or arctic climates. Often the test set in its 


Google 














, (presen’ey “i ely 
Wi . RADAR SYSTEMS AND: COMPORENTS 9900 f 
i ! e ate ence Sc a sew ‘a 
wait 1 ieee tion nabs oe oem is a standard uirement 
ey le Simplicity. Retiobitly, A eel re Dig Raters teres ales ay 2 es 


‘ 


SO TON Nt only must ‘thie a tint ie “i a set be ieliatle, s stable anc’ tas epee 
“bere, buit the set must me ake, minknum demande t ton pela) skill nt tech: 


R men PA 
7 : 






\ 
. } 

| 

| 

"4 

| 

| 

1a 





P . . , ~ M 
yA ai 


Pi Bes, : 


xs) 


A 


’ 
Ft ae le = 











erhan.: ‘Atpest dor maititenance pas 3: 
feted teat sets, is not as controlling as i in the railars : 
i part for compactness. “4 
; ees ay ; Cs %, aA 
eR p general application, the. test: equipment: wist tie ‘eapable be: wine 
| Standing airplane: vibration, the shock. of heavy ans, depth charges ae 2 
eS ors yop Wears a8 SARS EER iba Cae hry ge ote Pca eee oA Bra Fe Maes By Seat 
: | ; rs Pays 5 eget e x23 feet : .< 2 ‘ pawy 5 yh $ pokes ge Et Sy 


SASSY  ¥€'; aks i = tps ; 
Original Thom, _* A» 


UNIVERSIDY,OF MICHIGAN 





MICROWAVE RADAR TESTING 867 


near misses, and the combinations of shock and vibration connoted by the 
requirement of “‘transportation over all types of terrain in any Army vehi- 
cle.” Test and experience have made it possible to translate these general 
requirements into two specific requirements, namely the ability to withstand 
(1) vibration at frequencies from 10 to 33 cycles per second with yy” excur- 
sion for 30 minutes in each of three axes and (2) the shock produced by a 400 
lb. hammer falling through distances of 1, 2 and 3 ft. in each of three axes, 
and striking an anvil to which the set is attached. These requirements 
have been met without using shock and vibration mounts, which are unde- 
sirable in test sets because they increase size and weight. 


RANGE CAPABILITY 


The range capability of a radar, like that of any radio system, depends 
upon three things; the transmitted power, the loss in the medium, and the 
rrinimum perceptible received signal. Two of these can be combined by 
taking the ratio of the radiated signal to the minimum perceptible received 
signal. This ratio, ordinarily expressed as a level difference in db, is vari- 
ously termed the “system performance,” “over-all performance”’ or merely 
the “level difference.”’ It may be determined by separate measurement of 
transmitter power and receiver sensitivity, or by a single overall measure- 
ment. With the powers and sensitivities commonly employed in radar, 
the level difference is of the order of 150 to 180 db. 

The actual range that can be spanned for a given performance ratio varies 
considerably. For a given transmitted power, the echo power received by 
a radar theoretically varies inversely as the fourth power of the range. The 
reason for this is simple. In free space the power intercepted by a target 
which is small in comparison with the area of the radar beam in its vicinity 
will vary according to the inverse square of the distance from the radar. 
Similarly, that fraction of the energy reflected from the target which is 
intercepted by the receiving antenna will vary as the inverse square law. 
Since the received power involves the product of these two factors, the rela- 
tion becomes: 


; 

P= Ki, or , R= (x5) (1) 
where P,; and P, represent, respectively, the transmitted and received power, 
R the range and K a constant determined by antenna design, character of 
target, etc. 

Under operating conditions considerable departure from the above rela- 
tionship may be experienced, due to such factors as (1) the curvature of the 
earth, (2) interference between the direct beam and single or multiple re- 
flections, and (3) attenuation due to atmospheric absorption. Except under 
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conditions of severe attenuation such as may occur at the very short wave 
lengths, the received power commonly varies somewhere between the inverse 
fourth power and the inverse 16th power of distance. To state it another 
way, the change in effective range is somewhere between the fourth and 
the sixteenth root of the change in system performance. The former condi- 
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Fig. 4—Effect of reduction in system performance on radar range. 


tion might hold for high angle plane-to-ship search in clear weather, the 
latter for ship-to-ship search in fog. The loss of range resulting from a given 
degradation of system performance is shown for 4th, 8th and 16th root laws 
by the curves of Fig. 4. Whatever the propagation law, reduction in per 
formance always means loss of range. 

Field surveys have shown that when test equipment is not available or 
not used, radars in the field are likely to give no more than $ to } of the 
maximum range of which they are capable. Hence it is necessary to kno¥ 
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with good accuracy the over-all performance. Known, or so-called stand- 
ard, targets have often been used in the field for checking performance. 
Because of wide variations in transmission due to many factors, results 
obtained from such targets are frequently misleading. 


SIGNAL GENERATORS 


Signal generators for radar work deliver one or more different types of 
test signals, which may serve a variety of functions. More important among 
these functions are tuning or alignment of the radar components (TR and 
RT boxes, converter, beat oscillator, AFC, etc.), measurement of receiver 
sensitivity, checking TR and receiver recovery, measurement of loss, detec- 
tion of frequency pulling, check of AFC following, measurement of IF band- 
width, check of automatic range tracking, measurement of standing wave 
ratio and check of video “gating” circuits. Many signal generators include 
means for measuring the power and frequency of the test signal, and also of 
an incoming signal. 


Types of Signals 


The test signals delivered by a signal generator may be CW, pulsed, or 
frequency-modulated. Occasionally square wave or sine wave modulation 
is provided. 

Pulsed signal generators deliver a succession of single RF pulses or pulse 
trains, either of these generally synchronous with the pulses of the radar 
under test. Multivibrator or trigger techniques! are used to generate the 
pulses for modulating the microwave generator. The trigger pulse for 
synchronizing the pulsing circuits is commonly produced by rectifying RF 
pulses from the radar transmitter, thus avoiding a separate video connection 
to the radar. To avoid possible difficulties in video response, the RF test 
pulses should be of comparable width to those of the radar under test. For 
observing the test signals, either the radar indicator or an auxiliary oscillo- 
scope may be used. With the single pulse method, provision is usually 
made for varying the delay of the test pulse with respect to the radar pulse. 
The width of the test pulse may also be adjustable or variable. 

If the frequency of the signal generator is swept over a sufficiently wide 
frequency band, the IF output of the radar traces the curve of IF selectivity, 
thus producing a kind of pulse. With a suitable rate of frequency sweep, 
this pulse becomes comparable in width to the transmitter pulse, and when 
synchronized with the radar it can be used for test purposes. Since the 
pulse is produced in the radar, comparison of the shapes of receiver input 
and output pulses is not possible. The nominal duration of the pulse in 
the IF output is 


T = B/y (2) 
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where B is the width of IF band in cycles per second (for this purpose con- 
veniently measured between 6 db points) and + is the speed of frequency 
sweep In cycles per second per second. For best results this nominal width 
should be similar to the width of transmitter pulse for which the IF and 
video circuits are designed. ‘This means that the scanning speed should be 
in the neighborhood of B?/2. 

A CW input of the same frequency as the transmitter produces in tke 
output of the IF detector merely a direct current to which the video amplifier 
and radar indicator do not respond. However, CW test signals may be 
utilized by observing on a d.c. meter (built into the radar or separate) the 
change produced in detector current or converter current. 

Receiver Sensitivity 

Just as in radio, the sensitivity of a radar receiver is defined as the mini- 
mum received signal that is perceptible in the presence of set noise.* At 
microwave frequencies atmospheric disturbances are usually negligible, so 
that unless accidental or deliberate interfering signals are present, the 
operating sensitivity is the same as the intrinsic sensitivity of the receiver. 

Receiver sensitivity is commonly stated as the minimum perceptible signal 
power in db referred to a milliwatt, (abbreviated as dbm). In practice, 
the receiver sensitivity depends upon the noise figure of the converter, the 
conversion loss, and the noise figure of the IF amplifier. If an RF amplifer 
is used, as is the practice at lower microwave frequencies, its noise figure is 
likely to be controlling. By noise figure in each case is meant the noise 
power in comparison with the thermal noise. The thermal noise in watts 
delivered to a load is RT.B, where & is Boltzmann’s constant, T is absolute 
temperature in degrees K, and B is the frequency bandwidth. Thus fora 
4 mc band at 25° C the thermal noise is —108 dbm. With good design the 
over-all receiver noise is of the order of 10 to 15 db higher than thermal noise. 
The minimum detectable signal is usually not equal to the receiver noise but 
depends on the type of indicator, particularly on whether the presence of an 
echo is indicated by spot deflection or spot modulation. 

With a CW signal generator, receiver sensitivity is measured by deter- 
mining the minimum input power necessary to produce a perceptible change 
in meter reading. ‘This affords a satisfactory relative measure of receiver 
performance, but since the radar indicator usually permits better visual 
discrimination against noise, the minimum input as read with the meter 
ordinarily differs from the minimum pulse input for barely discernible indica- 
tor response 


* The term noise is commonly used even though the disturbances are observed on a 
cathode-ray screen. 
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RF Oscillators 


Beat oscillator tubes for radars deliver (with sufficient decoupling or isola- 
tion to prevent undue frequency pulling) a power of the order of milliwatts. 
This power being adequate for most test purposes, such tubes are well 
adapted for use as signal generators. 

Throughout the greater part of the microwave range, reflex velocity- 
modulated tubes,” both the type with built-in cavity (Pierce-Shepherd) tuned 
mechanically or thermally, and that with external cavity (McNally) tuned 
by plugs, vanes or adjustment of dimensions, have been used. The former 
is more convenient for general use but the latter usually permits wider fre- 
quency coverage. Oscillation occurs when the repeller voltage is adjusted 
so that the round trip transit time corresponds to an odd number of quarter 
wavelengths. Ordinarily there are several different ranges of repeller 
voltage, corresponding to different numbers of quarter waves, each of which 
supports oscillation over a range of frequencies, called a mode of oscillation. 
Pulsing or frequency modulation is accomplished by applying a pulse or 
sawtooth wave to the repeller. 

At the longer microwaves, a triode with closely spaced electrodes, or 
so-called “lighthouse” tube*, has been employed in a tuned-plate tuned- 
grid oscillator of the positive grid type. Two coaxial lines, conveniently 
placed one inside the other, provide the tuning, with the feedback through 
interelectrode capacitances supplemented by loop coupling. The inner 
cavity (between plate and grid) controls the frequency of oscillation, while 
the outer cavity (between grid and cathode) provides a suitably high grid 
impedance. Mechanical arrangements are provided for tracking the tuning 
of the two cavities over a wide frequency range. 


Some Design Principles 


Standard signal generators which have been employed in the past for 
measuring the sensitivity of radio receivers usually deliver a known voltage 
across a low impedance. This voltage is applied in series with a dummy 
antenna to the receiver under test. In the microwave range this technique 
is inconvenient, and signal generators are designed to deliver test power on 
a matched impedance basis. Receiver sensitivity is stated in terms of 
power (dbm) instead of volts. 

The components of a signal generator or other test unit are commonly 
arranged along a microwave transmission line. The wave guide type of 
line possesses certain advantages over a coaxial line in affording a lower 
loss, facilitating attenuator design as discussed in a subsequent section, etc. 
Hence the wave guide type of line is used in test equipment for those wave- 
lengths where its size is not excessive, i.e. from about 4,000 mc upwards, and 
coaxial line for lower frequencies. 


Google 








CeO CID OSTS eee nag ee pring torn {9 
ese lS 3 4 Re (Os eet UNIVERSITY OF MICHIGAN 


MICROWAVE RADAR TESTING 873 


A major problem in the design of microwave signal generators is the 
provision of shielding adequate to reduce leakage signals due to unwanted 
couplings or stray fields well below the minimum signal required for receiver 
testing. This minimum level may be as low as —70 or — 80 dbm, depending 
on the coupling loss in the test connection. 


A Pulsed and FM Signal Generator 


To illustrate the functioning of a signal generator, there is shown in Fig. 5 
a block schematic of a design (Army-Navy type TS-35A/AP) which covers 
a 12% frequency band in the vicinity of 9000 mc. An RF connection to the 
radar is established with a wave guide flange coupling. The frequency and 
power of the radar transmitter are measured by means of a coaxial-type 
frequency meter and thermistor power measuring circuit as described in 
subsequent sections. The attenuator and pad are adjusted to reduce the 
incoming average power to about 1 milliwatt, which gives a suitable deflec- 
tion on the indicating meter. The thermistor is mounted across the wave 
guide. 

An RF pulse train is employed in many tests. To produce this the RF 
oscillator output is modulated by a multi-vibrator which pulses continuously 
except when being synchronized. Synchronizing pulses are derived by 
crystal rectification of the RF pulses from the radar transmitter. The result 
is an initial RF pulse of 7 microseconds followed by an off period of about 
10 microseconds followed by a train of RF pulses each 2 microseconds wide 
and recurring every 8 microseconds until resynchronization occurs at the 
next radar pulse. 

Using the pulse train, the radar system components can be tuned for 
maximum sensitivity by maximizing the signal on the indicator. To check 
receiver sensitivity the CW power is first adjusted so that a power of 1 
milliwatt is delivered to the pad and attenuator. Then with the set in the 
pulsed condition the amplitude of the test signal is adjusted by means of 
the attenuator and pad until the signal on the radar indicator is barely 
discernible. It is necessary for this test that the frequency of the test 
signal be equal to the magnetron frequency. The frequency meter is 
provided as part of the signal generator for this purpose. 

The receiver recovery, i.e. the time required by the receiver to recover 
after disablement by the transmitter pulse, determines the minimum range 
at which a radar can be used. With this test set the receiver recovery 
characteristic is indicated by the amplitude of the test pulses in the interval 
immediately following the transmitter pulse. 

The set is also adapted to serve as an FM signal generator. A sawtooth 
wave applied to the repeller gives a succession of frequency sweeps, each 
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about 20 mc wide, and lasting about 6 microseconds. With this frequency 
modulated signal the width of receiver response may be observed on a 
Class A oscilloscope (i.e. one showing signa] amplitude vs. time). However, 
with non-adjustable IF strips such measurement is seldom required. Failure 
of the radar AFC to follow frequency changes due to antenna scanning or 
other causes is indicated by a change in the indicator presentation. Pulling 
of the magnetron frequency due to changes in load npecanice can be de- 
tected by turning off the AFC. 


Signal Generator Designs 


Designs of signal generators developed for the aie arms during the 
war are interesting as landmarks of progress. The signal generator of the 
IE30 test set, deliveries of which began in May 1942, delivered pulsed RF 
signals in the 10 cm range, using sine wave synchronization. Following 
only three months later was the signal generator of the Army IES7A an 
Navy LZ test sets (Fig. 6), which covered a then very broad frequency ban:1 
of 20% in the vicinity of 10 cm, and was designed to be triggered by the 
incoming RF pulse from the radar instead of by a separate synchronizing 
connection. This set and a redesigned version of it have seen wide usage 
in testing Army, Navy and Marine Corps radars. 

Delivery of a test set for the 3 cm range, designated TS-35/AP, started 
in the fall of 1943. This set furnished both a train of pulses and a train of 
FM signals, both of which features have proved valuable. It covered a 9% 
frequency band with no tuning adjustment except for the oscillator. An 
improved design known as TS-35A (see Fig. 6) covered a 12% band. 

Progress in reducing the size and weight of the test units is indicated by 
the fact that the IE30 signal generator weighed 121 lbs., IE57 74 Ibs., 
whereas TS-35 and TS-35A weigh approximately 30 lbs. 


FREQUENCY MEASUREMENT 


Usually a radar need not operate at a precise frequency. Accurate 
measurements are required in the field, however, to keep the operating 
frequency within limits, to set the local oscillator, to check the measuring 
frequency, etc. In the laboratory, accurate frequency measurement is 
fundamental. 

Frequency measurement in the microwave range is ordinarily accom- 
plished by (1) a resonant coaxial line or (2) a resonant cavity, generally 
cylindrical. These types are illustrated in Fig. 7. Sometimes a combina- 
tion of the two, referred to as a hybrid or transition type resonator, is em- 
ployed. The measurement is actually one of wavelength, with the scale 
calibrated in frequency or a conversion chart provided. Some specific 
designs of frequency meters are shown in Fig. 8. 
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Coaxial Watemelters 


A coaxial wavemeter is formed of a section of coaxial transmission line of 
small enough diameter so that only the coaxial mode (in wave guide nota- 
tion 7M, o, ») can exist. Usually the line is short-circuited at one end and 
open at the other, in which case resonance occurs at the odd quarter wave- 
lengths \/4, 34/4 etc.). The open circuit is obtained merely by terminating 
the inner coaxial conductor, the continuing outer conductor acting as a wave 
guide below cutoff. Sometimes the line is short-circuited at both ends, 
giving resonance at the even quarter-wavelengths (A/2, X, etc.). 


Cylindrical Cavity Wavemeters 


A cylindrical cavity wavemeter is merely a section of cylindrical wave 
suide transmission line‘ whose length is varied. In order to avoid confusion 
with other modes, it is preferable to use the dominant mode (described in 
v ave guide notation, TE, ;,,*) i.e. the mode with the lowest cutoff frequency. 
The cutoff wavelength (A.) of this mode is 1.706D, where D is the diameter in 
meters. For a higher Q it may be necessary to use the circular electric 
mode TEo,1,,. The cutoff wavelength for this mode is .82D. No useful 
purp’ se is served by using modes with / and m subscripts above unity. 
IM modes are often used for fixed frequency cavities, but for variable 
cavities TE modes are preferable since these have zero current at the inner 
wall of the cylinder and thus obviate moving contact difficulty. If any 
mode higher than the dominant one is used, suppression of unwanted modes 
may be required. 

The accuracy of a waven eter is dependent on its resolving power. This 
ir turn Cepends upon Q, which is an index of the decrement of the resonant 
circuit, and is equal to f/Af, where Af is the distance between 3 db points 
on the rescnance curve. | 

In a coaxial wavemeter, maximum (Q for a given inner diameter is obtained 
with a diarreter ratio of about 3.6° The basic Q of a coaxial wavemeter, 
assuming copper of standar.! conductivity, is roughly® 


Qo = 0.042D ~/f (3) 


This expression neglects end effects and hence gives somewhat too high a 
value of Q. 

The basic Q’s for TE,,1,, and T£o,:,, cylindrical cavity resonators em- 
ploying copper of standard conductivity are, respectively, 

*TE and TM represent, respectively, transverse electric and transverse magnetic. 
The subscripts /, m, 2 denote, respectively, the number of wavelengths around any 


concentric circle in the cross section, the number of wavelen across a diameter, and 
the number of half wavelengths along the length of the cylinder. 
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Aa 1 
0:00) < 10: eee - 
Vi 14 B(0826 2 + 0.295 ) be 
AB 1 
Oo = 0.2762 X 10” Vi ny (5) 
Ji 4B (2.439 z) : 


with A = =, B? = A* — 1, and fis in cycles per second. 


The value of Q which determines accuracy is not the basic Q, but the 
loaded or working Q, herein designated Q,. 

The resolving power of a wavemeter used for measuring a single frequency 
can be made considerably better than f/Q.. With a sensitive meter it & 
readily possible to detect differences less than 1 db, which corresponds to a 
frequency interval of f/2Q,. 

The required accuracy in a wavemeter is generally absolute rather than a 
percentage. Hence increasingly large values of Q, are required at the higher 
frequencies. Thus for a resolution of 1 mc, assuming 1 db discrimination. 
the values of Q, required for different frequencies are: 


Frequency QL Frequency Qt 
1,000 mc 500 10,000 mc 5,000 
3,000 mc 1,5C0 25,000 mc 12,500 


An unnecessarily high value of Q, has the disadvantage of making it more 
Cifficult to find the desired frequency. 


Linearity 


The displacement of the coaxial plunger of a coaxial type wavemeter for 
resonance is substantially a direct linear function of free space wavelength 
and if an ordinary centimeter micrometer drive is used it is possible to read 
wavelength differentials directly. Over bandwidths less than 20 per cent. 
displacement vs. frequency is also quite linear which is of considerable ad- 
vantage for some uses. 

For the cavity type wavemeter the displacement is a variable function 
of free space wavelength and becomes very non-linear as the cutoff fre 
quency of the guide or cavity is approached. This is evident from the 
relation between wavelength in the guide, A,, wavelength in free space, i, 
and cutoff wavelength, 2-: 


r 


Ag = ? (6) 
Vx 


A cam or mechanical linkage may be employed to obtain a linear scale. 
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Frequency Coverage 


Increasing the length of a wavemeter is desirable because this gives a 
larger mechanical displacement for a given frequency interval. The per- 
missible increase is limited, however, by ambiguity with the next lower 
mode in going toward the upper end of the frequency scale and with the 
next higher mode in going toward the lower end. This means that, if 
ambiguity is to be avoided, the ratio of top to bottom frequency cannot 
exceed (n + 2)/n for a coaxial line of » quarterwaves. For a cylindrical 
cavity resonator the ratio for the 0,1,” mode must be less than n + 1)/n, 
the exact limit depending on proximity to cutoff. 


Gutdeposts 


The following guideposts are suggested for choosing the type of wave- 
meter in the microwave range. Where limitations of size and Q permit, 
the coaxial quarter-wave type should be used because of its greater Jinearity. 
If this type is inapplicable, the cavity type with TE,,1,. should be used 
unless its Q is inadequate, in which case TEo,1,n Should be employed. 


Cou plings 


A loop, orifice or probe may be used for coupling to a wavemeter. Cou- 
pling to a coaxial wavemeter is generally effected by a loop placed near a 
short-circuited end so as to be in the maximum magnetic field. For coupling 
to a cylindrical cavity wavemeter, an orifice in or near the base of the cavity 
is usually employed. The coupling to the wavemeter 1s kept small enough 
to avoid serious reduction of loaded Q. 


Types of Detectors 


Various types of detectors may be associated with a wavemeter, the most 
commonly used being (1) a crystal rectifier and microammeter, or (2) a 
thermistor bolometer. When a crystal rectifier is employed with a cavity 
or coaxial wavemeter a circuit similar to that shown in Fig. 9 is used. Im- 
portant items in such a circuit are the ‘““RF by-pass” condenser, and the 
‘“‘yideo” condenser. The latter, by providing a low-impedance path to the 
video signals, improves rectification efficiency when the input signal is 
pulsed. The quarter-wave stub shown in the figure is used when the input 
or coupling circuit does not provide DC and video paths. When the signal 
is pulsed at a low duty cycle, high peak currents through the crystal are 
obtained even though the average current through the meter is small, and 
it is possible to impair or burn out the crystal unless extreme care is taken. 
The use of a thermistor, which is self-protecting for large overloads, avoids 
this danger. Another expedient is to limit the crystal current to a small 
value and employ a video amplifier and oscilloscope. 
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Methods of Use 


A wavemeter may be used as either a transmission or a reaction instr: 
ment. In the former case (Fig. 10a) it is inserted directly in the tran- 
mission path, so that substantially no through transmission occurs except :: 
resonance. In the latter case (Fig. 10b) the wavemeter is coupled to th 
transmission path or a branch circuit. When the meter is tuned off res- 
nance it presents such a high impedance to the main path that its effect s 
negligible. At resonance, however, it offers a lower impedance whi: 
reflects energy in the main line so that less power reaches the detector aa: 





TEST 
SIGNAL 












POWER 
INDICATOR 


a. TRANSMISSION , TYPE b. REACTION TYPE 


Fig. 10—Types of frequency meter circuits. 


a dip in the reading occurs. For most applications the reaction arrangemet: 
is preferable since the power transmitted when the wavemeter is off tune 
may serve various purposes. For analysis of frequency spectrum the trats 
mission method is necessary. This method requires two couplings to the 
wavemeter, which lowers the Q as compared with the reaction type. 


Drive and Scale 


A direct drive with a precision lead screw of the micrometer type is fre 
quently used. Accuracy of reading is insured by sping loading to minim 
backlash and by specifying close tolerances for threads and for concentnicity 
of plunger and cavity. The scale on a wavemeter must be fine enough t? 
permit utilization of the resolving power. The conventional micrometer 
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type of scale sometimes makes accurate reading difficult in a small compact 
meter. Scale mechanisms which have been used include counter types, 
clock face or expanded drum types with gearing between vernier and coarse 
scales, and a single direct reading scale with divisions arranged in a spiral 
for compactness. 


Effect of Temperature and Humidity 


To minimize the effects of temperature on the accuracy of readings, invar 
has been employed for elements whose dimensions affect the wavelength. 
For accurate work, the scale reading must be corrected for temperature. A 
rough approximation is that the scale reading varies in accordance with the 
coefficient of expansion of the metal. 

Water vapor included in the air dielectric of a wavemeter has an appre- 
ciable effect on the dielectric constant and hence on the resonant frequency.’ 
Thus, for example, in going at sea level from 25° C, and 60% humidity to 
50° C, and 90% humidity, the scale reading should be reduced by .03%. 
Correction can be made by means of a chart, a convenient form of which 
has been prepared by Radiation Laboratory. 


Calibration 


Frequency meters are calibrated against sub-standards which in turn are 
calibrated against a multiplier from lower frequencies for which a high order 
of accuracy can be obtained. Such multipliers have been made available 
at Radiation Laboratory and the National Bureau of Standards. The 
accuracy obtained at interpolation frequencies is of course less than at exact 
multiples of the base frequency. In the microwave range the accuracy is 
believed to be of the order of one part in 100,000. 


POWER MEASUREMENT 


There are two needs for power measurement in radar maintenance, namely 
(1) in evaluating transmitter performance and (2) in standardizing test 
signals. Power output is, of course, only one factor in transmitter perform- 
ance, others being (a) frequency and (b) spectral distribution or shape of 
RF envelope. Ability to measure absolute power is desirable to permit 
interchangeable use of test sets in the field. 


Measurement of Pulse Power 


The transmitter power as used in Formula (1) is the average power during 
the pulse. The relationship of pulse to (long) average power is 


P, av. 


P, pulse ~ T}s (7) 
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T is the pulse duration in seconds and f, is the pulse recurrence frequera 
(P. R. F.) in cycles per second. The product 7f, is the duty cycle. (Som 
times the reciprocal of this number is referred to as the duty cycle. T:: 
magnitude is usually such that no ambiguity arises.) 

During the early days of radar it was the practice to measure pulse powe: 
The test equipment was coupled to the radar by a path of known loss. Tt: 
RF envelope was derived by means of a crystal rectifier and applied tox 
oscilloscope. With the aid of an RF attenuator the level applied to 
crystal rectifier and oscilloscope was held constant. Calibration was :". 
tained by using a signal generator whose output was standardized, prior: 
pulsing, with an averaging type of power meter. The procedure was rat): 
involved, with several sources of possible error. Since it is much simpé 
to measure (long) average power, field measurement of pulse power ¥: 
soon abandoned. Though the pulse power can be computed from aversz 
power if the pulse width, pulse shape and repetition rate are known, it s* 
became the practice to specify field performance requirements in terms’ 
average power. 


Thermistor Power Meters 


A number of devices have been used for measuring average power in ©: 
microwave range. ‘Those suitable for handling the smal! amounts of poss 
normally involved in field tests include (1) thermistors, (2) platinum wr 
and (3) thermocouples. In each case the RF power to be measure - 
absorbed in the measuring element. The measurement consists in obser’: 
the resistance change in the thermistor or platinum wire, or the therm 
electric voltage from the thermocouple. By analogy with devices used! 
measuring minute quantities of radiant heat, either a thermistor or : 
platinum wire instrument is sometimes referred to as a bolometer. T°: 
platinum wire device has also been termed a barretter. 

A thermistor for microwave power measurement is a tiny bead (about ° 
mils in diameter) composed of a mixture of oxides of manganese, cobs. 
nickel and copper, constituting a resistor with a very high negative te~ 
perature coefficient. 

The thermistor has a number of advantages for microwave work, namei’ 
(1) resistance is highly sensitive to change of heating power, which obviate 
any need for amplification or a super-sensitive meter, and makes it possibi 
to use a rugged d.c. meter; (2) reactance is low compared with RF resistance. 
which makes it possible to incorporate the thermistor in a power absorbe: 
termination which matches the impedance of a microwave transmission 5: 
over a wide band; (3) resistance change is the same function of electni 
heating power at any frequency, which permits direct comparison of t 
unknown microwave power with easily measurable d.c. power; (4) sensitiv 
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to damage and burn-out is inherently low, and added protection results 
from impedance mismatch during overload. Because of these character- 
istics thermistors have been far more widely used than other detectors for 
microwave power measurement. Broad-band thermistor mounts have been 
designed to match both wave guide and coaxial transmission lines, the latter 
not only in the microwave range but also down to low frequencies. Some 
of the test sets specifically intended for power measurement or for combined 
power and frequency measurement are shown in Fig. 8. 

The change in the thermistor resistance due to RF heating current is 
determined by placing the thermistor in one arm of a d.c. bridge. By 
noting the d.c. power necessary to balance the bridge with and without RF 
power in the thermistor, the magnitude of the RF power may be determined. 
For most purposes, however, a direct reading power meter is preferable. 
This can be obtained over a moderate range of power levels by employing 
an unbalanced bridge. The bridge is balanced for d.c. only and the measure- 
ment consists in noting the meter deflection when RF power is added. 

The resistance of a thermistor is a highly sensitive function not only of 
electrical heating power but also of ambient temperature. For convenient 
field measurement, the effect of ambient temperature must be cancelled out 
in the indicator circuit so that the indication depends only on RF power. 


Water Loads 


A method which has been used in the laboratory and factory for measuring 
high-level microwave power consists in terminating the RF transmission 
line in a water load arranged as a continuous flow calorimeter. This method 
can be made quite accurate but is cumbersome. More recent practice is 
to terminate the RF line in a solid load of a type described later in this ar- 
ticle, and to couple a thermistor power meter to the line by means of a 
directional coupler (described below) of known loss. Very close correla- 
tions have been obtained between the two methods over the entire micro- 
wave band. , 


Ecao Boxes 


A device unique to radar testing is a high Q resonant cavity, known as an 
“echo box” or “‘ring box.” The cavity is coupled to the radar transmission 
line or antenna as indicated in Fig. 11. During the transmitted pulse, 
microwave energy Is stored in the cavity. In the period immediately there- 
after, energy is returned to the radar over the same path, producing a signal 
on the radar indicator. The energy in the cavity builds up exponentially 
to an amplitude dependent on the radar power. At the end of the pulse 
the returned energy decays exponentially, disappearing into the noise at a 
point determined by receiver sensitivity. The time interval between the 
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end of the transmitted pulse and the point where the signal on the radar 
indicator disappears into the background noise, called the “ring time,’ 
therefore measures the over-all performance of the radar. 

An echo box is a particularly useful instrument for radar testing becaus 
it measures over-all performance directly, because it permits a rapid tune-up. 
and because it utilizes the radar transmitter as its only source of power ar 
therefore can be made extremely portable. Figure 12 shows typical nnz- 
time patterns on different types of indicators. In actual practice the nrs- 
time is read in miles on the radar range scale and hence is measured fror 





TRANSMITTER 







ANTENNA 


<-————- PEAK POWER 
IN ECHO BOX 


RECEIVER 
NOISE LEVEL 





POWER LEVEL 





TRANSMITTER ON-OFF 


| 

bp RINGING TIME ——————+ 

Fig. 11—Radar test with echo box. 
the beginning of the transmitted pulse rather than the end. The differenct 
is unimportant, however, since standard and limiting values of ringtime ar 
established for operating conditions. It wil] be noted that the echo bo 
does not return a true echo to the radar, so that the name “echo box” Is 00 
entirely appropriate. 
Types and Uses 


Echo boxes are of two general types, tuned and untuned. A tuned eco 
box is designed to resonate in a single mode adjustable over the operatis 
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frequency range. An untuned echo box is a fixed cavity of a size sufficient 
to support a very large number of modes within the working range. Tuned 
echo boxes are more versatile and more widely used than untuned boxes. 

The most common type of tuned echo box is designed for hand tuning. 
While other shapes are possible, the most convenient one is a right cylinder 
whose length is adjusted by a movable piston. The TEo,1,, mode gives 
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Fig. 12—Typical ringtime patterns on radar indicators. 


maximum (Q for a given volume and minimizes the number of unwanted 
modes present within the desired band. The value of is determined by 
the desired value of Q (see formula 5). Unwanted modes can be partially 
avoided by choice of design parameters. However, for high values of Q, 
and especially for broad frequency bands, the suppression of unwanted 
modes involves design problems of the highest order. 
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As indicated in Fig. 13, a tuned echo box cavity is usually provided wit: 
two couplings. One of these is to the radar pick-up; the other to an attenv- 
ating device, crystal rectifier, and meter, which serve for tuning the cavity 
and for other purposes. With such an instrument, not only can the radar 
be tuned up and its over-all performance determined, but many other test: 
can be made, to wit: (1) the setting of the plunger at resonance indicates 
the transmitter frequency or wavelength; (2) calibration of the crysta 
affords a rough measure of output power; (3) since the Q required for ade 
quate ringtime is so high that the cavity selects only a narrow segment ¢: 
the transmitter spectrum, a spectrum analysis can be made by plotting fr — 
quency versus crystal current reading; (4) slow recovery of TR box anc 
receiver after the transmitted pulse can be detected by noting the behavic: 
of the ringtime pattern at short ranges as the echo box is detuned; (° 





TO TUNING DIAL 
MECHANISM | 





VANE ATTENUATOR 


Fig. 13—Functional schematic of tuned echo box. 


inability of the receiver to recover promptly after a strong signal (the resu:’ 
of imperfect d.c. reinsertion in the video amplifier or of overloading of the I.f 
amplifier) is indicated by a blank following the end of the ring; (6) imprope: 
pulsing (e.g. double moding or misfiring) can be determined with a class 4 
oscilloscope; (7) the frequency and power of the local oscillator can & 
measured. In tuned echo boxes, requirements for extreme fineness of tuni: 
control and precise resettability have given rise to interesting problems «' 
the design of the mechanical drive and indicating mechanism. 

In another type of echo box, hand tuning is supplemented by motor-drivet 
tuning or so-called “wobbling” over a frequency range wide enough t 
embrace expected variations in transmitter frequency. Operation is cot- 
trolled by a single push-button which energizes the motor and actuates the 
cavity coupling. Such an instrument may be permanently installed 2 
plane and used to check the radar during flight. 
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Q and Ring Time 


_ For satisfactory measurement the ringtime must extend beyond nearty 
echoes which would obscure the test signal. For most radars a ringtime « 
20 to 30 microseconds (about 2 to 3 miles) has been found satisfactory a- 
though considerably higher values have sometimes been provided. Eves 
apart from echoes, a long ringtime is desirable since this gives a lower decay 
rate and a more sensitive measurement. 

Computation will show that an extremely high value of Q is necessan 
to obtain the desired ringtime. For maximum ringtime the cavity couplirs 
should be such as to make the working Q (Q,) about 90 per cent of the non- 
loaded Q. Values of working Q which have been provided in different fre 
quency ranges are approximately as follows: 


Frequency Q, Frequency Qr 
1,000 mc 70,000* 10,000 mc 100,000 
3,000 40,000 24,000 200,000 


* In this case a higher Q was needed for a long range ground search system. 


The difference in performance corresponding to a given change in mns- 
time can be determined from the decay rate which is 


d = 27.3 f/Q. db/microsecond (9: 


For a given frequency the ringtime is directly proportional, and the decay 
rate inversely proportional, to Q. For a given ringtime, the required Q i 
directly proportional to frequency. 

Accurate measurement of extremely high Q’s is essential in echo box work. 
A decrement method, in which a pulsed RF oscillator and oscilloscope are 
used to determine the loss corresponding to a known time interval, ha: 
proved most satisfactory. 


SPECTRUM ANALYSIS 


The frequency components of a non-repetitive rectangular d-c. pulse may 
be determined by well known methods using Fourier integral analysis. 
The envelope of amplitudes is of the form (sin x)/x where x = afT. Thi 
envelope is shown by the right-hand side of the curve of Fig. 15a, fo beinz 
assumed to represent zero frequency. The first zero occurs at the fre 
quency f = 1/T. 

Similarly the envelope of the spectrum of a rectangular a-c. pulse is given 
by the complete curve of Fig. 15a, fo in this case being the carrier frequency. 
For a non-repetitive pulse all frequencies are present in amplitude as showt 
by the envelope. When a stable carrier frequency is pulsed at uniform 
intervals and in precise phase relation, only harmonics of the repetition 
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frequency are present under the envelope. In radar practice conditions 
are, as a rule, not sufficiently stable for this to occur. 

Because of its bandwidth, an echo box cannot reproduce the ideal spec- 
trum envelope of Fig. 15a. Instead the curve for a good spectrum may 
resemble that of Fig. 15b, while spectrum irregularities detrimental to radar 
performance may be revealed by curves such as those of Fig. 15c and 15d. 
Broadening of the spectrum is undesirable because less energy falls within 
the receiver band. Energy removed from the main concentration may 
result from double moding or from the occurrence of a different frequency 
during the rise or fall of the pulse. Frequency modulation due to a sloping 
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Fig. 15—Radar spectrum analysis with echo box. 
or spiked input pulse produces a non-symmetrical spectrum, not infre- 
quently characterized by a high side lobe. Frequency jump in the middle 
of the pulse, due to line reflection, may produce two distinct maxima. 
Another device widely used for this purpose is the “Spectrum Analyzer” 
as developed by Radiation Laboratory, which provides an oscilloscope 
presentation of spectrum component amplitudes versus frequency. 


STANDING WAVE MEASUREMENTS 
Theory 


The expression for the distribution of current or voltage along a mis- 
terminated line of appreciable electrical length yields two terms which 
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may be considered as representing two waves transmitted in opposite dire 
tions, one (the incident wave) from the generator toward the load, the othe: 
(the reflected wave) from the load toward the generator. The summatic: 
is a Standing wave pattern. The standing wave ratio (SWR) is defined 
the ratio of the wave amplitude at a maximum point (anti-node) to that at: 
minimum point (node). If the standing wave ratio is stated as a numer: 
it is necessary to specify whether it applies to voltage (VSWR) or pow: 
(PSWR). Possibility of ambiguity is avoided by stating the ratio in db. 


The ratio of the reflected current to the incident current is the refledi | 


coefficient, here designated as p. The value of the reflection coefficient : 
given both in magnitude and phase by 

_4—-2 

e BaFe 

where Zo is the characteristic impedance of the line and Z is the Joad impe- 


ance. The reflection coefficient is related to the standing wave ratio # 
follows: 


i[h 


Pe. a te Oo I ie 
Maes Mr aa or, pS a4 di 
Plots of the relationships are shown in Fig. 16. 

The reduction of radiated power due to reflection losses in a radar tras 
mission line, while important, is usually less serious than other effects :: 
impedance irregularities. Since the load impedance reacts on the oscillat.: 
circuit, the frequency and output of most transmitter tubes are quite set‘ 
tive to load impedance. If the line is electrically long, so that its impedar: 
varies rapidly with frequency, marked instability of oscillator frequer’ 
may occur, a condition referred to as “‘long line effect.” 

Since radar transmission lines contain many potential sources of imje: 
ance discontinuity, including not only the antenna but a variety of couplin: 








nr cr th a a 


bends, wobble joints, rotating joints, switches, etc., measurements of sta." 
ing wave ratio are frequently required. The need for such measuremet  — 


depends in part on whether the line is “preplumbed” or is provided ¥" 
field adjustments. 


Devices 


Standing waves may be detected and measured by several different ty7> _ 


of devices, including (1) a slotted line, (2) a squeeze section, (3) a directo: 
coupler and (4) a hybrid T. All of these furnish information on the m2 


nitude of the standing wave ratio. In some cases phase information Tr! — 


be obtained also, which permits determination of impedance,’ but ¢: 
knowledge, while useful in the laboratory, is seldom required in field work 
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A block diagram of an arrangement employing a slotted line for measuring 
standing waves is shown in Fig. 17. The oscillator source is commonly 
followed by a pad or attenuator to prevent frequency pulling. The slotted 
section may be either a coaxial or a wave guide line employing a mode which 
is not disturbed by the presence of the slot (e.g. normal coaxial mode; TE; 
in rectangular wave guide; 7M», in round wave guide). A traveling pick-up 
probe or loop projects through the slot and couples energy from the line 
into a detector which delivers d-c. or audio-frequency to the indicator. The 


PER CENT 





8 
SWR-db 


Fig. 16—Relations in mismatched transmission lines. 


probe is moved longitudinally to find points of maximum and minimum field 
strength. To avoid distortion of the field within the line, the probe should 
be small and should project only a short distance inside the slot. For 
accurate results extreme care must be exercised in design and construction 
to avoid variation in depth of immersion as the probe is moved. Several 
slotted lines employed for standing wave measurements are shown in Fig. 18. 

A squeeze section consists of a section of rectangular guide with slots 
milled in the center of both broad faces so that the width of the guide can 
be varied by external deforming means. This changes the wave length in 
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the guide, so that maximum and minimum values may be determined by : 
fixed probe and indicator. 

The use of a directional coupler for standing wave measurement is d=: 
cussed in the following section. 

Another useful device for standing wave measurement is the “hybrid T 
or “magic T”. This is a sort of microwave bridge, consisting of a m3° 
wave guide to which an E plane branch and an H plane branch are joined : 
the same physical plane. With matched terminations of the two ends of t: 
main guide, the two branches are conjugate. Terminating one end of t- 
main guide in the unknown impedance and the other in a matched termini. 
tion, the degree of impedance mismatch of the unknown is indicated by t: 
magnitude of the reflected wave which appears in one branch when enerz. 
is fed into the other. 


DIRECTIONAL COUPLERS 


Accurate measurement of transmitter power and receiver sensitiv::: 
requires a coupling path of known loss between the radar and the test se: 
The first method employed for this was to place a portable test antenz: 
(see Fig. 2) in the field of the radar antenna. Depending on the frequenc 
range, this test antenna took the form of a dipole,!° with or without a sma 
reflector, or an electromagnetic horn.“ With this method it was necessan 
to calibrate the loss of the space coupling path between the two antenna: 
Since it proved difficult to locate the test antenna at exactly the sar 
point and to be sure that the main antenna pattern remained the same. : 
separate calibration of the coupling loss was usually required whenever : 
measurement was made. 

An alternative method was to place a single probe in the radar transmissi- 
line. This introduced another sort of difficulty. Accuracy of measureme:: 
was vitiated by the presence of standing waves which rendered the prok 
pick-up a function of frequency and of location with respect to the irregv- 
larities. A highly satisfactory answer to the entire problem was found = 
a device which is called a directional coupler because it couples only to the 
wave propagated in one direction. In its simplest form a directional couple: 
consists of two couplings to the main transmission line, which add for one 
direction of transmission and cancel for the other. Thus, for example. 
Fig. 10a shows a form of directional coupler for wave guide which is place: 
in the radar transmission line at the point indicated schematically in Fig. 1. 
An auxiliary wave guide is coupled to the main guide through two identicz 
orifices spaced \,/4 between centers (or more generally »\,/4 where # 
an odd integer). Assuming the incident and reflected waves in the maiz 
guide to be directed as shown, and the auxiliary guide to be terminated on 
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one end, a test circuit connected to the other end will be coupled to the 
incident wave, while theoretically the two couplings to the reflected wave 
will differ by \/2 and therefore cancel one another. 

With such a device measurements may be made of the characteristics 
of the incident wave independently of reflections. If the coupling to the 
main line is not too close there is no appreciable effect on the incident wave, 
and continuous monitoring can be had. Conversely, test signals applied 
through the directional coupler will travel in the.main guide in the proper 
direction for testing the radar receiver. 

If the locations of the termination and the test connection point in Fig. 
19a are reversed, the couplings to the main transmission line are also re- 
versed. Such an arrangement therefore permits measurement of the re- 
flected power which in turn makes it possible to adjust for minimum re- 
flected power and hence for minimum SWR. Comparison of the reflected 
power with the direct power determines the SWR. For convenience in 
measurement, two directional couplers pointed in opposite directions are 
frequently used, the combination being referred to as a bi-directional coupler 
(Fig. 19b). One advantage of this arrangement is that the ability to measure 
the reflected power from the antenna and that part of transmission line 
beyond the coupler provides means for detecting trouble in that part of the 
system. Directional couplers may be applied to any type of transmission 
line. Figure 19c shows a simple form of directional coupler for a coaxial 
line. 

One characteristic of importance in a directional coupler is the coupling 
loss. A small value of coupling loss affords increased sensitivity of measure- 
ment, while a sizable value is desirable to minimize reaction on the main 
transmission line as well as for other reasons. A loss of around 20 db has 
usually been found a good compromise. It is now the practice to in- 
corporate a directional coupler in every radar to obtain a test connection 
point. 

Due to unavoidable imperfections, a directional coupler never gives com- 
plete cancellation for the undesired direction of transmission. The de- 
parture from ideality is indicated by the directivity (also referred to as 
front-to-back ratio) which is defined as the scalar ratio of the two powers 
measured at the test connection point when the same amount of power is ap- 
plied to the main guide, first in one direction and then in the other. For 
measurements of the direct wave and of receiver characteristics, a moderate 
directivity, of the order of 15 db or better, is sufficient. In measuring re- 
flected power, however, the directivity determines the amount of direct 
power which appears at the point of measurement and therefore controls 
accuracy. The chart of Fig. 20 will facilitate determination of the maximum 
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error that may occur in measuring different values of SWR with various as- 
sumed directivities. 

With a simple two-hole coupler, the directivity deteriorates rapidly as 
the frequency departs from that corresponding to quarter-wave spacing. 
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Fig. 20—Error in standing wave measurements caused by directivity of directional 
coupler. 


By providing additional couplings suitably spaced, the residuals from 
different sets of couplings can also be cancelled against one another and the 
directivity versus frequency characteristic can be materially broadened. 
With multiple hole couplings a minimum directivity of 26 to 30 db over a 
frequency band of 10 to 20% is readily practicable in quantity production, 
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and much better values are obtained in the laboratory. Some of the nu- 
merous designs of directional couplers developed for association with operating 
radars are shown in Fig. 21. 

Because they are more convenient than slotted lines and can be made more 
accurate, directional couplers have been extensively used for SWR measure- 
ment in the laboratory. A number of special arrangements have been 
devised to improve both accuracy and convenience. A directional coupler 
arrangement which has been provided for field measurement of SWR in the 
vicinity of 25,000 mc is also illustrated in Fig. 21. In this the direct power 
is brought to equality with the reflected power by an attenuator whose dial 
is calibrated directly in SWR. A wave guide switch facilitates the power 
comparison. 

AUXILIARIES AND COMPONENTS 
RF Loads 


An RF load (or dummy antenna) which will absorb the radar power in 
an impedance which matches the transmission line is very useful in radar 
work. Such a device permits testing the radar in operating condition with- 
out actual radiation which might give information to the enemy or interfere 
with other radars. It also makes it possible to test the radar in locations 
where reflections from the ground or nearby objects would otherwise hamper 
or prevent a test. RF loads for microwave work usually consist of a section 
of transmission line (either coaxia] or wave guide, depending on wavelength) 
containing a high-loss dielectric. The impedance of such a load is neces- 
sanly low and must be matched to the radar line by tapering the dielectric 
over a distance of several wave lengths.!° Moreover, if the line is to handle 
high power, tapering over a considerable length is necessary to distribute 
the heat. 

A coaxial load is preferably tapered from outer conductor to inner con- 
ductor, since this both reduces the voltage gradient and facilitates heat 
dissipation. A dielectric consisting of a mixture of bakelite, silica and 
graphite, molded in place, has been found satisfactory. For wave guides a 
ceramic containing carbon may be preformed, with taper in one or two 
dimensions, and cemented in place. 

Figure 22 shows a number of RF loads developed for different frequency 
bands. One of these, TS-235/UP, provides an excellent impedance match 
over the frequency range from 500 mc to above 3,000 mc. When equipped 
with a blower designed for uniform transverse ventilation, it will handle a 
peak power of the order of 750 kw with a duty cycle of about .001. 


Microwave Attenuators and Pads 


RF attenuators and pads are cornerstones of microwave testing. At- 
tenuators are used to adjust unknown signals to levels suitable for measure- 
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between testing components. Microwave attenuators and pads are of 
two general types (a) those which employ dissipative elements to absorb 
power and (b) non-dissipative devices which introduce propagation or 
coupling loss. 

For the shorter microwaves the most convenient form of attenuator is of 
the dissipative type, employing a strip or vane of dielectric coated with a 
resistance material, as for example, carbon-coated bakelite. This is placed 
in rectangular wave guide with its plane paralleling the side of the guide. 
The attenuation is varied by varying the depth to which the vane is inserted 
in the guide (Fig. 23a) or by changing its position in the guide. A valuable 
feature of such attenuators is that the minimum Joss can be made substanti- 
ally zero. For good impedance match the strip must be tapered. By 
using two strips the over-all length of the attenuator can be reduced. 
Extremely satisfactory attenuators of this type covering a frequency range 
of 8 to 12%, with loss variable from 0 to 35 or 40 db, have been obtained 
in the frequency range 4,000 to 24,000 mc. 

For the longer microwaves, where wave guides are inconveniently large, ' 
attenuators of the wave guide-below-cutoff type are very useful. These 
consist of a section of round wave guide whose diameter is small compared 
with wavelength and whose length is adjusted by telescoping (see Fig. 23b). 
The 7M,,1 mode has been found very satisfactory, and TE, ; has also been 
used. Connection is made to the attenuator by a coaxial circuit at each 
end, with disk excitation for the 7M», mode and loop coupling for TE, 1. 
The attenuation formulas are:” 


2 
TM. A = gis 1— (2) db/meter (12) 
D x 
2 
TE... Ae — _ (A) db/meter (13) 


where D = diameter of wave guide in meters. Because of the effect of 
other modes when the coupling is close, a minimum loss of 20 to 30 db is 
required before the attenuation becomes linear with displacement. The 
attenuation differentials are substantially independent of frequency. At- 
tenuators of this type present a large impedance mismatch at either end, 
the effect of which may be alleviated by padding or by a termination. 

Types of pads employed in microwave work include the following: 

(1) Flexible coaxial cable, usually with high resistance inner conductor. 

(2) Coaxial + with carbon coated rod and discs. 

(3) Coaxial with carbon coated rod as inner conductor. 

(4) Resistance strip in wave guide. 

(5) Directional coupler. 
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In calibrating microwave attenuators and pads, comparison with an 
accurately calibrated IF attenuator, using a heterodyne test set, has been 
found to give excellent results. 


RF Cables and Connectors 


Flexible RF cables for connecting test equipment to equipment under 
test are an important adjunct of field testing. At frequencies of 10,000 mc 
and below, flexible coaxial cables of about .4” over-all diameter with solid 
or stranded inner conductor, solid low-loss dielectric (polyethylene) and 
braided outer conductor have been used satisfactorily, although in the upper 
part of this range special measures have been necessary to prevent attenua- 
tion change due to flexure and aging. Over most of this range coaxial jack 
and plug connections have been found satisfactory but wave guide connectors 
are preferable at the upper end. In the range above 10,000 mc, coaxal 
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Fig. 24—Radar pulse envelopes. 
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cables of requisite stability have not yet been obtained and rubber covered 
wave guide with soldered articulated joints is the best form of flexible cable 
now available. 


OSCILLOSCOPES 


Oscilloscopes are used extensively in radar maintenance (a) for examina- 
tion of video waves and (b) for viewing RF envelopes. Satisfactory radar 
performance depends on a variety of video wave shapes which may include 
trapezoidal or triangular pulses, sawtooth waves, square waves or com- 
binations of these. Observation of these wave shapes, supplemented 
necessary by measurements of amplitude and duration, helps in diagnosing 
many troubles. 

Examination of the envelope of the RF pulse is a convenient but les 
informative alternative to spectrum analysis. The envelope should be 4 
clean, single trace of good shape. Figure 24 shows traces sometimes exper 
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enced. Double moding, 1.e., oscillating at different frequencies on different 
pulses, is shown by a double trace. Frequency jumping during a pulse is 
shown by a break in the envelope. Misfiring gives a base line under the 
envelope. Other abnormalities in the RF envelope may result from in- 
correct video wave shape. Observation of the RF envelope requires a 
rectifier, usually a crystal, together with a suitable video amplifier. Since 
limitation of the scope to video functions permits general application to 
radars of all frequencies, the rectifier is generally provided externally. 

The oscilloscopes available before the war did not meet the requirements 
of radar. Fast sweeps were necessary to permit viewing of pulses ranging 
from several microseconds to a fraction of a microsecond. Amplifiers were 
required for such pulses with low phase and amplitude distortion over a 
broad frequency band. Existing methods of synchronizing and phasing 
sweeps were also inadequate. The progress of the oscilloscope art during 
the war is illustrated in the successive designs of field test oscilloscopes 
shown in Fig. 25. 

The BC910A oscilloscope, gotten out as a “stop gap” not long after the 
attack on Pearl Harbor, incorporates fast sweeps and broad-band amplifica- 
tion. Following close upon this was the BC1087A (Navy code CW60AAY) 
which replaced sine wave synchronization by a start-stop sweep triggered by 
the incoming pulses. This feature made it possible to superpose the erratic 
pulses produced by spark wheel and similar pulsers and at the same time 
avoided external synchronizing connections. A valuable feature conjoined 
with the start-stop sweep was a delay network in the main transmission path 
which gave the sweep time to start before the pulse reached the cathode-ray 
tube. This oscilloscope in original and modified form has seen wide service 
in all theaters. However, its weight of more than 60 pounds was a handicap 
for many uses. 

Further advances in oscilloscope circuitry and in weight limitation re- 
sulted in TS-34/AP, weighing only 25 pounds. This combined the short 
pulse features of the previous design with those of the conventional oscillo- 
scope for viewing slower waves. A schematic diagram is shown in Fig. 26. 
A redesign, coded as TS-34A/AP, incorporated variable start-stop sweeps 
and improved mechanical design. These two oscilloscopes, TS-34 and TS- 
34A, were produced to a total of some 12,000 and universally used by all 
branches of the service for both radar and radio testing. Toward the end 
of the war the trend toward shorter pulses, coupled with the need for precise 
measurement of wave amplitude and duration, led to a new design, TS- 
239/UP, which embodied wide advances over TS-34A in performance and 
versatility but with an increase in weight. 

In association with different oscilloscopes, other video devices have been 
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employed. The amplitude of pulse applied to the magnetron is thousands 
of volts. To derive a voltage suitable for application to the oscilloscope, a 
voltage divider of the condenser type is used (TS-89/AP). Suitable video 
terminations, dividers, and loads, sometimes of high voltage and power 
capacity, are required to obtain proper test conditions and provide con- 
venient test points (TS-98/AP, TS-390/TPM-4, TS-90/AP, TS-234/UP). 
Oniginally a high-impedance connection to the oscilloscope was effected by 
a single-stage amplifier unit (BC1167A), but a simple divider type of probe 
was later found more satisfactory for this purpose. 


COUPLING DELAY SIGNAL 
AMPLIFIER NETWORK AMPLIFIER 









Pad 
BRIGHTNESS a 


-BAT Et FOCUS © +BAT 


START - STOP 
SWEEP GENERATOR 


SYNC 
AMPLIFIER 


SAWTOOTH 
SWEEP GENERATOR 


AV" 
Fig. 26—Block diagram of TS-34/AP and TS-34A/AP oscilloscopes. 





RANGE CALIBRATION 


Types of timing circuits used for radar range determination include (a) 
multi-vibrators, (b) coil and condenser oscillators (generally without but 
sometimes with temperature control) and occasionally (c) quartz crystal 
oscillators. The first two depend for their accuracy on condensers, re- 
sistances, coils and other elements which are subject to error due to aging, 
temperature, humidity, mechanical damage and the like. Nor is the quartz 
crystal oscillator wholly immune to error. Consequently, portable range 
calibrators are required for field maintenance. 
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pulses, derived from a quartz crystal oscillator, for checking the radar range 
pulses. A trigger pulse derived from a multi-vibrator synchronized with the 
quartz oscillator is also provided for actuating the radar timing circuits. 
With certain radars the calibration procedure requires an oscilloscope as well. 
Extreme stability of marker pulses, better than =+.02 microsecond, is ob- 
tained. A stop watch is included in these sets for checking rate of change 
in range. 

Less precision is required in range calibration of search radars. For this 
purpose the TS-5/AP calibrator provides marker pulses of 3, 1, 5 or 10 
nautical or statute miles, derived from a coil and condenser oscillator with 
closely controlled temperature coefficients. This calibrator is designed to 
be triggered by the radar or some other external source. 


CoMPpuTER Test SETS, ETC. 


A number of radars are equipped with computers which receive the data 
on location of target and its direction and rate of change, together with 
essential related information on such factors as wind velocity, ground speed, 
altitude, etc., and deliver the solution of the ballistic problem in the form 
of a voltage which releases bombs, points the guns or serves other purposes. 
Means for checking the accuracy of these computing devices are generally 
required. The type of test set needed depends upon the computer design, 
which has taken different forms according to the nature of the problem and 
the state of the art. | 

Two types of computer test set are shown in Fig. 28. TS-158/AP, de- 
signed for use with certain airborne bombing radars, furnishes to the com- 
puter a signal representing a target approaching at known speed and checks 
the accuracy of bomb release. TS-434/UP, designed for several airborne 
and ground radars, is an accurate instrument for determining the voltage 
ratios at various points in a computer and thus checking its performance. 


CONCLUSION 


More than 200 different designs of test sets were developed during the 
war by Bell Laboratories to meet the exacting requirements of radar field 
maintenance. These differed radically from previous art. Outstanding 
features were portability, precision and generality of application. The 
large number of designs is due partly to the varied functions of radar and to 
the vaned conditions of use. Largely, however, it results from the fact 
that the frequency band that can be handled in any one set is limited, 
whereas many frequency ranges and subranges had to be covered in all. 

Altogether more than 75,000 radar test sets were manufactured by 
Western Electric Company and these were used in all theatres of war by the 
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United Nations forces. The production rate at the end of the war exceeded 
5,000 test sets a month. In numerous cases, moreover, small preproduction 
quantities of test equipment were built on a “‘crash”’ basis for special mis- 
sions and for training purposes. The test equipment produced for the field 
had to be more precise than the radars, and the equipment used in the factory 
and laboratory to test the field test equipment had to be still more precise. 

Trends of development at war’s end were toward (a) further broad-band- 
ing, simplification and precising, and (b) coverage of new frequency ranges. 
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High Q Resonant Cavities for Microwave Testing 


By I. G. WILSON, C. W. SCHRAMM and J. P. KINZER 


Formulas and charts are given which aid the design of right circular cylinder 
cavity resonators operating in the TE 01n mode, which yields the highest Q for 
a given volume. The application of these to the design of an echo box radar test 
set is shown, and ofactical considerations arising in the construction of a tun- 
able cavity are discussed. 


INTRODUCTION 


TUNABLE high Q resonant cavity is a particularly useful tool for 

determining the over-all performance of a radar quickly and easily!.* 
Further, since it uses the radar transmitter as its only source of power, it can 
be made quite portable. When a high Q cavity is provided with two cou- 
plings, one for the radar pickup and the other to an attenuating device, 
crystal rectifier and meter which serve for tuning the cavity not only can 
an indication of over-all performance be obtained but other useful informa- 
tion as well. For example, the transmitter frequency can be measured; 
calibration of the crystal affords a rough measure of the transmitter power; 
and an analysis of the spectrum can be made by plotting frequency versus 
crystal current. This information is of particular importance in radar 
maintenance. 

The Q required for this purpose is quite high, comparable to that obtained 
from quartz crystals in the video range. For this reason, such cavities 
have many additional possibilities for use in microwave testing equipment 
and microwave systems. For example, they may form component parts of 
a narrow band filter, or be used as discriminators for an oscillator frequency 
control. 

Resonant cavities are of two general types—tuned and untuned. A tuned 
cavity is designed to resonate in a single mode adjustable over the radar 
frequency range. An untuned cavity is of a size sufficient to support a 
very large number of modes within the working range. Both are useful, 
but the tuned variety can give more information about the radar and hence 
has been more widely used. 

While a tuned cavity may be a cylinder, parallelepiped or sphere (or even 
other shapes), the first of these has been most thoroughly explored by us. 
It offers the possibility of utilizing the anomalous circular mode, described 
by Southworth? in his work on wave guides, which permits the attain- 
ment of high Q’s in quite a small size. In addition, it is easier to construct 
a variable length cylinder than a variable sized sphere. 

* Superscripts refer to bibliography. 
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Due to their interesting properties the history of resonators of the cavity 
type in which a dielectric space is enclosed by a conducting material, goes 
back many years. In 1893 J. J. Thompson? derived expressions for resonant 
frequencies of the transverse electric modes in a cylinder. Lord Rayleigh‘ 
published a paper in 1897 dealing with such resonant modes. The early 
work was almost entirely theoretical but some experiments were carried ou! 
in 1902 by Becker’ at 5 and 10 centimeters. In recent years, the subject 
has been fairly thoroughly investigated (at least theoretically) for severa: 
simple shapes. 

However, many of the presentations are highly mathematical with con- 
siderable space devoted to proofs; the results which would be most useful 
to an engineer are thus sometimes obscured. The purpose of this paper is 
to present certain engineering results together with information upon the 
application of the tunable cylindrical cavity to radar testing. 


DEFINITIONS AND FUNDAMENTAL FORMULAS 
Modes 


By fundamental and general considerations, every cavity resonator, re- 
gardless of its shape, has a series of resonant frequencies, infinite in number 
and more closely spaced as the frequency increases. The total number .\ 
of these having a resonant frequency less than f is given approximately by 


_ 8 3 ‘a 
Da al (1) 


in which 

V = volume of cavity in cubic meters. 

c = velocity of electromagnetic waves in the dielectric in meters per 

second. 

f = frequency in cycles per second. 

With each resonance there is associated a particular standing wave pattern 
of the electromagnetic fields, which is identified by the term ‘‘mode.” 

In right cylinders (ends perpendicular to axis) the modes fall naturally 
into two groups, the transverse electric (7) and the transverse magnetn 
(TM). In the TE modes, the electric lines everywhere lie in planes per- 
pendicular to the cylinder axis, and in the TM modes, the magnetic lines 
so lie. Further identification of a specific mode is accomplished by the 
use of indices. 


The MS Factor 


With the cylinder further restricted to a loss-free dielectric and a non- 
magnetic surface, there is associated with each mode a value of Q (quality 
factor)’ which depends on the conductivity of the metallic surface, on the 
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frequency and on the shape of the cylinder, e.g. whether it is circular or 
elliptical, and whether it is slender or stubby. The quantity S , however, 
depends only upon the mode and shape of the cylinder and has been referred 
to as the mode-shape (M/S) factor. In this formula, 6 refers to skin depth 
as customarily defined®, and A is wavelength in the dielectric, as given by 


A = 3 both 6 and ) are in meters. 


Fundamental Formulas 


Expressions for standing wave patterns and o are given in Table I, 


for right rectangular, circular and full coaxial cylinders*. The table is 
virtually self-explanatory, but a few remarks on mode designation are 
needed. The mode indices are /, m, following the notation of Barrow and 
Mieher.® In the rectangular prism they denote the number of half-wave- 
lengths along the coordinate axes. For the other two cases they have an 
analagous physical significance with / related to the angular coordinate, 
m. to the radial and x to the axial. 

In the elliptical cylinder, a further index is needed to distinguish between 
modes which differ only in their orientation with respect to the major and 
minor axes; these paired modes are termed even and odd, and have slightly 
different resonant frequencies.!° In the circular cylinder they have the 
same frequency, a condition which is referred to as a degeneracy (in this 
case, double); that is, in the circular cylinder, odd and even modes are dis- 
tinguishable only by a difference in their orientation within the cylinder 
with reference to the origin of the angular coordinate. In Table I, the 
field expressions are given for the even modes; those for the odd modes are 
obtained by changing cos /6 to sin /@ and sin /@ to cos 1@ everywhere. 

The value of W in the table is based on counting this degeneracy asa 
single mode; counting even and odd modes as distinct will nearly double the 
value of NV, thus bringing it into agreement with the general equation (1). 
The distinction between even and odd modes is of limited importance in 
practical] applications, and will not be further mentioned. 

In Table I, the mks system of units is implied. The notation is in gen- 
eral accordance with that used in prior developments of the subject. For 
engineering applications, it is advantageous to reduce the results to units 
in ordinary use and to change the notation wherever this leads to a more 
obvious association of ideas. For these reasons, in what follows attention 


_ * The elliptic cylinder (closely allied to the circular cylinder of which it is a generaliza- 
tion) is omitted as the necessary functions are not widely known or easily available. 
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is confined to the circular cylinder, with changes in units and notation as | 
specified later. 
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Fig. 1—Mode chart for right circular cylinder resonant cavity. 


The Mode Chart 


The formula relating the resonant frequency to the mode, shape and 
dimensions of the cylinder is of prime interest. It may be simply written as 


({D) = A + Bn’ (?) 2m 
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vhere 


F = frequency in megacycles per second. 


D = diameter of cavity in inches. 
IL = length of cavity in inches. 
4 =a constant depending upon the mode. Values of A are given in 


Table II for the lowest 30 modes. 


are given in Table III for the first 180 modes. 
#8 =a constant depending upon the velocity of electromagnetic waves 
in the dielectric. For air at 25°C and 60% relative humidity, 


B = 0.34799 & 108. 
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Values of Bessel function roots 


mn = third index defining the mode, i.e., the number of half wavelengths 
along the cylinder axis. 


TABLE II.—Constants for Use in Computing the Resonant Frequenctes of Circular Cylinders 


aor (2)'+ (3) BY =a ae (2) 


¢ = 1.17981 10° inches/second 


B = 0.34799 X 108 


Mode 


r 


2.40483 
5.52008 
8.65373 
3.83171 
7.01559 


10.17347 


5.13562 
8.41724 
6.38016 
9.76102 
7.58834 
8.77148 
9.93611 


3.83171 
7.01559 


10.17347 


1.84118 
5.33144 
8.53632 
3.05424 
6.70613 
9.96947 
4.20119 
8.01524 
5.31755 
9.28240 
6.41562 
7.50127 
8.57784 
9.64742 


A 


0.81563 X 108 


4.2975 
10.5617 
2.0707 
6.9415 
14.5970 
3.7197 





ue of ¢ is for air at 25°C. and 60% relative humidity. D and L in inches; f in 


cles. 
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Formula (2) represents a family of straight lines, when (D/L)? and (fD)? are 
used as coordinates, and leads directly to the easily constructed and highly 
useful ““Mode Chart” of Fig. 1. 

It will be noted from Table II that the TE Omn and the TM 1mn mode 
have the same frequency of resonance. This is a highly important case oi 
degeneracy. In the design of practical cavities it is necessary to take 
measures to eliminate this degeneracy, as the TM mode (usually referred 
to as the companion of its associated TE mode) introduces undesirable 
effects. This is discussed more at length later. 


Choice of Operating Mode 


6 
Turning now to the expressions for Qy these are seen to be of a rather com- 


plicated nature. For some of the lower order modes, their values are 
plotted in Figs. 2, 3 and 4. Examination of these leads to the question of 
which mode has the highest Q for a given volume. It is desirable to keep 
the volume a minimum, since, as shown by (1), the total number of reso- 
nances is a function of the volume. Analysis of the problem is somewhat 
involved, but leads to the conclusion that operation in the TE 01n mode’* 
gives the smallest volume for an assigned Q, and also leads to specific values 
of 2 and D/L which give this result. In fact, for maximum Q/V in the 
TE 01n mode, 


({D)’ (?) = 3.11 « 10° (3) 


which permits easy plotting on a mode chart of the locus of the operating 
points for best Q/V ratio. 


Fxtraneous or Unwanted Modes 


In echo boxes for radar testing, where high Q is of the utmost importance, 
the TE 01n mode has been used. The values of » vary from 1 at frequencies 
around 1 kmc to 50 at about 25 kc. 

All other modes are then regarded as unwanted or extraneous. The great 
utility of the mode chart lies in that it permits a quick determination of the 
most favorable operating area. We consider this now in detail. 

Figure 5 shows a portion of a mode chart. It is clear that the sensible 
way to construct a tunable cylinder is to keep the diameter fixed and vary 
the length. With fixed diameter, the coordinates of the mode chart are 


1 \2 
essentially f* and (=) and it is convenient to refer to them loosely as fre- 


* Unimportant exceptions occur for values of Q . <2; 


Google 


HIGH Q RESONANT CAVITIES 915 


quency and length. With this understanding, if the frequency band to be 

covered by the tunable cavity extends from f; to f: then the length must be 

adjustable from LZ; to Ly. Responses to frequencies within the band, but 
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Fig. 2—Mode-shape factors (o; as a function of diameter to length ratio (7) for cir- 
cular cylinder resonator—TM modes. 


which demand lengths outside the range L; to Z, are of little interest because 
mechanical stops prohibit other lengths. On the assumption that the ap- 
plied frequency will always lie within the operating band f, to fe, responses 
to frequencies below /, or above f: are likewise of little interest. Therefore, 
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major consideration need be given only to those modes which hie within the 
rectangle of which the desired TE 01n mode forms the diagonal. 
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Fig. 3—Mode-shape factors 08) as a function of diameter to length ratio ( =) for cr- 
cular cylinder resonator — TE modes with! = 0. 
Any nondiagonal mode is an extraneous mode. Those which do not 


cross the desired mode within the frame are called interfering modes. They 
act to give responses at more than one tuning point when the applied fre- 
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quency is held fixed, or alternatively to give responses at more than one 


frequency when the tuning is held fixed. In either event they lead to 
ambiguity and confusion, and their effects must be reduced to the point 


where this cannot occur. 
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Fig. 4— Mode-shape factors (of) as a function of diameter to length ratio (7) for cir- 
cular cylinder resonator — TE modes with } > 0. 


A special type of interfering mode is the TE 01 (n + 1) mode. In the 


nature of things, it is virtually impossible to suppress this mode without 
likewise suppressing the desired TE 01m mode. The width of the operating 
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band is thus strictly limited, if ambiguity is to be avoided. This effect, 
termed self-interference, becomes an important factor as m increases, since 
Ia . _nti 
i; (maximum) = = 
This maximum value cannot be realized because it is incompatib!e with other 
requirements. 
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Fig. 5—Mode chart illustrating meaning of crossing and interfering modes and of operating 
area. 


When an undesired mode crosses the main mode within the rectangle it is 
called a crossing mode. Except in a region close to the crossing point, it 
acts only to cause ambiguity as already discussed. In the immediate region 
of the crossing point, however, the cavity is simultaneously resonant in both 
modes. Violent interaction effects which may seriously degrade the cavity 
QO frequently occur at such a crossing. 


Methods of Minimizing Effects of Unwanted Modes 


A major problem in the design of a high Q cavity for radar test purposes 
in which the Q and frequency range are set by radar system considerations, 
is to reduce the effects of all the undesired modes without seriously degrading 
the main TE 0in mode. Among those to be suppressed is the companion 
TM 11n mode which is inherently of the same frequency. 
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TABLE III.—Values of the Bessel Function Zero (rim) for the First 180 Modes in a Circular 





1 | 1.8412 
2 | 2.4048 
3 | 3.0542 
'4 | 3.8317 
(S | 3.8317 
6 | 4.2012 
7 | 5.1356 
8 | 5.3176 
9 | 5.3314 
lO | 5.5201 
Lt | 6.3802 
[2 | 6.4156 
3 | 6.7061 
l4 | 7.0156 
IS | 7.0156 
16 | 7.5013 
17 | 7.5883 
18 | 8.0152 
19 | 8.4172 
20 | 8.5363 
21 | 8.5778 
22 | 8.6537 
23 | 8.7715 
24 | 9.2824 
25 | 9.6474 
26 | 9.7610 
27 | 9.9361 
28 | 9.9695 
29 {10.1735 
30 |10.1735 
31 110.5199 
32 (10.7114 
33 |11.0647 
34 /11.0864 
35 |11.3459 
36 |11.6198 
37 |11.7060 
38 {11.7349 
39 |11.7709 
40 |11.7915 
41 |12.2251 
42 {12.3386 
43 |12.6819 
44 112.8265 
45 |12.9324 
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13.0152 


47/13.1704 
48/13.3237 
49)13.3237 
50/13. 3543 
51/13. 5893 
52}13.8788 
53/13 .9872 
94/14.1156 
55|14. 3725 
56)14.4755 
57114. 5858 
58/14. 7960 
59}14.8213 
60/14. 8636 
61)14.9284 
62/14.9309 
63}15 .2682 
64/15. 2867 
65}15. 5898 
66/15. 7002 
67/15 .9641 
68)15.9754 
69/16.0378 
70|16.2235 
71/16.3475 
72|16.4479 
73)16.4706 
74|16.4706 
75}16.5294 
76)16.6982 
77\17.0038 
78|17.0203 
79)17.2412 
80/17 .3128 
81/17.6003 
82\17.6160 
83}17.7740 
84:17. 7887 
85|17.8014 
86/17 .9598 
87/18.0155 
88/18 .0633 
89/18.0711 
90/18.2876 


Cylinder Resonator 
Mode* Tim 
M 3-3 91/18.4335 
E 2-4 92/18.6374 
M 1-4 93/18.7451 
E 0-4 94/18 .9000 
M 9-1 95/18.9801 
M 6-2 96/19 .0046 
E 12-1 97|19.1045 
E 5-3 98/19. 1960 
E 8-2 99/19. 4094 
M 43 100)19. 5129 
M 10-1 101]19. 5546 
E 3-4 102)19.6159 
M 2-4 103|19.6159 
M 7-2 104/19 .6160 
E 1-5 105)19. 8832 
E 13-1 106)19.9419 
M 0-5 107)19.9944 
E 63 108/20. 1441 
E 9-2 109|20.2230 
M 11-1 110/20.3208 
M 5-3 111)20.5755 
E 44 112|20.7899 
E 141 113/20. 8070 
M 8-2 114/20.8269 
M 3-4 115|20.9725 
E 2-5 116)21.0154 
E 10-2 117)21.0851 
M 1-5 118)21.1170 
E 0-5 119/21. 1644 
E 7-3 120|21.1823 
M 12-1 121|21.2116 
M 6-3 122|21.2291 
E 15-1 123|21.4309 
M 9-2 124|21.6415 
E 5-4 125)21.9317 
E 11-2 126|21.9562 
M 44 127|22.0470 
E 8&3 128/22 .1422 
E 3-5 129|22.1725 
M 13-1 130|22.2178 
M 2-5 131/22.2191 
E 1-6 132/22 .4010 
E 16-1 133)22.5014 
M 0-6 134!22.5827 
M 7-3 135|22.6293 


136/22 .6716 
137|22.7601 
138|22.7601 
139|22 .9452 
140|23.1158 
141|23.2548 
142)23 .2568 
143/23 .2643 
144/23 .2681 
145|23.2759 
146/23. 5861 
147|23.7607 
148/23 . 8036 
149|23 .8194 
150|24.0190 
151/24. 1449 
152|24.2339 
153|24.2692 
154|24.2701 
155|24.2894 
156|24.3113 
157|24.3382 
158|24.3525 
159|24.3819 
160|24.4949 
161|24.5872 
162|24.9349 
163/25 .0020 
164/25 .0085 
165}25. 1839 
166)25.3229 
167/25.4170 
168/25.4171 
169}25 .4303 
170/25 .4956 
171|25.5094 
172|25 5898 
173}25.7051 
174)25. 7482 
175|25.8260 
176|25.8912 
177|25.9037 
178/25 .9037 
17926. 1778 
180)26.2460 


Mode* 


2-7 
1-7 
0-7 


E 12-4 


* Nomenclature after Barrow & Mieher, ‘Natural Oscillations of Electrical Cavity Resonators’’ 
‘RE Proceedings, April 1940, p. 184. M modes take zeros of J:(x); E modes take zeros of J}(x). 
Number directly following E or M is?; number after hyphen is number of root. 

Values less than 16.0 are abridged from six-place values and are believed to be correct; values 
nore than 16.0 are abridged from five-place values and may be in error by one unit in fourth decimal 
dlace. 6 in fourth place indicates that higher value is to be used in rounding off to fewer decimals. 


One solution, of limited application, is to choose an operating rectangle 
free from extraneous responses. An alternative solution is to design the 
cavity in a manner such that the undesired responses are reduced or sup- 
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pressed to a point where their presence does not interfere with the normal 
operation of the cavity. In this latter case, the amount of suppression is 
naturally dependent upon the use to which the cavity is to be put, and is 
conceivably different for a high Q cavity used as a frequency meter, for 
example, and one used as a selective filter. 

Experience has shown that certain families of modes are much more dift- 
cult to suppress than others, and are to be avoided, if at all possible. The 
feasibility of doing this can be determined by sliding the operating area 
(a suitable opening in a sheet of paper) around on a large mode chart unt! 
the most favorable operating region, consistent with other requirements. 
has been found. 

Once a suitable operating area has been chosen, the cavity diameter «: 
fixed and length and frequency scales added to the mode chart make it reac 
directly in quantities readily measured. 


Cavity Couplings 


To be useful the cavity must be coupled to external circuits. The prob 
lem here is to get the correct coupling to the main mode and as little coupling 
as possible to all others. Since the electric field is zero everywhere at the 
boundary surface of the cavity for the TE 01n mode, coupling to it must 
be magnetic. This may be obtained either by a loop at the end of a coarn. 
line or by an orifice connecting the cavity with a wave guide. 

The location for maximum coupling to the main mode is on the side oi 
the cavity, an odd number of quarter-guide wavelengths from the end, o: 
on the end about halfway (487%) out from the center to the edge. Correct 
orientation of loop or wave guide is achieved when the magnetic fields are 
parallel. This requires the axis of the loop to be parallel to the axis of the 
cylinder for side wall feed and to be perpendicular to the cylinder axis far 
end feed. Wave guide orientation is shown in Table IV. 

The theory of coupling loops and orifices is not at present precise enoug: 
to yield more than approximate dimensions. Exact sizes of loops and holes 
have therefore been obtained experimentally for all designs. 

On the basis of rather severely limiting assumptions," coupling formulas 
for a round hole connecting a rectangular wave guide and a TE 01n cavity 
are given in Table IV. The assumptions are that the orifice is in a wall o! 
negligible thickness, its diameter is small compared to the wavelength, it s 
not near any surface discontinuity, and that the wave guide propagate 
only its principal (gravest) mode and is perfectly terminated. In echo box 
applications, this theory leads to a computed diameter that is somewhat 
smaller than experiment shows to be correct. 

The coupling to other modes can be analyzed, at least qualitatively, from 
the field expressions of Table I. This has been of value in making final 
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small relocations of the coupling points to discriminate against a residual 
undesired mode. 


Principle of Similitude 
One other theorem generally applicable to all cavities has been useft! 
in design. It is the principle of similitude, which may be stated as follows": 


A reduction in all the linear dimensions of a cavity resonator by a 
factor 1/m (if accompanied by an increase in the conductivity of the 
walls by a factor m) will reduce the wavelengths of the modes by a 
factor 1/m. 


The condition given in parentheses is necessary for strict validity; fo: 
high Q cavities, it need not be considered. 


APPLICATION OF THEORY 


An illustration of an engineering application of the basic informaticc 
just presented, is the design of an echo box test set for use in radar mair- 
tenance. 

The test set has a number of components, but only the cavity proper anc 
its couplings will be considered at this time. 

Design Requirements 

The basic design requirements of the cavity set by the radar are: (1) the 
working decrement, and (2) the tunable frequency limits (f; and f2). Service 
use of these test sets in the 3 kmc and 9 kmc bands has shown that a working 
decrement of about 3 db per microsecond gives satisfactory results. 


As seen in the discussion above, Q is a more useful design parameter for 
the resonant cavity than decrement, d. Hence the conversion 


_ 23 
d 


where d is expressed in db per microsecond, and f is in megacycles, gives the 
loaded or working Q to be realized. 


Determining the Theoretical Q Required 


For design purposes, however, there are several factors which dictate the 
use of a value for theoretical QO which is somewhat higher than the loaded (' 
just computed. The input and output couplings reduce the theoretical (’ 
of the cavity due to their loadings. The coupling factor, s, expressed as the 
ratio of loaded to unloaded Q, has values for echo boxes of about 0.90 for 
the input coupling and frem 0.90 to 0.99 for the output coupling. In addi 
tion, other factors such as the means used for mode suppression may degrade 


(4 
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the Q. But, in simple designs, these may be negligible. Therefore, it is 
expedient to design for a theoretical Q of about 15 to 25 per cent in excess of 
the working @ to be realized. 

The working Q’s of a number of echo box designs are cited here to indicate 
the order of magnitude required at several frequencies: 


; kmc 70,000* 
9 100,000 
25 200,000 
Finding the Catity Dimensions 


With the frequency and theoretical 0 known, the dimensions of the cavity 
can be evaluated but the formulas of Table I require some simplification for 
engineering use. 


5 
The mode-shape (4S) factor, Qy,may also be termed its selectivity which 


for the 7£ 01n modes may be expressed as follows: 


D\? _ 7” 
fs + 0.168 (?) “| 


7) 
Q x = 0.610 > (5) 
1 + 0.168 (?) n’ 


where: 


1 


1 
6 = the skin depth in cm. = zl jf 


p = the resistivity in ohm-cm. 

The skin depth is a factor which recognizes the dissipation of energy in 
the walls and ends of the cylinder. With increase of resistivity of these 
surfaces the currents penetrate deeper and the resulting Q is lower. 

A comparison of the relative Q’s computed from the resistivity of several 
metals will show the importance of this factor: 


ao an 
opper .0O 
Goll 0.84 
Aluminum 0.78 
Brass 0.48 


Therefore, a brass cavity will have about one-half of the Q that a similar . 
cavity would have if made of copper. Similarly, the silverplating of a copper 
cavity wil) gain about 3 per cent in Q. 

Equation 5 may be made more convenient for calculations by combining 


* This value reflects the higher Q required on ground radars. 
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terms which are a function of frequency and by assuming the conductivity 
of copper* for the cylinder walls. It then becomes 


D 2 : 3/2 
1+ 0.168 { — }n 
OVf _ [1+ 0168 (7) xt] 
408 — 2.47 


D\’ , 


for TE 01n modes; f is in megacycles. 
Thus, it is seen that for the design parameters Q and f, selected values of s 
now define tentative useful points on the mode chart in terms of D/E and x. 


Selection of Operating Area on Mode Chari 


This will be more evident upon examination of Fig. 6, which is a basi 
design chart for cylindrical cavity resonators using TE O1n modes. The 
coordinates of (fD)? and (D/L)? will be recognized from the previous dit 
cussion of the mode chart (Fig. 1) although in this case the range has been 
expanded by the use of logarithmic coordinates. Mode identification |: 
obtained from equation 2; which, for 7E 01n modes becomes 


({D)? X 10-8 = 2.0707 + 0.3480 n? (D/L)? (7 


with D and L in inches and f in megacycles. 

A family of TE 01n modes has been drawn on the chart for selected values 
of n. To aid in designing for minimum volume a line labelled Max. Cha 
been added (Equation 3). Lines of constant Q+/f are also shown as 4 
series of dashed lines. 

A tentative operating area on this chart may be selected on the basis oi 
the required Q+/f. Using mid-frequency for f, the intersection of the Qv : 
line and the minimum volume line will define the operating mode, », anv 
also locate the center of the operating rectangle. 

An enlarged plot of this area as in Fig. 7 will show all modes possible ir 
the cavity. Some adjustment of the precise location of this area may ther 
be desirable to eliminate certain types or numbers of unwanted modes. Fer 
example, it is extremely difficult to suppress TE 02 modes without affecting 
the TE 01 mode, because of the very close resemblance of the field configur- 
tions. On the other hand, most 7M modes are easy to handle. 

It may be possible to select an operating area such as the rectangle blocked 
out in Fig. 1 in which all extraneous responses (with the exception of the 
companion 7M 111) are avoided. The largest rectangle which can be 
inscribed here is limited by the TE 311 and TE 112 modes. This wil 


*p = 1.7241 x 10-* ohm-cm—the International Standard value for copper. 
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greater it is generally not possible to locate such areas. An operating area 
for 9 kmc is shown on Fig. 7. Nine crossing modes and twelve interfering 
modes exist. For 25 kmc the crossing modes run into the forties with 
hundreds of interfering modes. 

Suppression of the undesired modes requires a thorough knowledge of 
their field configurations and a number of effective techniques which may be 
applied on a practical engineering basis. Several examples are cited in later 
sections. 

Since decrement is an important characteristic of these cavities, espe- 
cially when applied to radar test sets, the uniformity of the decrement over 
the frequency range or “‘flatness of response” may be a significant design 
requirement. It will be seen from Fig. 3, that the MS factor of the wanted 
mode is not constant with varying D/L. In fact, if it were, the decrement 
would increase as the 3/2 power of frequency. 

There are at least three attacks on this “‘flatness’’ problem: (1) to operate 
on the.sloped portion of the MS curve in such a manner that its characteristic 
will tend to be complementary to the change with frequency; (2) to obtamn 
compensation by varying the coupling with frequency—generally accom- 
plished by selecting an appropriate coupling point along the side wall of 
the cavity; and (3) to overplate a portion of the cylinder’s interior surface 
with a material of higher resistivity such as cadmium. For this third 


6 
method, the formulas for Qx of Table I are no longer applicable since they 


assume a uniform resistivity of the cavity walls. 

Thus, it will be seen that the final design of a cavity resonator is a com- 
promise between a number of desired characteristics: 

a) A cavity of minimum volume for a given Q. 

b) A cavity having a minimum of extraneous responses of types difficult 

to suppress. 

c) A cavity with compensation for flatness of decrement. 
Engineering judgment is required to weigh the emphasis on each of these 
requirements which at times may be mutually exclusive. 


SOME PRACTICAL CONSIDERATIONS 


Physically realizing the theoretical characteristics just described to obtain 
a satisfactory cavity brings forth a host of practical design problems. A 
number of these will be discussed in this section. 


Description of Echo Box Test Sets 


The schematics (Figs. 8 and 9) and photographs (Figs. 12 to 14) show the 
components and various construction methods of echo boxes in the 3 and 
9 kmc bands, The cavity itself may be spun, drawn or turned of matenal 
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knob into linear motion of the piston through a crank and connecting rod 
assembly. Coupled to the drive shaft is an indicating dial to register 
frequency. 

Silverplating is indicated on all interior surfaces of the cavity for minimum 
resistance to currents in the walls and ends of the cylinder. 

For the 3 kmc bands, the input coupling is in the form of a loop protruding 
into the cavity and connected by coaxial microwave cable to the radar under 


TRANSMITTER 





POWER LEVEL 





le-OFF 
| oA } TRANSMITTER 


Lg RINGING TIME eee 


Fig. 10—Radar test with echo box. 


test. For the 9 kmc bands, the input coupling is an orifice with which is 
associated a wave guide to coaxial cable transducer. 

The output couplings for the two frequency bands also differ in construc- 
tion. For the 3 kmc bands, the variable coupling is achieved by rotating 
the output loop before an aperture in the cavity. In this rotary mount i 
housed the rectifying crystal and by-pass condenser. An orifice is used for 
the 9 kmc band output coupling which feeds a crystal mounted in a wave 
guide. Amplitude control is by a vane attenuator in the wave guide. In 
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all cases an integrating condenser is required to smooth out the d-c pulses 
delivered by the crystal to give output indication on the d-c microammeter. 


‘ 


CLASS B 
CLASS A (INTENSITY MODULATION) 


TRANSMITTER 
C PULSE 


SIGNAL AMPLITUDE 
RANGE 





RANGE AZIMUTH 


PPI 
(INTENSITY MODULATION) 










BACKGROUND 
NOISE 






e 
A 


aA 
<—— RANGE 


 azimuta 
Fig. 11.—Typical ringtime patterns on radar indicators. 
The cylinder in the 9 kmc band is an assembly of a tube and two end 


plates. One of these is driven by the piston as described and the other is 
adjustable for “levelling” i.e., parallelism of the two plates. 


End Plate Gaps 


The wanted TE mode is paired with a companion unwanted 7M as de- 
scribed above. The fact that the 7M mode has a Q substantially less than 
that of the TE makes the realization of the higher Q difficult. A method is 
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levelling is a practical solution. ‘Tilt adjustments in the order of 0.001 inch 
at the edge of the plate (about 3-inch diameter) are required in the 9 kmc 
band. Experience in the 25 kmc band shows evidence of the need for even 
finer control. 


Plating 


In addition, adequate control of the conductivity of the interior surfaces 
of the cavity is necessary to achieve a uniform manufactured product. This 
requires attention not only to the thickness and uniformity of the plating 
but also to the purity of the plating baths and the avoidance of introduc- 
tion of foreign matter during buffing processes. 


Couplings 


The type and location of the coupling means can be used to discriminate 
between wanted and unwanted modes. Hence, this is a fertile field for mode 
suppression techniques. For example, since 7M modes have H, = 0, 
orifice coupling to the main mode at the side wall of the types shown in 
Table IV, cases 1A and 2A, will not couple to any 7M modes. Again, if end 
coupling is used in a cavity which will support both the TE 01 and TE 02 
modes, by locating this coupling at the point where H, = 0 for the TE 02 
mode (about 54% of the way out from the center), it will not be excited and 
coupling to the 7£ 01 will be only slightly below maximum. 

For echo box test sets the magnitude of the input coupling to the wanted 
mode is a compromise between the incomplete buildup of the fields within 
the cavity during the charging interval and the loading of the cavity Q on 
discharge. This is carried on by varying the coupling and observing the 
“ringtime” (the echo box indication on the radar scope). Optimum coupling 
is achieved when ringtime is made a maximum. 

Output couplings for echo boxes are made so that just enough energy is 
withdrawn from the cavity to give an adequate meter reading. 


Drive Mechanism 


The objective of the design of the tuning mechanism is to provide a 
smooth, fine control with a minimum of backlash. An illustration of the 
mechanical perfection required can be cited in a 9 kmc band design where 
4 inch of travel covered 200 megacycles in frequency. Hence, for frequency 
settings to be reproducible to within } mc the mechanical backlash of the 
moving parts had to be held to about 0.0003 inches or 0.3 mil. To realize 
this in commercial manufacture and to maintain it after adverse operating 
conditions such as vibration and shock was a major mechanical desigr 
problem. 

In the design of this drive mechanism it should be recognized that equal 
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increments of cavity length will not produce uniform increments in fre- 
quency. The mode chart ne graphically that a straight-line relation- 


ship exists between (/)? and (7) zr): Uniformly spaced markings on a dial 


reading directly in frequency can be realized by the use of such mechanisms 
as an eccentric operating on a Jimited arc. Adjustments are customarily 
provided to bring the cavity resonance and dial indication into agreement at 
some frequency of test. Frequency departures of the drive mechanism 
referred to this point are held commercially to about one part in 5000. 


A pplication of Similitude 


Echo box developments have often been undertaken at frequencies where 
adequate test equipment was not available. This has been especially true 
as the radar art progressed to higher and higher frequencies. 

The principle of similitude has been utilized in the construction and test 
of models at the frequency of existing test facilities. ‘The models have then 
been scaled to the assigned frequency band. This has been found to be a 
very practical expedient. 


UsE OF CAVITIES FoR RADAR TESTING 


The high Q resonant cavity when appropriately connected to a radar sys- 
tem returns to it a signal which may be used to judge the over-all perform- 
ance of the radar. Its operation is as follows: During the transmitted pulse, 
microwave energy from the radar is stored in the cavity in the electromag- 
netic field. The charge of the cavity increases exponentially during this 
interval but fails to reach saturation for the cavity by a substantial margin 
because the pulse is too short. At the end of the pulse, the decay of this 
field supplies a signal of the same frequency as that of the radar transmitter 
(when the echo box is in tune) which is returned to the radar receiver as a 
continuous signal diminishing exponentially in amplitude. 

The time interval between the end of the transmitted pulse and the point 
where the signal on the radar disappears into the background noise is the 
“‘ringtime.”” The term is used somewhat loosely since, in actual practice, 
the ringtime is measured on indicators whose range markings are generally 
in miles or yards referred to the beginning rather than the end of the pulse. 
The difference, of course, is small. It is customary to include the pulse 
length in all ringtime figures on operating radar systems. Typical ringtime 
patterns on radar indicators and a schematic of a radar test with an echo 
box are shown in Figs. 10 and 11. 

As the output power of the radar either increases or decreases correspond- 
ing changes in the “‘charge” of the cavity will be reflected directly in ring- 
time changes. Similarly as the noise level of the radar receiver varies the 
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merging point of the cavity signal and the noise will show proportional 
changes in ringtime. Hence, the ringtime indication measures these two 
factors on which the radar’s ability to discern real targets so largely depends. 

The exponential buildup and decay of the charge in the cavity occur at a 
rate determined by the working decrement of the cavity. As mentioned 
previously, a decrement of about 3 db per microsecond is a satisfactory value 
for the 3 kmc and 9 kmc bands. A one microsecond change in ringtime 
(roughly one-tenth mile) would, therefore, represent a change in system 
performance of 3 db. 


Uniformity Control and Expected Ringtime 


By introducing an adjustment for the working Q of the cavities it is now 
possible to control the uniformity of the manufactured product to very 
close limits. Other improvements have also been incorporated which insure 
that boxes which have been made alike as to Q will similarly give uniform 
ringtime indications on a test radar. If the test sets are all alike as to ring- 
time, it is then possible to quote an “expected ringtime’”’ for each of the 
various radars to be serviced by the echo box. Initially a measuring tool 
indicating relative changes in day to day operation of the radars, the uni- 
formity provision with its “expected ringtime” has made the echo box test 
set an absolute measuring instrument of moderate precision. 


Other Uses 


In addition to its use as a measure of over-all performance of a radar, a 
significant number of diagnostic tests may be performed when trouble de- 
_velops, which aid in rapidly locating the source. One such test is spectrum 
analysis. ‘The extreme selectivity of the high Q cavity permits examination 
of the spectrum of the pulsed wave and from this may be deduced charac- 
teristics of the pulse, including pulse length. Miultiple-moding of the 
magnetron circuit is easily shown by this analysis. 

The meter of the test set gives a relative indication of the output power of 
the radar and this in itself assists greatly in segregating transmitter troubles 
from receiver troubles. 

Also of importance is the use of the echo box as a frequency meter. The 
high Q of the cavity plus the fine control of the drive mechanism and the 
direct reading dial give excellent results (comparable to that of a wave 
meter). 
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End Plate and Side Wall Currents in Circular Cylinder 
Cavity Resonator 


By J. P. KINZER and I. G. WILSON 


Formulas are given for the calculation of the current streamlines and in- 
tensity in the walls of a circular cylindrical cavity resonator. Tables are 
given which permit the calculation to be carried out for many of the lower 
order modes. 

J ez) 


x 
The integration of [ Tela) dx is discussed; the integration is carried out for 
0 


£ = 1, 2 and 3 and tables of the function are given. 
The current distribution for a number of modes is shown by plates and figures. 


INTRODUCTION 


In waveguides or in cavity resonators, a knowledge of the electromagnetic 
field distribution is of prime importance to the designer. Representations 
of these fields for the lower modes in rectangular, circular and elliptical 
waveguide, as well as coaxial transmission line, have frequently been de- 
scribed. 

For the most part, however, these representations have been diagram- 
matic or schematic, intended only to give a general physical picture of the 
fields. In actual designs, such as high Q cavities for use as echo boxes;! 
accurately made plates of the distributions were found necessary to handle 
adequately problems of excitation of the various modes and of mode sup- 
pression. 

One use of the charts is to determine where an exciting loop or orifice 
should be located and how the field should be oriented for maximum coup- 
ling to a particular mode. Optimum locations for both launchers and ab- 
sorbers can be found. Naturally, when attention is concentrated on a 
single mode these will be located at the maximum current density points 
If, however, two or more modes can coexist, and only one is desired, com- 
promise locations can sometimes be found which minimize the unwanted 
phenomena. 

Also, in a cylindrical cavity resonator of high Q with diameter large com- 
pared with the operating wavelength, there are many high order modes of 
oscillation whose resonances fall within the design frequency band. Some 
of these are undesired and one of the objectives of a practical design is to 
reduce their responses to a tolerable amount. This process is termed 

1“‘High Q Resonant Cavities for Microwave Testing,’”’ Wilson, Schramm, Kinzer. 
See pp. 909 ff. 
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‘‘suppression of the extraneous modes”. In this process, an exact knowledge, 
of the distribution of the currents in the cavity walls has been found highly 
useful. 

For example, it has been found experimentally that annular cuts in the 
end plates of the cylinder give a considerable amount of suppression to many 
types of extraneous modes with very little effect on the performance of the 
desired TE Oin mode. These cuts are narrow slits concentric with the axis 
of the cylinder and going all the way through the metallic end plates into a 
dielectric beyond.” The physical explanation is that an annular slit cuts 
through the lines of current flow of the extraneous modes, and thereby 
interrupts the radial component of current and introduces an impedance 
which damps, or suppresses, the mode. For the TE Oin mode, the slits 








TE Modes TM Modes 

! pao eeenre 
| = H, = 8 Se(ksp) cos (@ H, = ee sin {6 
Be ie 

v k k : : 
; H, = — one) sin ¢6 Hy = J,(kip) cos (0 
| _ ks J (Ri D/2) 

2) He =| —-¢- — 

S ky k, D/2 HH, = J hi D/2) cos £6 cos Rs 
= [sin £0 cos ks 2] 


H. 
H, = J,(ki D/2) cos (6 sin ksz | | | 


b= Tat 





k= . kz; = + 

r = m" root of J/(x) = 0 for TM Modes. 
= m" root of J,(x) = 0 for TE Modes. 

D = cavity diameter 

L cavity length 


Fig.:1—Components of H vector at walls of circular cylinder cavity resonator. 


are parallel to the current streamlines and there is no such interruption; 
presumably there is a slight increase in current density alongside the slit, 


2 Similar cuts through the side wall of the cylinder in planes perpendicular to the 
cylinder axis are also beneficial, but are more troublesome mechanically. 
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as the current formerly on the surface of the removed metal crowds over 
onto the adjacent metal, but this is a second-order effect. 

To determine the best location of such cuts, therefore, it is necessary to 
know the vector distributions of the wall currents for the various modes. 
This current vector, J, is proportional to and perpendicular to the mag- 
netic vector, H, of the field at the surface. Expressions for the components 
of the H-vector at the surfaces of the end plates and side walls are given in 
Fig. 1. 


END PLATE: Contour Lines 
At the end plates, the magnitude of the H-vector at any point is given by: 


H? = H+ Hy. (1) 


Now substitute values of H, and Ho from Fig. 1 into (1); drop any constant 
factors common to H, and Hp as these can be swallowed in a final propor- 
tionality constant; introduce the new variable x: 


x= kip = 7 e (2) 

where R = D/2 = cavity radius. Thus is obtained: 
2 
H® = [J¢(x) cos @)* + E J¢(x) sin w| ; (3) 


Now J¢ and J¢, are expressed in terms of J¢_1 and J¢,, and a further re 
duction leads to: 


H? = (Je cos £6)? + (Jt, sin 4)? (4) 


where 

Jt = Jtr(x) — Jtyi(x) (5) 
and 

Jt, = Jt-31(4) + Ftyi(x) (6) 


The formulas (4) to (6) apply to both TZ and TM modes. The values 
obtained depend on r, which is different for each mode. 

When 6 = 0, J is proportional to J¢_ and when 6 = x/2¢, I is proportional 
to Jt,. Relative values of J are thus easily calculated for these cases. 
once tables of J¢ are available. Such tables have been prepared and are 
attached. For 7E modes, when 6 = 0, He = 0, and the currents are all 
in the @ direction. For 7M modes, when @ = 0, H, = 0, and the currents 
are all in the p-direction. When 6 = 2/2¢, the converse holds. 

Figures 3 to 18 are a set of curves showing the relative magnitude of H 
(or I) for several of the lower order TE and TM modes. The abscissae 
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are relative radius, i.e., p/R; the ordinates are relative magnitude referred 
to the maximum value. The drawings also give r = wD/), for each mode, 
where X, is the cutoff wavelength in a circular guide of diameter D. Values 
for any point of the surface of the end plate can be calculated by using these 
curves in conjunction with equation (4). 

In general, for each mode there are certain radii at which the current 
flow is entirely radial, (J, = 0). At these radii, which correspond to zeros 
of Jé(x) or Jé(x), the annular cuts mentioned in the introduction are quite 
effective. However, the maxima of J, do not coincide with the zeros of 
Is; and a more sophisticated treatment gives the best radius as that which 
maximizes p/,?._ Values of the relative radius for this last condition are 
given in Table IV. 

Contour lines of equal relative current intensity are obtained by setting 
H? constant in (4), which then expresses a relation between x and 6. The 
easiest and quickest way to solve (4) is graphically, by plotting H vs. x for 
different values of 0. 


END PLATE: Current Streamlines 


It is easy to show that the equations of the current streamlines are given 
by the solutions of the differential equation 
dp _ Hy 


i °F (7) 
In the case of the TE modes, (7) is easily solved by separation of the vari- 
ables, leading to the final result: 


Jt(x) cos 8 = C (8) 


in which C is a parameter whose value depends on the streamline under 
consideration. In the TE modes, the E-lines in the interior of the cavity 
also satisfy (8), hence a plot of the current streamlines in the end plate 
serves also as a plot of the E lines. 

In the case of the 7M modes, (7) is not so easily solved. Separation of 
the variables leads to: 


CI 
—log sin @ = | he dx. (9) 





The right-hand side of (9) can be reduced somewhat, yielding 
Je(x) 
Jt(x) 


but no further reduction is possible. The remaining integral represents a 
new function which must be tabulated. Its evaluation is discussed at 





—log sin £0 = log [xJe(x)] + | dx (10) 
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length in the Appendix, where it is denoted by F¢(x). Table II of the Ap- 
pendix gives its values (for ¢ = 1, 2 and 3) and also those of Ge(x) where 


Fe(x) = —log Ge(x) (11) 
Thus (10) becomes 
—log sin £6 = log [x Jé(x)/Ge(x)] + C’ (12) 
and the final equation for the current streamlines is 
[xJe(x)/Ge(x)] sin 0 = C (13) 


where C is a parameter as before. 

It is not difficult to show that Ge(x)/J¢(x) has zeros at the zeros of J¢(z). 
For these values of x, sin 4@ = 0 whatever the value of C, and all stream- 
lines converge on (or diverge from) 2¢m points on the end plate. 

The flow lines of (13) are orthogonal to the family (8) and could readily 
be drawn in this manner. However, better accuracy is obtained by plotting 
(13). 


END PLATE: Distributions 


The 32 attached plates show the distribution of current in the end plates 
of a circular cylinder cavity resonator for a number of modes. 

In the first set of 21, the scaling is such that the diameters of the figures 
are proportional to those of circular waveguides which would have the 
same cutoff frequency. This group !s of particular interest to the wave- 
guide engineer. 

In a second group of 11, the scaling is such as to make the outside diam- 
eters of the cylinders uniform. This group is of particular interest toa 
cavity designer. 

This distribution is a vector function of position; that is, at each point in 
the end plate the surface current has a different direction of flow and a dif- 
ferent magnitude or intensity. The variation in current intensity is repre- 
sented by ten degrees of background shading. The lightest indicates re- 
gions of least current intensity and the darkest greatestintensity. The 
direction of current flow is shown by streamlines. Streamlines are lines 
such that a tangent at any point indicates the direction of current flow at 
that point. 

The modes represented are the 


TE 01, 02, 03 TM 01, 02, 03 
TE 11, 12, 13 TM 11, 12, 13 
TE 21, 22, 23 TM 21, 22 
TE 31, 32 TM 31, 32 
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in the nomenclature which has become virtually standard. In this system, 
TE denotes transverse electric modes, or modes whose electric lines lie 
in planes perpendicular to the cylinder axis; 7M denotes transverse mag- 
netic modes, or modes whose magnetic lines lie in transverse planes. The 
first numerical index refers to the number of nodal diameters, or to the order 
of the Bessel function associated with the mode. The second numerical 
index refers to the number of nodal circles (counting the resonator boundary 
as one such) or to the ordinal number of a root of the Bessel function asso- 
ciated with the mode. On the end plates, the distribution does not depend 
upon the third index (number of half wavelengths along the axis of the cylin- 
der) used in the identification of resonant modes in a cylinder. This con- 
siderably simplifies the problem of presentation. The orientation of the 
field inside the cavity and hence the currents in the end plate depend on 
other things; thus the orientation of the figures is to be considered arbitrary. 

The plates also apply to the corresponding modes of propagation in a cir- 
cular waveguide as follows: The background shading represents the in- 
stantaneous relative distribution of energy across a cross section of guide. 
For TE modes, the current streamlines depict the £ lines; for the 7M 
modes, they depict the projection of the £ lines on a plane perpendicular 
to the cylinder axis. 


SIDE WALL: 


The current distribution in the side walls is easily obtained from the 
field equations of Fig. 1. For TM modes, the currents are entirely longi- 
tudinal; their magnitudes vary as cos £0 cos mxz/L. This distribution is so 
simple as not to require plotting. 

For TE modes, the situation is more complicated, since both H, and HH,» 
exist along the side wall. The current streamlines are given by the solu- 
tions of the differential equation 


dz _ DH, 
do 2H, va 
By separation of the variables, the solution is found to be 
log (C cos £0) = el log cos &ys. (15) 
3 
Contour lines of constant magnitude of the current are given by 
2ksf ; j r 
# D sin (0 cos k32} + (cos (@ sin k3z)” = K’. (16) 


In the above, C and A are parameters, different values of which correspond 
to different streamlines or contour lines, respectively. 


Google 


942 RADAR SYSTEMS AND COMPONENTS 


Since both streamlines and contours are periodic in s and @, it is not 
essential to represent more than is covered in a rectangular piece of the side 


wall corresponding to quarter periods in s and @. These are covered in a 
aD 


length on along the cavity and in a distance ut around the cavity. If 

such a piece of the surface be rolled out onto a plane it forms a rectangle 
anD 

of proportions DEL 


The difficulty in depicting the side wall currents of 7E modes, as com- 
pared with the end plate currents, isnow apparent. For the end plate, the 
“proportions” are fixed as being a circle. Furthermore, for a given @, as 
m increases the effect is merely to add on additional rings to the previous 
streamline and contour plots. Here, however, the proportions of the rec- 
tangle are variable, in the first place. And for a given rectangle the stream- 
lines and contours both change as ¢ and m are varied. Another way of ex- 
pressing the same idea is that for end plates the current distribution does 
not depend upon the mode index n, and varies only in an additive way with 
the index m, whereas for the side walls the distribution depends in nearly 
equal strength on ¢, m and n. 

Some simplification of the situation is accomplished by introducing two 
new parameters, the ‘‘shape”’ and the “‘mode”’ parameters, defined by: 


5.m™D yt - 
~ UL ~ y (17) 
and two new variables 

Z = kz @= &. (18) 


Substitution of the above, and also the expressions for k; and ks (see Fig. 
1) into (15) and (16) yields’ 


cos Z = C(cos oo (streamlines) (19) 
Kt — cos 1/2 
Cos ZL= | ures | (contours). (20) 


For given proportions S, one can calculate the streamlines and contours for 
various values of M. Thus a “‘square array’’ of side wall currents can be 
prepared, such as shown on Fig. 2. 

The mode parameter, M, in the physical case takes on discrete values 
which depend on the mode. Some of its values are given in the following 
table. They all lie between 0 and 1 and there are an infinite number of 
them. 
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VALUE OF JJ = (/r toR TE Moves 








ee ee ee 





£ 1 2 3 4 5 6 10 15 20 





a ee oe ee ee ee a mere + 














1 -5432 | .6549 | .7141 | .7522 | .7793 | .8000 | .8495 | .8813 | .9001 
2 .1875 | .2982 | .3743 | .4309 | .4753 | .5113 | .6080 | .6774 

3 .1172 | .2006 | .2644 | .3154 | .3575 | .3930 | .4945 | .5730 

4 -0854 | .1519 | .2057 | .2506 | .2888 | .3219 | .4209 


For any given mode in any given cavity, the values of S and M can be 
calculated from (17). In general, these values will not coincide with those 
which have been plotted, but by the same token, they will lie among a group 
of four combinations which have been plotted. Since the changes in dis- 
tribution are smooth, mental two-way interpolation will present no difficulty. 
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Fig. 3—End plate currents in TE 11 mode. 
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Fig. 5—End plate currents in TE 21 mode. 
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Fig. 6—End plate currents in TM 11 mode. 
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Fig. 7—End plate currents in TE 01 mode. 
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Fig. 8—End plate currents in TE 31 mode. 
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Fig. 9—End plate currents in TM 21 mode. 
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Fig. 10—End plate currents in TE 41 mode. 
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Fig. 11—End plate currents in TE 12 mode. 
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Fig. 14—End plate currents in TE 51 mode. 
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Fig. 15—End plate currents in TE 22 mode. 
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Fig. 16—End plate currents in TM 12 mode. 
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Fig. 17—End plate currents in TE 02 mode. 
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The discussion here is concerned only with integral values of f£>0. The 
integral is not simply expressible in terms of known (i.e., tabulated) func- 
tions, hence what amounts to a series expansion is used. The method 
follows Ludinegg' who gives the details for ¢ = 1. 

The value of the integrand at x = 0 is first discussed. For f= 1, J;(0) = 
and J:(0) = 0.5, hence the integrand has the value zero. For ¢ > 1, 
both numerator and denominator are zero, hence the value is indeterminate. 
Evaluation by (€ — 1) differentiations of numerator and denominator 
separately leads to the result that the integrand (and the integral also) is 
zero at x = 0 for all ¢. 

We now introduce a constant p¢ and a function ¢¢(x) which are such 
that the following equation is satisfied, at least for a certain range of values 
of x: 





INTEGRATION OF [ 





,  (€— 1S 
J¢= —pe @ = =) + ¢tJ¢. (1) 
Denote the desired integral by F¢(x), Le.: 
*Jua) 
BUNS J aay (2) 
Then substitution of (1) into (2) yields: 
Ft = —pt| lo JOT + [ ocae (3) 
| 098 x"-) fo 0 
For x = 0, J¢/x“™ is indeterminate, but evaluation by differentiating 
numerator and denominator separately (¢ — 1) times gives the value 
1/2&¢ — 1)! 


If we can now arrange matters so that ¢¢ remains finite in the range 
(O, x), its integration can be carried out, a) by expansion into a power 
series and integration term-by-term, or, b) by numerical integration. 

Solving (1) for ¢¢ one obtains 

£-1)Je 
Ji+ pe (vi = oe) 


ot = (4) 


It 
Equation (4) becomes indeterminate at x = 0, when > 1. Evaluation by 
differentiating numerator and denominator separately ¢ times shows ¢¢(0) = 0. 


1 Hochfrequenstech. u. Elektroak., V. 62, pp. 38-44, Aug. 1943. 
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At the first zero of J¢ (the value of x at a zero of J¢ will be denoted by 7’. 
¢¢ is held finite by choice of the value of p¢. It is clear that (4) becomes 
indeterminate at x = s, if 





Jer) . 
(= —a775° (3) 
m= HO 
Since J¢ satisfies the differential equation 
Heri nt a— ep se= 0 6 
and J¢(r) = 0, one has by substitution 
? 
pe = son: (71 
Values of » for several cases are: 
f = 1 2 3 4 1 1 
yr = 1.841 3.054 4.201 9.318 re= 5.331 ry = 8.536 
pe = 1.418 1.751 2.040 2.303 1.036 1.014 
ot(r) = —0.126 -—0.286 —0.446 —0.604 —0.180 — 0.115 


Evaluation of ¢¢(r) by the usual process? gives: 


—rt(r? — 6 — 20 
~ = 


Values of ¢¢(r) are given in the preceding table. 

Since ¢¢ is finite at the origin and at the first zero of J¢@, it may be er- 
panded into a Maclaurin series whose radius of convergence does noi. 
however, exceed the value of x at the second zero of J¢. Alternatively. 
by choosing p¢ to keep ¢¢ finite at the second (or &') zero of Jz it may be 
expanded into a Taylor series about some point in the interval between 
the first (or (& — 1)) and third (or (& + 1)"*) zeros. Expansions about the 
origin are given in Table I. 

Unfortunately, the convergence of these power series is so slow that they 
are not very useful. Instead, equation (4) is used to calculate ¢¢ and 


o¢(7) = 


/ ¢¢ dx is obtained by numerical integration. 


With p¢ fixed to hold ¢¢ finite at the first root, 7; , of J¢, it is soon foun 
that ¢¢ becomes infinite at the higher roots. This is because different values 


2 Substitute (6) into (4) to eliminate J 3 differentiate numerator and denominator 
separately; use (6) to eliminate J; allow x —» r, using J¢(r) = 0 and value of p, from (7). 
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of p are required at the different roots, as shown for ¢ = 1 in the table 
above. A logical extension would therefore be to make p a function of x 
such that it takes on the required values at 71, 72, 73, °°*. When this is 
done and ¢(x) is introduced into (1) and (2), one has to integrate 


p(x) J" (x) 
re) 
and this is intractable.” 

Hence (x) is made a discontinuous function, such that # has the value 
p1 corresponding to 7; for values of x from zero to a point 5, between r; and 
v2; the value #; corresponding to r2 for values of x from 5, to a point be be- 
tween 72 and r3; and so forth. This introduces discontinuities in ¢. No 
discontinuities exist, however, in the function 


Ge=e" (9) 


which is given in Table II. The calculations were made by Miss F. C. 
Larkey; numerical integration was according to Weddle’s rule. 

Within the limits of this tabulation, then, G¢ and F¢ are now considered 
to be known functions. 


TABLE I 


Power SERIES EXPANSIONS OF ¢¢(x) 


si ieee P02 fae - 
wie) = (1 t)e+(; 50) + (5 mm) *+ 


= —0.063813x —0.001178x? —0.000035825 — --- 


i? 1 ip AU Eee He 
oy) -(5-5)#+ (x 2) + (iis Tm) 2+ 


== +0.15451z +0.01648x* — 0.0058025 — --- 


1s) (1 _ 4) 4 (13. _ 1088) 
mene € x) os & 4 oe a 0 ee 
= +0.122102 +0.006672" ++0.00375z5 — «++. 


2 Unless p = b + cJ’ (b and ¢ constants), which is not of any use. 
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TABLE II 
VALUES OF F(z) i dx; G,(z) ‘ 
peeps ak Jey = 
k 1 ; Ji (x) z, 1 Lt € 1 
. ee F,(z) 

x 0 1 2 3 | 4 5 6 ol 8 | 9 

0 o| 0050/ 0201! 0455| ogi6| 1291) 1887| 2616 3493, 4539 
1| 5782} 7261! 9036! 1.1192] 1.3874! 1.7336| 2.2103] 2.9577| 4.6961! 4.1846 
2 | 2.7727| 2.0801} 1.6199] 1.2775) 1.0073) 7864 6018} 4454 3117) 1970 
3] 0987] 0147) —0564| —1157/ —1640| —2018) —2206| —2475| —2556' —2537 
4 | —2416) —2188) —1845! —1377| —0769 0} +0960 2153, 3646) 5513 
5 | 9060! 1.1595} 1.7307} 3.2014] 2.3851/ 1.44781 9635) 6373 3939| 20 
6 | 0470; —0812} —1879| —2768, —3506; —4111| —4504| —4966| —5233 —5308 
7 | —5463| —5429| —5292| —5049| —4693| —4214) —3598, —2826/ —1868' —0685 
8 | +0789} 2657/ 5107; 8530) 1.3992) 2.7313) 2.1565) 1.1974) 7154, 301° 
9 1562} —0300) —1802| —3034| —4053} —4897| —8590| —6150, —6591' — 6921 

G,(z) 

x 0 1 on 3 | 4 5 | 6 af 38 3 

0} 1.0000| 9950/ 9801} 9555! 9216] 8789| 8280| 7698 7052) 6351 
1] 5609} 4838) 4051| 3265) 2497; 1766) 1097| 0519| 0091] 012 
21 0625) 1249] 1979! 2787) 3652) 4555) 5478! 6406; 7322] 8212 
3 | 9060) 9854] 1.0580) 1.1226) 1.1781] 1.2236] 1.2581) 1.2808] 1.2912) 1.268 
4 | 1.2733] 1.2445] 1.2026] 1.1476] 1.0799] 1.0000; 9085' 8063 6945] 5rJl 
5 | 4467] 3136} 1772) 0407! 0921; 2351| 3816 5287} 6744] 816s 
6 | 9541! 1.0846] 1.2067| 1.3190) 1.4200) 1.5084) 1.5831) 1.6432} 1.6877] 1.715 
7 | 1.7269] 1.7209} 1.6976 1.6568; 1.5989! 1.5241! 1.4331! 1.3265} 1.2054] 1.0709 
8 | 9241| 7667; 6001; 4261! 2468) 0613 1157; 3020, 4890 672 
9 8554] 1.0304] 1.1974 1.3545 1.4998) 1.6318) 1.9330] 1.9978 


1.7489 1.8497 
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VALUES OF F,(z) = [ 


F;(z) 


J2(z) 
I(x) 
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— fl ees | ES | a | ee | eee | ecu | eee | ecermeceemeremmmeerwen | cewreqrens—emee | eommereuemenene 


Conoog RWW © 


> 


3840 
1.4008] 1.5913) 1.8061 
6.7644| 4.7528) 3.8572 
1.5641| 1.4470) 1.3466 


9843; 9858 


1.5726| 1.7447) 1.9640 
1.9432! 1.7034) 1.5131 


8115) .7846 


1.0212| 1.1149] 1.2301 


1251 
8323 


ll RS) 


1645 


2097 


9528) 1.0866 


. 1380) 3.7263 
.2658} 2.0451 
.0783} 1.0396 


. 1573) 1.2311 
-O119} 3.5122 


1 

6 

1.0328 
.8020 

2 


. 9586 
8372 


4.6110 
1.8590 
1.0112 


1.3223 
2.7144 
8977 
.8845 


-0950) 2.5660] 3.4864 


(Cpt (ecm feet fcc fe fee | emer eee | errr nee | ences 


OONAaQa PWHH OS 





dz; G:(zx) 
5 6 
0632; 0914 
6253} 7236 
3456! 2.6972 
8597| 2.5316 
1881} 1.1275 
0530) 1.0985 
6743] 3.3910 
2294| 1.1223 
7645) .7779 
5512) 1.7817 
5S 6 
9388) 9127 
5351/ 4850 
0958; 0674 
0573] 0795 
3048} 3238 
3489} 3334 
0690} 0337 
2925) 3255 
4656; 4593 
2120' 1683 


3143 
0015 


1231 


8483 


0241 
1294 


2920 
0298 
3834 
4329 
0768 


8108 
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1703 
7319 
1.9321 
5.7117 


3.2239 
2.1487 
2.2864 
6.9408 
2.2108 
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VALUES OF F,(z) = [ 
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Al 2 
0017; 0067 
2070, 2476 
8158} 9060 
2.1150) 2.3165 
7 .1373)16 .2303 
3.0282) 2.8605 
2.1156] 2.0927 
2.3674) 2.4664 
4.9414) 4.0348 
2.1302) 2.0637 
l 2 
9983; 9933 
8130} 7806 
4423, 4041 
1206) 0986 
0008; 0000 
0484) 0572 
1206} 1233 
0937; 0849 
0071; 0177 
1188; 1270 


z 
J 3(zx) ; a 
J3(z) dz, G,(z) 

F,(z) 

4 3 6 
0268) 0420) 0604 
3410; 3942) 4518 

1.1070; 1.2192} 1.3401 

2.7908; 3.0752) 3.4034 

5.8409) 5.0409) 4.4852 

2.5913) 2.4838] 2.3914 

2.0768) 2.0838} 2.1012 

2.7340) 2.9159) 3.1460 

3.1912) 2.9324) 2.7276 

1.9676) 1.9361) 1.9147 

G;(z) 
4 3 6 
9734; 9589) 9413 
7110| 6742; 6365 
2955, 2618 
0614; 0462) 0333 
0029; 0065 O113 
0749} 0834; 0915 
1253; 1244, 1223 
0650; 0542) 0430 
0411; 0533 
1308) 1443) 1474 


mMNO&NN moe 





7 8 | 5 
0826! 1081 = 1373 
5141| 5814 633: 
.4706| 1.6118; 1.763! 
7905} 4.2624) 4.86% 
0643 sine 3.4513 
3128) 2.2467; 2.192 
1293] 2.1685] 2.2% 
4491| 3.8790 4.593 
5608 2.4227 2.34 
9036) 1.9025) 1.9115 
7 as | 9 
9208 8975, slr 
5980; 5591! 520! 
2298) 1995, Ii? 
0226! 0141. Ow 
0172! 0240| Ol: 

1057' soll. 
1189 1143) 1085 
0318 0207, 010! 
0772| 0887) 0% 
1490 1302] 1439 
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ce etree nce fe ref yf cee | creer | eee 


mms fet fe nf eters | eceetceeetppte ne | eS Fo eNEe—e feet 





6 7 8 9 
9120) 8812) 8463} 8075 
4554; 3980) 3400) 2818 
0968; 1424] 1850) 2243 
3918! 3092) 4026) 4018 
2961) 2693} 2404] 2097 
+0270' +0599; +0917} +1220 
2740' 2851) 2931) 2981 
2516| 2346 2154) 1944 
0146} —0125| —0392) —0653 
2090] 2218 2323 2403 
6 7 38 9 
2867| 3290! 3688) 4059 
5699} 5778} 5815! 5812 
4708| 4416) 4097| 3754 
0955} 0538} 0128) —0272 
2566| 2791| 2985} 3147 
3343} 3241) 3110) 2051 
1250} 0953} 0652) 0349 
1592} 1813} 2014) 2192 
2728} 2697| 2641] 2559 
1305} 1166) 0928! 0684 
6 7 8 9 
0437 0758} 0946 
2570' 2817} 3061) 3299 
4590} 4696] 4777) 4832 
4448) 4283! 4093] 3879 
1846; 1506/ 1161! 0813 
1464, 1737] 1990) 2221 
3119} 3135} 3123) 3082 
2097; 1875! 1638! 1389 
0488! 0745! 0993) 1228 
2380 2458 2512! 2542 
.6 7 8 9 
0044} 0069} 0102) 0144 
0725} 0851/ 0988 1134 
2353; 2540) 2727) 2911 
3988; 4092) 4180) 4250 
4171} 4072) 3952) 3811 
2298 20231 1738! 1446 
0641; 0918! 1185} 1438 
2606 2787! 2853! 2895 
2501} 2355| 2190! 2007 
0403} 0153) +0097) +0343 












































x 0 A 2, 3 A 5 -O J | s , 9 
‘o| +o of of ol ooo O003| 0006, 0010 
1 | +0025 0050| 0068} 0091) 0118 O150| 0188) ose] 0 
2 | +0340] 0405] 0476 0556) 0643, 07381: Oss40] 0950 1067/19 
3 | +1320/ 1456] 1507| 1743] 1892] 2044 Zigs| 2353) 2507) Ml 
4| +2811] 2068} 31001 3236] 3365] 3484 B594| 3693) 3780) 385 
5 | +3012| 3956] 3085] 3906] 3991] 3967 3926] 3866, 3788.3 
6 | +3576 32041 3128] 2945) 2748 2537| 2313) 2077, 188 
7 | +1578, 1317} 1051/0781) 0510) 0238) —OO31\ —0297| -0557 -08) 
g| —1054| 1286| 1507| 1713] 1903) 2077 2233| 2360/2485) 258 
9 | —2655] 2707| 2736| 2743 2728) 260% 2633| 2553 2453 2334 
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x A ol 2 3 A 3 .@ a 3 9 
o} +0 0 0 0 0 oO Ol. 0. cool! oot 
1 | +0002! 0004 0006) 0009] 0013} 0018 0025|  0033| 0043 0s 
2| +0070 008s} 0109| 0134} 0162) 0195 O232| 0274) 0321] «i 
3 | +0430} 0493} 0562} 0637] 0718 O897| 0995) 1098) 191 
4 | +1321] 1430] 1561! 1687; 1816) 1947 2080| 214 2347) HN 
5 | +2611) 27401 2865} 2986] 3101) 3209 3496| 35% 
6 | +3621; 3671 3708 3731| 37411 3736 oie a 3091 3 
7 | +3479; 3380/ 3266] 3137] 2903] 2835 2663) 278 282 M8 
8 | +1858) 1632] 1390/ 1161] 0918) O671 ©424| 0176| —0070: -B8 
9 | —0550} 0782} 1005; 1219) 1422} 1613 1790| 1953 2009 2 
ee eee 
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a 
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4{ 0491) 0552| 0617| o6ss| 0763) Osas O927| 1017) 11! BE 
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6| 2458; 2574] 2686] 2795| 2901 2oo6 Eat a rh aa 
7| 3392} 3444; 3486] 3516] 3535) 3544 3 316 3 
8 | 3376, 3301) 3213] 3111; 29%| 26> 3535) oo 408 2 
9} 2043) 1847; 1644] 1432] 1215) Osos o725) Bo ogll! OS 
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7 | +3007} 2055' 2875) 2769 2638) 2483 
8 | +1423, 1169; 0908! 0640 0369: 0098 
9 | —1176| 1398) 1604! 1792} 1961) 2109 
2(2) 
Zz 0 1 2 3 4 5 
o| +0! 02501 0497; 0739 09741 1199 
1 | +2102/ 2226) 2327) 2404) 2457| 2485 
2 | +2239| 2115 1968 1799! 1610) 1402 
3 | +0150/ —0128) —0409} —0691| —0971| —1247. 
4 | —2481| 2683! 2865 3026 3165 — 
5 | —3462| 3419 3349, 3253) 3182) 2988 
6 | —1957/ 1702! 1436 1161; 0879! 0592 
7 | +0814 1074] 1321] 1553, 1769! 1967 
8 | +2629} 2689, 2725) 2734) 2719) 2679 
9} +2131) 1961) 1774) 1572, 1358, 1133 
J3(x) 
x 0 1 2 3 4 5 
“ol +0! 0006! 0025) 0056| 00981 0152 
i | +0562| 0665 0772; 0881} 0991) 1102 
2) +1594, 1671; 1737; 1792) 1833) 1861 
3 | +1770! 1703} 1619 1519} 1403} 1271 
4} +0415} 0212! 0003} —0213' —0432} —0653 
5 | —1723, 1918] 2101; 2272; 2429, 2570 
6 | —3003/ 3028! 3031 3013) 2973, 2911 
7 | —2296] 2118 1925° 1719| 1500' 1270 
8 | —0038, +0211, +0457, +0696, +0928, +1150 
9 | +2052) 2180, 2288 2376 2441, 2485 
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Zz 0 1 2 3 4 i) 
ol = +40 0} 0001} 0003 0007} 0013 
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5 | +0518! 0363' 0200! 0030) —0145| —0324 
6 | —1237| 1412} 1582) 1745| 1900} 2045 
7 | —2577| 2638! 2683| 2709) 2718! 2708 
8 | —2385| 2267| 21341 1986} 1824/ 1649 
9 | —0629| 0408] 0184] +0039] +0261| + 
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3 4 

0 0 
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974 


901 
983 
.993 
.961 
.989 
995 
977 
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Some Results on Cylindrical Cavity Resonators 
By J. P. KINZER and I. G. WILSON 


Certain hitherto unpublished theoretical results on cylindrical cavity reson- 
ators are derived. These are: an approximation formula for the total number 
of resonances in a circular cylinder; conditions to yield the minimum volume cir- 
cular cylinder for an assigned Q; limitation of the frequency range of a tunable 
circular cylinder as set by ambiguity; resonant frequencies of the elliptic cylinder; 
resonant frequencies sa Q of a coaxial resonator in its higher modes; and a brief 
discussion of fins in a circular cylinder. 

The essential results are condensed in anumber of new tables and graphs. 


INTRODUCTION 


HE subject of wave guides and the closely allied cavity resonators was 

of considerable interest even prior to 1942, as shown in the bibliography. 

it is believed that this bibliography includes virtually everything published 

up to the end of 1942. During the war, many applications of cavity reso- 

nators were made. Among these was the use of a tunable circular cylinder 

cavity in the TE 01m mode as a radar test set; this has been treated in pre- 

vious papers.!? During this development, a number of new theoretical 

results were obtained; some of these have been published.? Here we give 

the derivation of these results together with a number of others not previ- 
ously disclosed. 

In the interests of brevity, an effort has been made to eliminate all 
material already published. For this reason, the topics are rather discon- 
nected, and it is also assumed that the reader has an adequate background 
in the subject, such as may be obtained from a study of references 3 to 7 
of the bibliography, or a text such as Sarbacher and Edson.® 

A convenient reference and starting point is afforded by Fig. 1, taken from 
the Wilson, Schramm, Kinzer paper.? This figure also explains most 
of the notation used herein. 
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3. Limitation of frequency range of a tunable cavity in the TE Ols mode 
as set by ambiguity. 

4. Resonant frequencies of an elliptic cylinder. 

5. Resonant frequencies and Q of higher order modes of a coaxial res- 
nator. 

6. Fins in a circular cylinder. 


APPROXIMATION FORMULA FOR NUMBER OF RESONANCES IN A 
CIRCULAR CYLINDER 


From Fig. 1, the resonant frequencies of the cylindrical cavity are ob- 
tained from the equation: 


(oy = (2) + (2) i 


in which r is written in place of rgm , to simplify the equations. The dis 
tribution of the resonant frequencies, starting with the lowest, can bk 
approximated by a continuous function 


N = F(fo) = G(Ao) 


where WN represents the total number of resonances up to a frequency /: 
or a wavelength X». This is bound to be an approximation, since the true 
function F is discontinuous (or stepped) by virtue of the resonances beimg: 
series of discrete values. For practical purposes, if F fits the stepped curve 
so that the steps fluctuate above and below F, it will be a useful approx 
mation. 

Derivation of such a formula as applied to the acoustic resonances of 3 
rectangular box has recently been a subject of investigation by Bolt’ and 
Maa.” Only slight modifications of their method need be made to apply 
to the present situation. 


2 
Multiply (1) thru by (z) 


(=) -*+ (Gz) 


Hence, if a point (* “t) is plotted on the XY plane the distance from the 
if 


eo ee , a 
origin to this point will be = and hence a measure of the resonant fre 


quency. If all such points are plotted, they will form a lattice represent: 
ing all the possible modes of resonance. The problem, then, is to find the 
FOr 
ee 


number of lattice points in a quadrant of a circle with radius, R = 
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The values of the Bessel zero, r, are not evenly spaced along the X axis; 
indeed the density, or number per unit distance, increases as 7 increases. 
Let the density be ~(x). Then the problem becomes one of finding the 
weight of a quadrant of material whose density varies as p(x). 

Suppose the expression for M, the number of zeros 7 less than some value 
x, is of the form 


M = Ax? + Bx 
whence, by differentiation, 
p(x) = 2 Axt B. 
The weight, JV’, of the quadrant of a circle of radius R is then, by integra- 


tion, 


AR* + = BR’. 


W = i 


WwW! BO 


: 21 2 : a , . 2LW 
Since there are = lattice points per unit distance along the ¥' axis, 7 
Tr ™ 


is apparently the total number of points in the quadrant. However, there 
are two small corrections to consider. First is that in this procedure a 
lattice point is represented by an area and for the points along the X axis 


a 
half the area, 1.e., a strip a wide lying in the adjacent quadrant, has been 


omitted. Second is that the restriction » > O for TZE modes eliminates 
half the points along the X axis. As it happens, these corrections just 
cancel each other. ‘Thus we have 


16rd V | BS 
2 


3 ON ri 


3 


in which 


2 
na L C 
—— S = wal ho =>. 
4 . "i 
From a tabulation" of the first 180 values of 7, the empirical values A = 
0.262, B = 0 were obtained. This gives 


N = 4.39 Z 
= e i; * 
Subsequently, from an analysis of over a thousand modes in a “‘square 
cylinder” (a = L), Dr. Alfredo Bafios, formerly of M.I.T. Radiation Lab- 


oratory, has calculated the empirical formula 


V = 


V S 
N = 4.38 =3 + 0.089 => (2) 
Ao Ao 
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from which A = 0.262, B = 0.057. These values give better agreement 
with the 180 tabulated values of r. 

There is a two-fold degeneracy in a circular cylinder for modes with 
£ > 0, which is removed, for example, when the cylinder is made elliptical. 
The total number of modes, then, counting degeneracies twice, is about 2.), 
which brings (2) in line with the general result that, in any cavity resonator, 


the total number of modes 1s of the order = ‘3 ; 
0 


Minimum VOLUME OF CIRCULAR CYLINDER FOR ASSIGNED Q 


In practical applications of resonant cavities, the conditions of operation 
may require high values of Q which can be attained only by the use of high 
order modes. The total number of modes, most of which are undesired. 
can then be reduced only by making the cavity volume as small as possible. 
consistent with meeting the requirement on Q. 

It will be shown that, for a cylinder, operation in the TE 01m” mode verv 
probably gives the smallest volume for an assigned Q. 


Statement of Problem 


When the relative proportions (the shape) of a cavity and the mode of 
oscillation are fixed, both the Q and the volume, V, of the cavity are func- 
tions of the operating wavelength, >. Since we are primarily interested 
in the relationship between Q and V, with d fixed, some simplification can 
be made by eliminating A asa parameter. This may be done by a change of 


variables to Q 5 and re respectively; to simplify the typography, these 


3’ 
quantities will be denoted by single symbols: 
6 
P=Q- 
e A 
_V 
~ > 


We are, consequently, interested in the following specific problem: 

In a circular cylindrical resonator, which is the optimum mode 
family and what is the corresponding shape to obtain the smallest 
value of W for a preassigned value of P? 

A rigorous solution cannot be obtained by the methods of elementary 
calculus, since P is not a continuous function of the mode of oscillation. 
However, a possible procedure is to assume continuity, and examine the 
relation between P and W under this assumption. If sufficiently positive 
results are obtained, the conclusions may then be carried over to the dis- 
continuous (i.e., the physical) case with reasonable assurance that, except 
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perhaps for special values, the correct answer is obtained. We proceed on 
this basis. 


Soblutton 


To permit a more coherent presentation of the arguments, only their 
general outline follows. More mathematical details are given later. 


We start with the formulas for Q : (= P) as given in Fig. 1. 


The first operation is to show that, under comparable conditions, i.e., 
A, 7, » fixed, the TE Omn modes give the highest values of P. That this is 
plausible can be seen in a general manner from the equations as they stand. 
For the TE modes, if £ = 0, the numerator of the fraction is largest. Also, 
P simplifies, and the denominator roughly reduces the expression in square 
brackets to the 1/2 power. Now compare this expression with those for 
the 7M modes. That for the 7M modes (m > 0) is smaller because of the 
factor (1 + R) in the denominator. Finally, that for the 7M modes (n = 
Q) is still smaller, because 1 < (1 + $?R?)!/?. 

This leaves only the TE Omn modes to be considered, and the next step 
is to show that m = 1 is the most favorable value. Since the relation be- 
tween P and W is complicated, a parameter ¢ is introduced, with ¢ defined 
by 


tangy = pR. (3) 
The resulting parametric equations are: 


1 


|~ 


P= (4) 


ho 


v | 
cos’ yg + sin® y 


a 

fete 4x* cos’ g sing’ (5) 
For each of the discrete values of r and » (n is related to p) then, plots 

of P vs W can be prepared as shown in Fig. 2 for the TE O1n modes. 
Inspection of Fig. 2 shows that the best value of Q does not correspond 
to a minimum of W or a maximum of P for a given value of 2, but rather to 
a point on the ‘‘envelope” of the curves. To get the envelope, we assume 
p to be continuous and proceed in the standard manner. It turns out that, 
by solving (4) for p in terms of P, r and ¢, substituting the resulting ex- 


pression in W, and setting ad = 0 an equation is obtained which, when 
9 


solved for y, gives the values of ¢ which lie on the envelope. 
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We next substitute this expression for g in W and calculate °* assuming 


now that r is continuous, and find that W has no minimum. Practically, 
this means that the smallest value of r should be used, i.e., the 7 01n mode. 
Finally, since from Fig. 2 it is seen that the envelope is reasonably smooth 


for values of Q x > 1, the expression for ¢ derived on the assumption of 


continuous # is used to obtain a simple relation of great utility in practical 
cavity design. | 


Details of solution 


In (3), since R must be finite for a physical cylinder,O < tangy < ©, 
O < sing < 1, and0 < cos gy < 1. Hence we may always divide by 
sin g or cos gy. Note that ¢ ranges between 0° and 90°, 

From Fig. 1, 


, = 2r(l + p*R’)? 


a 
whence 
bang ee (6) 
a 
k cosy = = : (7) 
a 
We define W by: 
V ra ik’ 


Substituting (6) and (7) in (8), 


fg 


4x* cos’ y sin ¢ " 


(S’) 


Substitution of (3) into the expression for Q- (= P) for the TE modes as 


given in Fig. 1 yields, after some manipulation 


ne, 1 — (¢/r)’ 


. cos! y + = sin’ y + (cos » ~ 5 


3 sin °) (t/r)*sin’ p 
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To show that any value of ¢ > 0 reduces P below its value when ¢ = 0. 
let 


e 
ll 


cos’ » +- ; sin? » 


b 


( 1. ) si 
ogee sin’ ~ 


c = (€/r)?. 
It suffices to show that 


1 l—ce 

a a -+ be 
where the question is in doubt because 6 may take on negative values. If 
the inequality is to be valid, it is necessary only that (6 + a) > 0, that is, 
cosy > 0. Hence, for the 7£ modes, only ¢ = 0 needs be considered. For 
this case, the expression for P simplifies to 


5 eee 
= ; 
oa cos’ y + sin’ y oe 
p 
For the 7M modes, there is similarly obtained 
a ee ee 
OX cage ce x>Od (9) 
p 
r cos ¢ 
ans ln i x=0. (10) 


cos g + ap ne 


It is easy to show, since cos ¢g < 1 and sing < 1, that both (9) and (10) 
are less than (4’). 

Hence we have shown that, under comparable conditions, i.e., r and p 
constant, the TE Omn mades have higher values of P than any others. 
There is one flaw in the argument, viz., 7 takes on discrete values and cannot 
be made the same for all modes. It is conceivable, therefore, that for some 
specific values of P, a mode other than the TE Omn can be found which 
gives a smaller W than either of the two “adjacent”? TE Omn modes, one 
having a value of r higher, the other lower, than the supposed high-P 
mode. This situation requires further refinement, and hence complication. 
in the analysis; we pass over this point. 

Having so far indicated that the 7E Omn modes are the best, our next 
objective is find the best value of m, if possible. 
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By use of the parametric equations (4) and (5), Fig. 2 has been plotted 
for r = 3.83 (TE 01m modes) and values of m from 1 to 9. This drawing 
shows that, for each discrete value of r, minimum W/P is given by points 
on the ‘“‘envelope”’ of the family of curves. 

The standard method of obtaining the envelope is to express W as a 
function of P with » as parameter (r is assumed fixed, for the moment), 
i.e, W = F(P, n), and then set = 0. However, in this case it is easier 


to express W = G(P, ¢) and y = A(n), whence 


and the envelope is obtained by setting x. = 0 provided a ~ 0. We 


proceed, therefore, as follows. 
Assume ? is continuous, and solve (4) for p, obtaining: 


L= r 2 (11) 
InP — COS ¢ 
Now substitute (11) in (5). This gives W as a function of P and ¢: 
_ yr? sin? » 
Ag? 2 r 3 (12) 
cos (5 cos e) 
ow bt ee ee 
To solve an O, we differentiate and simplify. This yields 
y 
Z 3 5 r 
— 3 = —., 
5 cos Oe ep (13) 
Substituting (13) back into (11) yields 
_ 2sing 
P= F cost p 


The situation so far is that, with P and r assigned, W lies on the en- 
velope and is a minimum when ¢ satisfies (13); p is then given by (14). 
Obviously, for (13) to hold, it is necessary that 


T 


To obtain the best value of r, the procedure is to differentiate Wi, with 
respect to r, assuming now that 7 is continuous, and examine for a mini- 
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mum. We can, however, first differentiate (12) by setting 


aw _ ww , W ae 
dr Or 0g OF 
and then substitute from (13). However, when (13) is satisfied, — =) 
gy 


This process yields 


dW #° (2 — 3 cos’) 
dr —s-#?_ Osin?ycos' g | 


: b ae : 
This shows — to be positive, when cos?y < %. Hence aid = (0 corresponds 


to a maximum, rather than aminimum.* If cos*¢ < %, that is, ¢ > 35°16’. 
then r should be as small as possible. The smallest r is 3.83, for the 
TE Oin modes. For r = 3.83, and ¢ > 35°, from (13) there is obtained 
P > 0.75. 


The analysis thus indicates that, for values of P = Q> greater than 0.75. 


the TE O1n mode yields the smallest ratio W/P or V/Q. 

An interesting and simple relation between fa and R for minimum J¥’: P 
can easily be derived from the foregoing equations. Substitute (14) back 
into (6), thereby obtaining 


4Rr = 
= ———__ . (15: 
3a cos® » 
Now use (7) with (15) to eliminate cos ¢, replace k by 2x/X, and r by 3.83. 
its numerical value for the TE 01m modes. This gives 


2 
a 
® R = 2.23 


or by substituting A = = 3X 10”, 


ae 


(fa)? R = 20.1 x 10, 


This useful relation was first discovered by W. A. Edson. 

Some further discussion is of interest. It is realized that a number of 
points have not been taken care of in a manner entirely satisfactory mathe 
matically, but nevertheless important practical results have been obtained. 
As an example, since p and r can assume only discrete values, there are 

* It is for this reason that the determination of the stationary values oe gi 


subject to the constraint P(r, », g) = constant, by La Grange multipliers 
the desired least value of W/P. 
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specific situations where some mode other than the 7£ 01m gives a smaller 
W/P. For example, it may be shown that for P between 0.97 and 1.14 
the TE 021 mode yields a smaller W than the TE 013 or TE 014 modes. 
However, the margin is small, and for larger P, the 7E 02n modes become 
progressively poorer. 


LIMITATION ON FREQUENCY RANGE OF TUNABLE CAVITY AS SET 
BY AMBIGUITY 


In the design of a tunable cylindrical resonant cavity intended for use 
in the TE Oln mode, the requirements on Q may dictate a diameter large 
enough to sustain TE 02n’ or TE 03n' modes. Also, the range of variation 
of cavity length may be such that the TE 01(” + 1) mode is supported. As 
the cavity is required to tune over a certain range of frequency, the maximum 
frequency range possible in the TE 01” mode without interference from the 
TE 01(m + 1) or any TE 02 or TE 03 modes is of interest. The interference 
from the TE 01( + 1) limits the useful range of the TE O1n by the presence 
of extraneous responses at more than one dial setting for a given frequency 
or more than one frequency for a given dial setting. In applications so far 
made, it has been possible to eliminate extraneous responses from the TE 02 
and 7E 03 modes, but crossings of these modes with the main TE 01n mode 
have not been permitted. No designs have had diameters sufficiently large 
to support JE 04 modes. 

The desired relations are easily obtained by simple algebraic manipula- 
tion of equation (1). For simplicity in presentation of the results, we in- 
trcduce some symbols applicable to this section only: 


2 2 
A= Ea B= HB = 2.247 x 10” 
r 2 


Ao value of A for TE O01n modes = 13.371 & 10™ 


coe 


A/Ao 
xo = (a/L)? at low frequency end of useful range of 7E 01n mode 


maximum f 
minimum f 


= 
l 


frequency range ratio = 


The values of A and # depend upon the interfering mode under considera- 
tion. For the TE 02n modes, A = 44.822 X 10”, ¢ = 3.3522. 
The two typical cases of interest are shown on Fig. 3. For case I, am- 


+ It is easy to show that the extraneous response from the TE 01(m — 1) mode is not 
limiting. The proof depends on the inequality »* > (m + 1) (m — 1). 
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x 
© 


Xo 
x= (#2)? 
Fig. 3—Mode chart illustrating types of interference with TE Oln mode. 


biguity from TE 01(m + 1) mode, it is found that 


FP - Ay + B(n ae 1)? x 
Ao + Bn ? x 


Curves of F for this case are shown on Fig. 4. 
The maximum value of F is obtained when x» = © and is 


i ee 
nN 
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1.60 





1.20 





0 O02 04 #06 O8 0 82 #14 «16 «©1480 © 20 2.2 2.4 
-2. (MINIMUM) 


Fig. 4—Curves showing maximum value of frequency ratio without interference from 
TE 01(m + 1) mode (case I of Fig. 3). 


TABLE I.—Case 1]: Maximum Frequency Kange Ratio, F, for TE Oln Mode when Limited 
by Mode Crossings with TE O2n' and TE 02(n'+1) Modes. 

















m= 3 nu 4 n= 12 

F (¢/L) min F (a/L) min F (@/L) min 

1 1.198 1.323 1.086 0.966 1.008 0.313 
Zz 1.242 1.080 1.013 0.316 
3 1.019 0.322 
4 1.027 0.331 
5 1.037 0.343 
6 1.051 0.360 
7 1.071 0.384 
8 1.104 0.418 
9 1.168 0.471 
10 1.345 0.564 
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For case II, range limited by mode crossings, it is found that 


Aes 
— B(n? — n’2) 
pn OR waht — (w' +:1)' 
(n?t — n’%)[n? —(n’ + 1)3] 


Some values for this case are given in Table I. 
The formulas above are general and may be used for any pair of mode 
types by using the appropriate values for A and ¢. 


THe ELiitic CYLINDER 


In the design of high Q circular cylinder cavity resonators operating in 
the TE 01x mode, it is desirable to know how much ellipticity is tolerable, 
so that suitable manufacturing limits may be set. The elliptical wave 
guide has already been studied, notably by Brillouin” and Chu,” but the 
results are not in suitable form or of adequate precision for the present 
purposes. More recently tables have become available which permit the 
calculation of some of the properties of the elliptical cylindrical resonator. 

The elliptical cavity involves Mathieu functions, which are considerably 
more complicated than Bessel functions.* The tables give the numerical 
coefficients of series expansions, in terms of sines, cosines, and Bessel func- 
tions, of the Mathieu functions up to the fourth order. These tables have 
been used for the calculation of some quantities of interest in connection 
with elliptical deformations of a circular cylinder in the TE O1n mode. 


The Elitpse 


All mathematical treatments of the ellipse (including the tables men- 
tioned above) use the eccentricity, e, as the quantity describing the amount 
of departure from the circular form. The eccentricity is the ratio 


oe distance between foci 
major axis 


This is not a quantity subject to direct measurement, hence we here in- 
troduce and use throughout the ellipticity, Z, defined as 


_ difference between major and minor diameters 


- major diameter 


It is clear that the ellipticity is easily obtained directly. 
Again, many results are given in terms of the major diameter. Since we 
are interested in deformations from circular, and in such deformations the 
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perimeter remains constant, while the major diameter changes, we have 
expressed our results in terms of an average diameter, defined as 


D= perimeter 
FT 


Figure 5 shows the ellipse and various relations of interest. 





P= PERIMETER pe ene en a 






[sg CO----+-- -------- 


(DISTANCE BETWEEN FOCI) 







-----—2b (MINOR AXxI$)------- 


he 





. eeose ~ 2. (MAJOR AXIS) ------~-- J 
@= ECCENTRICITY= 42 
E=evupricity=2=)) b=a V1-e2 = a(i-€) 
A= AREA=TIab A=1ra2 Vi -e2 #Ta2 (1-€) 


D = “AVERAGE” DIAMETER = £ 


Fig. 5—The ellipse 


Elluptic Coordinates and Functions 


The elliptic coordinate system is shown on Fig. 6. Following Stratton,'® 
we have used £ in place of the table’s 2, since we wish to use g as the coor- 
dinate along the longitudinal axis. Stratton also uses 7 = cos¢as the angu- 
lar coordinate; this is frequently convenient. 

Analogous to cos £@ and sin /@ in the circular case, there are even and 


odd* angular functions, denoted by 
*S,(c, cos gy) and °S,(c, cos ¢) 


which reduce to cos 6 and sin @ respectively when c— 0. Similarly, there 
are even and odd* radial functions, denoted by 


J fc, §) and *J,(¢, é) 


* For ¢ = 0, only even functions exist. 
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which both reduce to J,(kip) when ¢c —> 0. In the above, c is a parameter 
related to the ellipticity.* The tables do not give values of the functions, 
but rather give numerical coefficients 


Dé and Fé 


of expansions in series of cosine, sine and Bessel functions, which permit one 
to calculate the elliptic cylinder functions. The coefficients, of course. 





Fig. 6—Elliptic coordinate system 


depend on the parameter c; the largest value of ¢ in the tables ts 4.5, which 
corresponds to an ellipticity of 39% in a cylinder operating in the TE 01n 
mode.** For this case, Bessel functions up to Jj2(x) and J 12(X) are needed 
for calculating the radial function. It 1s clear that calculations on elliptic 
cylinders have not been put on a simple basis. 

* Not to be confused with ¢ = velocity of electromagnetic waves; the symbol c 3s 
here carried over from the published tables. 

** An ellipticity of 39°% means that the difference between maximum and minimum 


gee. is 39% of the maximum diameter. For a given c, the ellipticity depends on 
the mode. 
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Field Equations 
The equations for the fields are easily obtained from section 6.12 of 
Stratton’s book, and are given in Table IT, which is self-explanatory, except 
for the quantity c, which we now proceed to discuss. 


Resonant Frequencies 


The elliptic cylinder has the major diameter, 2a, and the focal distance, 
a 

2co. The equation of its surface is then expressed by ~ = om On 
0 


this surface, E, must vanish. This requires that ‘°J,(c, a) = 0 for TE 
modes and that “J,(c, a) = 0 for TM modes. The series expansions are 
in terms of ct as variable. Let ca = rpm OF rym be the roots of the above 


: C r : ‘ ; 
°quations. Then ci (dropping the subscripts ¢, m). Now, in working 
0 
out the solution of the differential equations, it turned out that c = coh,. 


r 
Here k; is one component of the wave number, kf. Hence k; = = Further- 


eiscrs fC is 
more, the eccentricity is e = = ee The indicated procedure is: 1) choose 


a value of c; 2) find the various values of r for which the radial function or 
its derivative is zero; 3) then calculate the corresponding eccentricity and 
resonant frequency. Notice that for a given value of c, the values of 7 
will depend on the mode, and hence so will the eccentricity. 

We now wish to express our results in terms of the ellipticity and the 
average diameter. To convert eccentricity to ellipticity, we use 


E=1-vVi—e. 


The perimeter of the ellipse is given by P = 4aE(e) where F(e) is the com- 
plete elliptic integral of the second kind.ft 
In terms of the average diameter we find 


_ 2| 2rE(e) 
rll ; | 





aa S220 2s oc. : 
or calling the quantity in brackets s, ky = D° This is now in the same form 
as k; for a circular cylinder of diameter D. The quantity s is the recipro- 


>, Ne 
cal of Chu’s Ss: 


t It is recalled that 


) kik =—, 


2x —— 


tt This is tabulated as E(a) in Jahnke & Emde, p. 85, with a = sin-le. 
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We have calculated and give in Table ITI values of 7, e, E and s for several 
values of ¢ and for a few modes of special interest. For three cases, ‘7E 01, 
‘TM 11 and °TM 11, we have determined an empirical formula to fit the 
calculated values of s. These are also given in Table ITT. 


TABLE II. Extipric CYLINDER FIELDS 








TE Modes 
7 er 
Ex = —k 4/* Vins Se(c, nJ¢(c, &) sin ks cos wl 
€ 
~ a/ pt 1 
E, =k /' wer Selec, n)J ele, =) sin kz 3 cos et 
€ 
V 2_ , 
H; =k; as Sele, n)J {(c, &) cos ky s sin wl 
— wt 
H, =k; viz Sele, n)J ¢(c, &) cos kaz sin wt 
H, = ki S¢(c, n)J ¢(c, §) sin kes sin wf 
TM Modes 
Ey = —kh; ven Sele, n)J ¢(c, &) sin kz cos wt 
qg 
1 ot 
E, = —k;s VL T Sec, nI¢(c, t) sin kyz cos wf 
E, = ki Sec, n)J ¢lc, &) cos ks% cos wh 
if 1— wt 
Hi; = —k 4/' vi Z Selec, n)J ec, &) cos k:z sin wt 
M q : 
H,=k . ven Sele, nJ tle, £) cos R38 sin wt 
bb 
Notes: 


Derivatives are with respect to ¢ and n. 
S¢ and J, carry prefixed superscripts, e or 0, since they may be either even or odd. 


Q=avi—nt c= wk, 
r o 
jel? Beas Peer 
a L 
2co is distance between foci of ellipse. 


a is the semi major diameter of the ellipse. 
rym is the value of cf that makes 


J (cf) = 0 for TM modes 
Teck) = 0 for TE modes. 
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TABLE III Root VALUES oF RaApIAL Eviretic CYLINDER FUNCTIONS 





Mode c 
‘TE 01 0 
0.2 
0.4 
0.6 
0.8 
1.0 
1.2 
1.4 
1.6 
2.0 
3.0 
4.0 
4.5 
‘TM 11 0 
0.2 
0.4 
0.6 
0.8 
1.0 
1.2 
1.4 
1.6 
4.5 
oT M 11 0 
0.2 
0.4 
| 0.6 
| 0.8 
| 1.0 
| 1.2 
1.4 
‘TE 22 0 
0.4 
0.8 
1.2 
1.6 
2.0 
°TE 22 0 
0.4 
0.8 
1.2 
1.6 
2.0 


nc re rn is fF ecm | eecercmmmmenienONCme steps fn rE 
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3.8317 0 
3.8343 0.05216 
3.8423 0.10410 
3.8558 0.15561 
3.8753 0.20643 
3.9015 0.25631 
3.9349 0.30496 
3.9763 0.35209 
4.0264 0.39738 
4.154 0.4814 
4.634 0.6474 
5.29 | 0.756 
5.66 | 0.795 | 

3.8317 + 4.33 2 + 1.983 
3.8317 | 0 
3.8330 ; 0.05218 
3.8370 | 0.10425 
3.8436 0.15610 
3.8532 0.20762 
3.8658 0.25868 
3.8818 ; 0.30913 
3.9015 0.35884 
3.9253 0.40761 
5.13 0.878 

s = 3.8317 — 0.96E + 1.1F2 

3.8317 0 
3.8356 0.05214 
3.8474 0.10397 
3.8670 0.15516 
3.8944 0.20542 
3.9298 0.25446 
3.9731 | 0.30203 
4.0243 | 0.34788 

3.8317 + 0.95E + 2.2E 
6.706 | O 
6.712 | 0.0596 
6.729 0.1189 
6.756 0.1776 
6.788 0.2357 
6.826 0.2930 
6.706 0 
6.712 0.0596 
6.730 0.1189 
6.762 0.1775 
6.810 0.2350 
6.877 0.2908 


0 
0.001361 
0.005434 
0.012181 
0.021539 
0.033406 
0.047636 
0.064033 
0.082346 
0.12351 
0.2378 
0.346 
0.393 


0 
0.001362 


0.001361 
0.005419 
0.012111 
0.021326 
0.032918 
0.046701 
0.062462 


0.00178 
0.00709 
0.01590 
0.02817 
0.04389 


0 

0.00178 
0.00709 
0.01587 
0.02799 
0.04323 


gen289e5 


1003 


1004 RADAR SYSTEMS AND COMPONENTS 


Mode ¢ r é E 5 
‘TE 32 0 8.015 0 0 8.015 
0.4 8.020 0.0499 0.00124 8.015 
0.8 8.035 0.0996 0.00497 8.015 
1.2 8.059 0.1489 0.01115 8.014 
1.6 8.093 0.1977 0.01974 8.013 
2.0 8.135 0.2459 0.03070 8.010 
°TE 32 0 8.015 0 0 8.015 
0.4 8.020 0.0499 0.00124 8.015 
0.8 8.035 0.0996 0.00497 8.015 
1.2 8.060 0.1489 0.01115 8.015 
1.6 8.097 0.1976 0.01972 8.018 
2.0 8.146 0.2455 0.03061 8 .022 
‘TM 01 0 2.4048 0 
0.2 2.4090 0.08302 
0.4 2.4216 0.16518 
0.6 2.4431 0.24559 
0.8 2.4739 0.32337 
1.0 2.5149 0.39762 
‘TE il 0 1.8412 0 
0.2 1.8416 0.10860 
0.4 1.8430 0.21704 
0.6 1.8452 0.32516 
0.8 1.8484 0.43280 
1.0 1.8527 0.53975 





Notes: 


Superscripts ¢ and o on mode designation signify even and odd. 


¢ is parameter used in the Tables (Stratton, Morse, Chu, Hutner, ‘‘ Elliptic Cylinder 


and Spheroidal Wave Functions’’) 


ry is the value of the argument which, for 7M modes, makes the radial function zero 


and, for TE modes, makes its derivative zero. 


e is the eccentricity of the ellipse; 


_ distance between foci 
major diameter 


E is the ellipticity of the ellipse; 


« 


E major diameter 


ae difference between major and minor diam. 


s is the root value, referred to the ‘“‘average diameter’’; it is related to r by: 


ry perimeter 
x major diameter 


The quantity s is also related to the cutoff wavelength in an elliptical wave guide 


according to: 


_ perimeter of guide 
~~ cutoff wavelength 


Resonator Q 


Although the calculation of the root values is straightforward and not 
overly laborious, the same cannot be said for the integrations involved in 
the determination of resonator Q. The procedure is obvious: The fold 
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equations are given; it is only necessary to integrate H?dr over the volume 
and Hdo over the surface and get Q from 


2 
_2| He 
6 
| Ho 


with 6 = skin depth, a known constant. Unfortunately the integrations 
cannot at present be expressed in closed form. A numerical solution can 
be obtained by a combination of integration in series and of numerical 
integration. 

The calculations have been made for the “TE 01 mode with c = 2.0, for 
which r = 4.154. This value of ¢ corresponds in this case to an ellipticity 
of about 12%; in a 4” cylinder this would amount to 1/2” difference between 
largest and smallest diameters. Evaluation* of the integrals yields: 


Q (16) 


| HB? dr = 12.307 R3L + 12.294 RIL 
V 


[ H? do = 49,228 k + 0.1619 kiksL + 6.6847 iL 
Substituting 2, = — and k; = 7 , one obtains, finally 
Q6 = 0.471 D Sa 
For a circular cylinder, 
0.6 = 0.5 D (jt ose | 


Comparison of these two formulas for Qé shows that the losses in the end 
plates (#?R* term) are less with respect to the side wall losses in the ellip- 
tical cylinder. The net loss in Q6, as described by the reduction in the mul- 
tiplier from 0.5 to 0.471, is thus presumably ascribable to an increase in side 
wall losses (stored energy assumed held constant). The additional term 
in n?R? in the denominator is responsible for the difference in the attenuation- 
frequency behavior of elliptical vs circular wave guide as shown by Chu, 
Fig. 4. Incidentally, these results agree numerically with those of Chu. 


* Numerical integration was by Weddle’s rule; intervals of 5° in » and 0.1 in x were used. 
The calculations were made by Miss F. C. Larkey. 
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Corresponding expressions for the resonant wavelength are 
ee xD 7 0.805 D 

: 4/ 4 (72) V/1 + 0.1622 9°R? 

2sL 


_ __ 0.820 D 
© VSL + 0.1681 2?R?° 


As an example, take x = 1, R = 1, then 
(Circular) Q.6 = 0.500 D Ae = 0.759 D 
(Elliptical) Q5 = 0.473 D » = 0.747 D 
Ratio = 0.946 Ratio = 0.984. 


» 


Conclusions 


The mathematics of the elliptic cylinder have not yet been developed to the 
point where the design of cavities of large ellipticity could be undertaken. 
On the other hand, sufficient results have been obtained to indicate that the 
ellipticity in a cavity intended to be circular, resulting from any reasonable 
manufacturing deviations, would not have a noticeable effect on the reso- 
nant frequencies or Q values, at least away from mode crossings. 


FULL CYLINDRICAL COAXIAL RESONATOR 


The full coaxial resonator has been of some interest because of various 
suggestions for the use of a central rod for moving the tuning piston in a 
TE O1n cavity. 

The cylindrical coaxial resonator, with the central conductor extending 
the full length of the resonator, has modes similar to the cylinder. In 
fact, the cylinder may be considered as a special case of the coaxial]. The 
indices ¢, m, n have much the same meaning and the resonant frequencies 
are determined by the same equation (1). However, now the value of r 
depends in addition (see Fig. 1) upon », where 


_ diameter inner conductor _ 2 


7 diameter outer conductor a’ 


The problem now arises of how best to represent the relations between 
f,a, band ZL. The r’s depend on 7; so one possibility is to determine their 
values for a given » and then construct a series of mode charts, one for each 
value of 7. 

A more flexible arrangement is to plot the values of r vs and allow 
the user to construct graphs suitable for the particular purpose in hand. 
An equivalent scheme has been used by Borgnis."® 

It turns out that as 7 — 1, r(1 — ») — m=, for the TM modes and the 
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TE Omn modes, and r(1 — 1) —> (m — 1)m for all other TE modes. For 
the former modes, r becomes very large as 7 — 1, that is, as the inner con- 
ductor fills the cavity more and more, the frequency gets higher and higher. 
For the TE ¢1n modes, however, as the inner conductor grows, the fre- 
quency falls to a limiting value. This is discussed in more detail by 
Borgnis.® 

Figure 7 shows r(1 — 7) vs 7, for a few of the lower modes; the scale for 
between 0.5 and 1.0 is collapsed since this region does not appear to be of 
great engineering interest. A different procedure is used for the roots of 
the TE fin modes. Figure 8 is a direct plot of r vs 7 for a few of the lower 
modes. In this case, r— fas y— 1. 


Distribution of Normal Modes 


The calculation of the distribution of the resonant modes for the coaxial 
case follows along the lines of that for the cylinder, as given previously. 
The difference lies in the distribution of the roots r, which now depend upon 
the parameter 7. The determination of this latter distribution offers 
difficulties. There is some evidence, however, that the normal modes will 
follow, at least to a first approximation, the same law as the cylinder, viz.: 


V 
N = 44 % 


with some doubt regarding the value of the coefficient. 


0 . in Coaxial Resonator 


The integrations needed to obtain this factor are relatively straightfor- 
ward, but a little complicated. The final results are given in Fig. 1. 

The defining equation is (16); the components of H are given in Fig. 1. 
The integrations can be done with the aid of integrals given by McLachlan” 
and the following indefinite integral: 


| E az ee) + ze) | x dex 


2 frp) + 2 + 0 (1-4) 





2 x? 


which can be verified by differentiation, remembering that y = Z,(x) is a 


solution of y” + - yf + (: — ‘) y = 0. 
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An investigation needs to be made of the behavior of the formulas as 
n — 0 before any conclusion may be drawn regarding their blending 
into those for the cylinder. For TE modes with ¢ = 0, the term involving 


a disappears, hence no question arises. Consider then ¢ > 0, and let 


x = nr for the discussion following. From expansions given in McLachlan, 
it is easy to show that, for small x 


Vi (2) Vi(x) = © @): 
v x Ww NX x 
fo 


2¢ ¢! 


Since, from Fig. 1, 


_ Jer) _ Jenr) _ Sex) 


em OC 


Ve(r) Yer) Ye(x) 





it is found, upon substitution of the approximations given above: 


2xct 
Zt(x) = at fi” 


That is, Z¢(x) ~ x* and hence — 0 asx—>0. Furthermore Z¢(r) remains 


finite as 7 0. Hence H ~ x” and ~ x" Therefore, for ¢ > 0. 
= —Qas7n— 0. 
” 


6 ; 
Hence, the expression for Q x for the coaxial structure reduces to that for 


the cylinder, for any value of ¢, in the TE modes. 
For the 7M modes, and for ¢ > 0, an entirely similar argument shows 


that H’ remains finite as 7 — 0. Hence, the expression for Q > or these 


modes also reduces to that for the cylinder. 
For the TM modes, and with ¢ = 0, we have 


Yi(x) 


Zo(x) = —Ji(x) + Jo(x) Volz) 





For x — 0, J;(x) — 0 and Jo(x) — 1, hence for small x, 


Y; (x) 


Zo(x) ~ Yo(z) ° 
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Now substitute the approximate values of the Y for small x. The result is 





Zo(x) ~ me 
x log 5 


Since Zo(r) is finite, it follows that 
1 


/ red 
nH : ( 4) 
°8 5 
and it is easily shown that 7H’ — © as_7—>0. On the other hand, 7°H’ —> 
Oasn— 0. Hence, Q = — 0as7—O0. On the other hand, for 7 = 0,a 


ptt A 
pt tt tT ev ttt eee 
eee 


50 






Fig. 9—Coaxial resonator. TE 011 mode Contour lines of Qs 


perfect cylinder exists whose QO; is not zero. It is concluded that the ex- 
pression for oS does not apply for small y for the TM modes with ¢ = 0, 


Thus it is seen that the expressions for the factor (Q >) reduce to those 


given for the cylinder, when 7 = 0, except for 7M modes with ¢ = 0. 
For these latter cases, the factor approaches zero as n approaches zero, 
because 7H’ increases without limit. This means that an assumption 
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Fig. 10—Coazial resonator. TE 111 mode Contour lines of Q® 
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Fig. 11—Coaxial resonator. 7M 011 mode Contour Jines of Qo; 
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which was made in the derivation of the Q values is not valid for small 7; 
that is, the fields for the dissipative case are not the same as those derived 
on the basis of perfectly conducting walls. 

The expressions for the factor are rather complicated, as it depends on 
several parameters. When a given mode is chosen, the number of param- 
eters reduces to two, 7 and R. Contour diagrams of Q ; vs nand R are 


given on Figs. 9, 10, 11 and 12 for the TE 011, TE 111, 7M 011 and TM 111 


0.50 
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Fig. 12—Coazial resonator. TM 111 mode Contour lines of QS 


modes. As mentioned above, the true behavior of Q ; for the 7M 011 


mode for small » is not given by the above formula, so this contour diagram 
has been left incomplete. 


FINS IN A CAVITY RESONATOR 


The suppression of extraneous modes is always an important problem 
in cavity design. Among the many ideas advanced along these lines is the 
use of structures internal to the cavity. 

It is well known that if a thin metallic fin or septum is introduced into a 
cavity resonator in a manner such that it is everywhere perpendicular to 
the E-l'n2s of one of the normal modes, then the field configuration and 
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frequency of that particular mode are undisturbed. For example, Fig. 13 
shows the £-lines in a TE 11” mode in a circular cylinder. If the upper 
half of the cylinder wall is replaced by a new surface, shown dotted, the 
field and frequency in the resulting flattened cylinder will be the same as 


NEW SURFACE PERPENDICULAR 
TO E-LINES LEAVES REST OF 
FIELD ANO FREQUENCY UNALTERED 


Fig. 13—Z Lines in TE 11% mode 


7ORIGINAL CYLINDER 


~~ 
. 
~ 
™. 
~ 
~ 
~*nme 


Fig. 14—“ TE O1n” mode in half-cylinder 


before. Indeed, they will also be the same in the crescent-shaped resonator 


indicated in the figure. 
Except for isolated cases, all the other modes of the original cylinder will 
be perturbed in frequency since the old fields fail to satisfy the boundary 


conditions over the new surface. Furthermore, if the original cylinder was 
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circular, its inherent double degeneracy will be lost and each of the original 
modes (with minor exceptions) will split into two. 

Although the frequency and fields of the undisturbed mode are the 
same, the Q is not necessarily so. For example, Fig. 14 shows a “TE O1n 
mode’’ in a half cylinder.* 


It is easy to calculate O° for this case. The result is 


$ _ . (i + p*R*)*? 
CL i + peR? + Ki + Kop? R? va 


in which 
K, = 1.290 Kz = 0.653. 


Here K, and Ke are constants which account for the resistance losses in 
the flat side. For the full cavity, shown dotted in Fig. 14, eq. (17) holds 
with Ki; = Ks = 0. If the circular cavity has a partition extending from 
the center to the rim along the full length, (17) holds with the values 
of K, and Kg halved. Ifa fin projects from the rim partway into the in- 
terior, still other values of K, and Ke are required. It is a simple matter 
to compute these for various immersions; Fig. 15 shows curves of K; and 
K;. The following table gives an idea of the magnitudes involved: 


MovE: TE 0,1,12 R = 0.4 


Fin, % a oS Ratio 
0% 2.573 1.0 
10 2.536 .985 
20 2.479 .965 
50 2.04 19 

100 1.47 oT 


The question now is asked, ‘‘Suppose a longitudinal fin were used, small 
enough to cause only a tolerable reduction in the Q. Would such a fin 
ameliorate the design difficulties due to extraneous modes?”’ 

Some of the effects seem predictable. All modes with ¢ > 0 will be split 
to some extent, into two modes of different frequencies. Consider the 
TE 12n mode, for example. There will be one mode, of the same frequency 
as the original whose orientation must be such that its Z-lines are perpendicu- 
lar to the fin. The Q of this mode would be essentially unchanged. There 
will be a second mode, oriented generally 90° from the first, whose E-lines 
will be badly distorted (and the frequency thereby lowered) in the vicinity 


* Solutions for a cylinder of this cross-section are known and all the resonant fre- 
quencies and Q values could be computed, if they had any application. 
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of the fin. It would be reasonable to expect the Q of this mode to be appre- 
ciably lowered because of the concentrated field there. If two fins at 90° 
were present, there would be no orientation of the original TE 12 mode 
which would satisfy the boundary conditions. In this case both new modes 





O 
0 0.1 0.2 0.3 0.4 0.5 0.6 0.7 0.8 0.9 1.0 


WiOTH OF FIN 
RADIUS OF CYLINDER 


; Fig. 15—Constants for calculation of Q of TE Oin mode in cylinder with longitudina 
n. 


would be perturbed in frequency from the original value. If both fins were 
identical, the perturbations would be equal and a double degeneracy ensue. 
Similar effects would happen to the other types of modes. 

The major advantage derivable from such effects would appear to be m 
extraneous transmissions. The fin serves to orient positively the fields in 
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the cavity, and the input and output coupling locations can then be appro- 
priately chosen. On the basis that internal couplings are responsible for 
mode crossing difficulties, one might hazard a guess that a real fin would 
increase such couplings. 

Another application of fins might be in a wave guide feed in which it is 
desired to establish only a TE Om wave. In this case, Q is not so important 
and larger fins can be used. If these extended virtually to the center and x 
of them were present (with uniform angular spacing) all types of wave trans- 
mission having ¢ less than x/2, x even or ¢ less than x, x odd, would be sup- 
pressed. This use of fins is an extension of the wires that have been 


proposed in the past. 
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34. E. H. Smith, ‘‘On the Resonant Frequency of a Type of Klystron Resonator,” Phys. 
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‘‘The law of similitude has strict validity only if a ‘reduction in dimensions by the 
factor 1/m is accompanied by an increase in the conductivity of the walls by the 
factor m.” Original article in Hochf; tech u. Elek:akus, 58, pp. 174-180 (1941). 

39. S. Ramo, ‘‘ Electrical a ee Extremely High Frequencies,” Electronics, Vol. 9 
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11, pp. 147-151 (1939). 

47. R. C. Colwell, J. K. Stewart, H. D. Arnett, “‘Symmetrical Sand Figures on Circular 
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Rooms,” J.A.S.A., 14, pp. 65-73 (1942)—Experimental check of eigentones in a 
trapézoid vs calculated values. 
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(1940).—Sci. Abs., B43, No. 857 (1946). 

ea ‘“‘An Oscillating System with Small Losses,” 17, p. 173, No. 1380 
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72. O. Schriever, ‘‘Physics and Technique of the Hollow-Space Conductor,” 18, p. 18 
No. 2, (1941).—Review of history. 

73. F. Borgnis, ‘‘ Electromagnetic Hollow-Space Resonators in Short-Wave Technique,” 
18, p. 25, No. 61, (1941). 

74, T. G. Owe Berg, ‘“‘ Elementary Theory of the Spherical Cavity Resonator,” 18, p. 287, 
No. 1843 (1941). 

75. F. Borgnis, “‘A New Method for measuring the Electric Constants and Loss Factors of 
Insulating Materials in the Centimetric Wave Band,” 18, p. 514, No. 3435 (1941).— 
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76. V. I. Bunimovich, ‘‘The Use of Rectangular Resonators in Ultra-High-Frequency 
Technique,” 19, p. 28, No. 65 (1942). Use in 17 cm oscillator. 

77. V. I. Bunimovich, ‘‘A Rectangular Resonator used as a Wavemeter for Decimetric 
and Centimetric Waves,” 19, p. 37, No. 176 (1942). 

78. M. Watanabe, ‘‘On the Eigenschwingungen of the Electromagnetic Hohlraum,” 19, 
p- 166, No. 927 (1942). 

79. F. Borgnis, ‘‘The Electrical Fundamental Oscillation of the Cylindrical Two-Layer 
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80. W. Ludenia, ‘‘The Excitation of Cavity Resonators by Saw-Tooth Oscillations,” 19, 
p. 422-423, No. 2641 (1942). | 

81. Ya. L. Al’pert, ‘‘On the Propagation of Electromagnetic Waves in Tubes,’’ 19, p. 
520, No. 3181 (1942).—Calculation of losses in a cylindrical wave guide. 

82. V. I. Bunimovich, ‘‘The Propagation of Electromagnetic Waves along Parallel Con- 
ducting Planes,’’ 19, p. 520, No. 3182 (1942).—Equations for Zy) and attenuation of 
rectangular wave guide, and resonant frequency and Q of rectangular cavity. 

83. C. G. A. von Lindern & G. de Vries, ‘‘Resonators for Ultra-High Frequencies,” 19, 

. 524, No. 3206 (1942).—Discusses transition from solenoid to toroidal coil to 

‘single turn” toroid, i.e., toroidal cavity resonator. 


ABSTRACTS IN SCIENCE ABSTRACTS 


84. L. Bouthillon, ‘‘ Coordination of the Different Types of Oscillations,”’ A39, No. 1773 
(1936).—General theory of mechanical, acoustic, optical and electric oscillations. 

85. Biirck, Kotowski, and Lichte, ‘‘ Resonance Effects in Rooms, their Measurement and 
Stimulation,” A39, No. 5226 (1936). 

86. oer 5 oe of Closed and Open Rooms, Streets and Squares,’’ 40A, No 

1937). 

87. K. W. Wagner, “ Propagation of Sound in Buildings,”’ A40, No. 2199(1937).—Trans- 
mission through a small hole in a wall. 

88. M. Jouguet, ) Natural Electromagnetic Oscillations of a Spherical Cavity,’ 424A, No. 
3822 (1939). 

89. H. R. L. Lamont, “ Use of the Wave Guide for Measurement of Micro-wave Dielectric 
Constants,” 43A, No. 2684 (1940). 
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Budenbom, H. T., 829 

Buncher and catcher, 61 

Bureau of Ordnance, 4 


Cadmus, K., 708 

Cahoon, B. B., 236 

Calbick, C. J., 236 

Carson, J. R., (ref.), 1017 

Causes for the Increase of the Admit- 
tance of Modern High Frequency 
Amplifier Tubes, (ref.), 751 

Cavity, external, tuned with piston, 
method of applying, 583 

Cavity, narrow tuning range, for W. 
E. 707A, 585 

Chu, L. J., (ref.), 908, 935, 998, 1017 

Ciofh, P. P., 237 

Circuit, piston-tuned, for W. E. 707A, 
(1150-3750 MC), 584 

Clark, J. E., 237 

Clark, J. W., (ref.), 45 

Class A sweep, 19 

application of, 39 

Cleeton, C. E., (ref.), 70 

Cockcroft, Professor J. D., 5 

Colton, R., (ref.), 256 

Communication Networks, (ref.), 95 

Communication Networks, vol. II, 
(ref.), 126 

Computers, use of, 27 

Considerations in the Design of Centi- 
meter-Wave Radar Receivers, 
(ref.), 477 

Considerations in the design of a Radar 
IF Amplifier, (ref.), 406 

Control and indicator, Mark 2-4, 28 

Coomes, E. A., (ref.), 256 

Cornu’s Spiral, 786 

Corona points on rotary gap, 274 

Coulton, Maj. Gen. Roger B., (ref.), 9 

Coupling, broad band, for connecting 
W. E. 2K25 to wave guide, 601 

Coupling window, 317 

Crandell, C. F., 352 

Crane, R. E., 852 

Crawford, A. B., 353 


1024 


Crawford, H. T., (ref.), 908 
Crump, E. E., (ref.), 265 
Crystal rectifier, definition of, 710 
ceramic cartridge structure and parts, 
719 
ceramic cartridge type, development 
of, 717-721 
conversion loss, 724 
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Magnetron, equivalent circuit of, 124 
anode potential waves, x mode, 72 
anode structure, multicavity, 102 
arcing during life, curves of, (725A), 

235 
British, general features of, 159 
reproduction of, 159 
10-cm. oscillator, 71 
cathode, 145, 231-236 
axial, construction, 222 
end disks, 720A-E, 198 
mesh, 196 
molybdenum, 218 
oxide coated, use of, 147 
requirements for, 147 
sintered nickel matrix type, 218 
structure of, 4J50, 4J52, and 4J78, 
217 
structures, 232 
surface, back bombardment of, 146 
tungsten, 225 
voltage, DC, peak, measurement 
of, 148 
cavity, stabilizing, 228 
centimeter wave, resonator blocks 
of, 154 
characteristics and operating data, 
3-cm., table, 202 
10-cm., table, 188 
20-45 cm., table, 163 
choke coupling, 167 
circuit parameters, 128 
cold start, 230 
contour of constant frequency trans- 
form to contour of constant power 
(Rieke diagram), 129 
criterion for bunching in proper 
phase, 75 
criterion for oscillation, 74 
current, DC, average, 149 
peak, measurement of, 149 
current pulses, shaped, 267 
CVD Magnetron Reports (British), 58 
cylindrical D-C, (ref.), 62 
cylindrical DC, current vs. magnetic 
field, 66 
electron orbits at different mag- 
netic fields, 66 
efficiency of operation, over-all, 151 
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electronic efficiency of, 89 equivalent RF circuit of, 125 
vs. load conductance, 91 fixed frequency, 165 
electronic interaction at anode gaps, general description, 58 
71 negative resistance, type I, 67 
electronic mechanism of, 71 RF circuits of, 94 
electrons, mean angular velocity, 76 10 cm., British, x-ray photograph 
field configurations for the modes of, of, 159 
107 traveling wave, type III, 70 
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frequency characteristics, 186 

frequency, effect of temperature of 
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electronic effects on, 140 
“pushing”, 141 
stabilization, 134 

frequency of oscillation, determina- 
tion of, 151 

frequency-sensitive loads, 134 

halo type loop, 121, 200, 203 

interaction field, 77 

iris, decoupling, circular, 228 

load frequency and phase, relation 
between, 135 

load impedance, determination of, 
151 

magnetic circuit, 148 

magnetic field, DC, measurement 
of, 148 

measurements, 148 
laboratory arrangement for, 150 

mode, failure, 7, 182 
frequencies, determination of, 152 
frequency separation, 78 
frequency vs. tuner position, 5J26, 
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impedance measurements, 152 
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oscillator, analogy to other oscilla- 
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centimeter wave, schematic dia- 
gram, 69 
cyclotron frequency, type IT, 68 
equivalent circuit of, 60 
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tunable, 156 
oscillation during buildup, necessary 
condition for, 143 
output circuit, 121 
coaxial, schematic duagram, 167 
coaxial wave guide junction, 201 
waveguide, 122 
output couplings, 122 
direct, 121 
electrostatic, 121 
magnetic, 121 
output line, load admittance, 123 
output power and frequency, de- 
pendence on load, 132 
“pnackaged”’ types, 153, 158 
3-cm, 207 
performance chart, 87, 152, 173 
dynamic, 145, 149 
of 720A-E, 195 
of 725A and 730A, 206 
power, average input, 149 
average output, measurement of, 
149 
peak input, 149 
peak output, calculation of, 149 
pulling figure PF, 132, 152 
pulse duration, measurement of, 149 
recurrence rate, measurement oi, 
149 
pulse shapes, DC voltage, plots of, 
142 
voltage and current, importance 
of, 149 
pulsed, duty cycle, measurement of, 
149 
frequency spectrum of, 141, 152 
oscillation buildup, 142 
pushing figure, 152 
resonator block, 700 A-B, 154 
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Magnetron, resonator block—Cont. 
706A Y-GY, 164 
720A-E, 164 
725A, 164 
3J21, 154 
4J21-30, 154 
4J50, 154 
5J26, 154 
resonator, hole and slot type, 98 
“‘serpentine’’, 110 
simple single frequency, 94 
slot type, 98 
strip type, 98 
cavities, 99 
“‘turbator’’, (ref.), 110 
two-coupled, 100 
vane type, 98 
resonator systems, 100 
asymmetries in strapping, effects 
of, 115 
British strapping, 115 
coupling loop, disturbance caused 
by, 104 
higher order modes, 109 
modes, 103 
degeneracy of, 104 
frequencies, separation of, 110 
strongly-coupled, 109 
wavelength vs. mode number, 
118 
perturbation, effect of, 104 
rising sun, 116, 228 
strapping, 111 
breaks, effect of, 115 
change in frequency caused by, 
114 
schemes, diagram of, 112 
shielding, 115 
tightness, 114 
unstrapped, mode frequency dis- 
tribution of, 113 
Rieke diagram, 127, 128, 129, 180 
rising sun type, 117 
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electric field component indepen- 
dent of angle, 120 
resonator system, performance 
chart for, 98 
scaling, cathode problems, 146 
theory of, 91 
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standing wave component of anode 
potential wave, 78 
strapping, echelon, 170 
straps, double ring, recessed, 172 
transformer, quarter wavelength, 222 
traveling anode potential wave, 7” 
traveling wave picture, 78 
tuners, symmetrical, 175 
tuning, 137 
element, “cookie’’, 176 
schemes, 188 
V-I plots, 145 
dynamic, 149 
voltage overshoot, 193 
waveguide output, 122 
window construction, 222 
10-cm., with eight resonators, V-B 
plot for, 87 
V-I plot or performance chart for, 
88 


characteristics of, 86 
20-45 centimeters, 160 

Magnetron as a Generator of Centi- 
meter Waves, (ref.), 43 

Magnetron Oscillations of Ultra Short 
Wavelengths, (ref.), 67 
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cathode emission, 255 attachment, 442 

cathode sparking, 254-255 Mark 1, 3, 4, 13, 26 

current and _ voltage _ relation- Mark 2, 26 

ships, 239 Mark 3, 3, 4, 9, 27, 46 
grid emission, primary, 255 main unit on U. S. S. New Jersey, 


Pulsed-power generation, British, 5 
Pulsed Properties of Oxide Cathodes, 
The, (ref.), 256 
Pulser, box, 268 
load circuit, 264-265 
low level, 259-261 
low level coil, circuit, 260 
magnetic bias, 265 
power, 261-264, 
circuit diagram of, 262 
power, network, 268 
transformer coupling, 265 
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Purinton, R. M., 353 


Radar—A Report of Science at War 
(ref.), 3 
Radar, airborne, ASH, 301 airborne, 
airborne, AN/APS-4, 301 
army, SCR268, 238 
costs, 2 
diagram of, 863 
level difference, 867 
military application, England, 10 
Germany, 10 
Japan, 10 
operation of, 862 
over-all performance, 867 
prewar development, 2 
range capability, 867-869 
range, effect of reduction in system 
performance on, 868 
RF oscillators, 871 
system performance, 867 
tests, types of, 862-863 
Radar equipment, AN/APQ-5, 448, 483 
AN/APQ-7, 414, 415, 442, 477-479, 
478, 479, 483 
AN/APQ-13, 414, 415, 442, 726 
AN/APS-4, 369, 397, 400, 401, 417 
418, 477 
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receiver with improved r-f ampli- 
fier, 47 
Mark 4, 3, 4, 9, 48 
application and use of, 52 
main unit on U. S. S. New Jersey, 
52 
trainer and pointer operator’s 
position on U. S. S. Barton, 54 
on U.S. S. Saratoga, 53 
Mark 20, 367 
receiver protection, 324-325 
receiver self-protection, 332-333 
SCR-545, 316, 317 
SH Naval fire control, 444 
SJ submarine radar, 368 
SL, 321 
SL-Naval Search Radar, 464 
Radar in the U. S. Amny, (ref.), 9, 256 
Radar receiver, function of, 366-368 
AFC (automatic frequency control), 
470-479, 474, 478, 479 
circuit design, 474-479 
operation of, 476 
A-type display, 429 
B-type display, 431, 443 
C-type display, 431 
GPI type display, 429 
J-type display, 430 
K-type display, 430 
MS-type display, 432 | 
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bearing marker circuits, electronic, 
460-462, 461 
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cathode-ray tube, 432-437 
magnetic focus and deflection coil 
designs, 437, 439 
electrostatic deflection type, 433 
fluorescent screen: characteristics, 
435 
magnetic deflection type, 434 
permanent magnet focusing, 440 
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cavity structures, 398 
composition of, 373-376 
converter, 382-391, 383, 401 
and IF preamplifier (10,000 MC), 
400, 415 
balanced, 390 
crystal, (3000 MC), 387, 388 
(10,000 MC), 389 
vacuum tube, (1000 MC), 385 
display types, classification of, 427- 
432 
display types, military, 428 
IF amplifier, 401-419 
band width, 401-403 
component designs, 413-419 
equipment designs, 416, 417, 418 
equivalent input circuit, 406 
gain characteristics, 403-404 
input circuit design, 405 
intermediate midband frequency, 
404 
interstage circuits, 410 
interstage circuit design, 409-413 
second detector, 405 
second detector design, 413 
tubes, characteristics of, 408 
IF preamplifier, 415 
indicator, 427 
input circuit, 376-400 
designs, 395—400, 397, 399 
input noise considerations, 377-379 
input signal, characteristics of, 368- 
371, 377 
liquid delay tank variable range unit, 
465-467, 465, 466 
magnetic deflection structures, volt- 
age-current-time relationships, 456 
military, principal components of, 374 
multivibrator, 446-449 
circuits, basic, 447 
Eccles-Jordan, 446 
one-shot type, 447 
free-running type, 448 
output character, 371-373 
output power, and frequency devia- 
tion vs. repeller voltage for 2K25 
reflex oscillator, 396 
modes vs. repeller voltage for 
2K25 reflex oscillator, 395 
pedestal generator, 461 
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phase shifter precision vanable 
range unit, 467-470, 471, 468 
condenser, 470 
timing wave generator circuit of, 

469 

power supplies, 480-487, 482, 483, 
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primary power sources, 480-481 
Radio frequency amplifier design, 
(1000 MC), 379-382, 382 
. Tange and bearing measurements, 
circuits for, 459-470 
range marker circuits, 462-463 
fixed, 462 
variable, 463 
range sweep stop pulser circuit, 459 
reflex oscillator, velocity modulated, 
393-395, 394 
sweep amplifier, 454-459, 456, 458 
sweep circuit, 443-459 
functions, 445 
start-stop type, 451 
sweep generator circuits, 452 
sweep wave form, hyperbolic, de- 
velopment of, 453 
generation of, 454 
improving linearity of, 462 
timing wave, circuits, 449-451, 450 
form generator, 446 
transformers, power, 485 
transmitter-indicator assembly, 464 
video amplifier, 419-427 
circuits, 425-427, 426 
d-c restoration methods, 423-425 
d-c restorer circuits, 424 
gain - frequency considerations, 


gain - amplitude considerations, 
421-423 
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video frequency transformers, 426 
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of, 365-366 
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Ramo, S., (ref.), 656 
Range mark system, CXAS, 19 
Range, measuring system, Mark 3 and 
4, 41 
measurement, methods of, 39 
“notch”, 39 
operator’s position, Mark 3, 29 
presentation, Mark 3 and 4, 40 
readings, accuracy, 19 
tracking, 39 
unit, Mark 2-4, 29 
Rayleigh, Lord, (ref.), 910, 935 
Receiver, CXAS, 22 
Recent Researches in Electricity and 
Magnetism, Notes on, (ref.), 935 
Rectifier, high voltage, CXAS, 24 
silicon-crystal point-contact, 7 
Reflection coefficient, and SWR, rela- 
tions between, 891 
definition of, 890 
Reflection, surface, effect of on eleva- 
tion beam, 25 
Reflector, cylindrical parabolic, 15 
minimizing wind resistance of, 15 
Reflex Oscillators, (ref.), 908 
3-cm., with internal resonator, (2K- 
25), 589 
admittance plots for resonators 
coupled to various loads, 553, 564, 
557, 558, 559, 560 
analysis, effect of approximations on, 
507-508 
beating oscillator noise, elimination 
of, 573 
broad-band, 598-605 
bunching, approximate treatment of, 
667-671, 668, 671 
cavity, with grids and loop coupling 
to a coaxial line, 651 
without grids with iris coupling to 
a wave guide, 661 
characteristics, broad band, for W. 
E. 2K25 coupled into matched 
load, 605 
conductance, and susceptance of ter- 
minating admittance of a short 
line, 563 
electronic, susceptance components 
of, vs. amplitude of oscillation, 
538 
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vs. amplitude of oscillation, 
general case, 526, 528, 5329, 
534, 535, 537 
vs. amplitude of oscillation, re- 
sulting in hysteresis, 536 
giving power flow from the circuit 
to the electron stream for a single 
gap, 696-700 
optimum, vs. resonator loss, 681 
total circuit, optimum vs. resona- 
tor loss, 681 
cycling time vs. temperature of chan- 
nel at band frequency limit requir- 
ing smaller tuner power, 619 
design objectives, mechanical, 587- 
588 
development of, at Bell Laboratories, 
578-650 
drift angle, as a function of frequency 
and voltage, 671-672 
for extinction, phase of, vs. ratio 
of resonator loss to small signal 
electronic admittance, 520 
drift field, ideal, 688-691 
special, 508-510 
drift time, ideal variation of, in re- 
peller region with resonator gap 
voltage, 689 | 
efficiency, effect of losses on, 501 
factor vs. ratio of resonator loss 
conductance to the small signal 
electronic admittance, 508 
of resonator, 501 
maximum, for several repeller 
modes, 678 
parameter vs. ratio of load con- 
ductance to magnitude of small 
signal electronic admittance, 506 
vs. effective drift, 504 
vs. effective drift angle for several 
degrees of resonator loss, 682 
vs. parameter proportional to reso- 
nator loss for several repeller 
modes, 678, 683 
electrodes providing potential dis- 
tribution resulting in maximum 
efficiency, 691 
electron current, RF, and RF power 
produced vs. RF RF gap voltage, 
499 
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electron optical system used in 
eliminating hysteresis, (W. E. 
2K29), 593 
electronic admittance, non simple 
theory, 672-684 
phase of, vs. bunching parameter 
for several repeller modes, 680 
relative amplitude of, vs. bunching 
parameter, 497 
relative, vs. bunching parameter 
for several repeller modes, 679 
electronic gap loading, 691-700 
electronic tuning, effect of resonator 
loss on, 619 
equivalent circuit of, 623 
frequency, relative, functions of, and 
relative spacing vs. relative fre- 
quency, 566 
frequency vs. drift angle or repeller 
voltage and power vs. frequency, 
§17 
vs. gap displacement for W. E. 
2K45, 615 
vs. grid voltage for W. E. 2K45, 
624 
vs. tuner grid voltage for W. E. 
2KS50, 633 
gap, bunching in the, 700 
loading, electronic, 510-512 
factor for fine parallel grids vs. 
grid separation, 699 
vs. radius of tubes forming 
gap, 698 
voltage vs. time, 494 
grids, losses in, 701-702 
hysteresis, electronic, 523 
idealized, with grids, 492 
load conductance for optimum power, 
506, 507 
half as great as that required to 
stop oscillation, 506 
load, effect of, 540-565 
external, effect on performance, 503 
frequency-sensitive, effect of, 551- 
559 
plus loss conductance vs. bunching 
parameter X, 547 
lossless resonator plus line plus mis- 
matched load, equivalent circuit 
of, 652 
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metal, continuously pumped, tuned 
with external line, 587 
millimeter range type, 631-635 
modulation coefficient considerations, 
657-667 
effect of grid pitch and wire size 
on, 663-667, 665 
effect of slits and holes on, 661-663, 
662, 663, 664 
for fine parallel grids, 660 
reciprocal of the square of, vs. 
gap transit angle, for case of fine 
parallel grids, 567 
modulator circuit for use with, 638 
motions of electrons in_ repeller 
space, 493 
noise, measure of, 572 
production, mechanisms of, 571 
sidebands, 570-573 
operating conditions for 2K45, table, 
623 
operation in various repeller nodes 
and at various frequencies, (2K25), 


oscillation, build-up of, 573-579, 
576, 577 

performance diagrams for W. E. 
2K50, 627, 628, 629 

potential distribution in_ repeller 
region to give maximum efhciency, 


potential variation in the drift space. 
684-687 

power and electronic tuning, vama- 
tion with frequency, 565-570 

power and frequency variation with 
repeller voltage, ideal, 621 
with repeller voltage, with elec- 

tronic hysteresis, 6&2 

power dissipated in resonator, 500 

power flow from electron stream 
travelling through a longtitudinal 
field, 691-694 
through a transverse field, 694-696 

power-frequency characteristics for 
W. E. 2K25, 603 

power, normalized, vs. normalized 
load conductance, 549 

power output and electronic tuning 
vs. frequency for W. E. 2K29, 597 
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power output characteristics of W. E. 
2K50, 632 
power output of resonator, 501 
power output, peak, vs. frequency 
for W. E. 2K23, 638 
peak, vs. frequency for 2K54 and 
2K55 under varying load condi- 
tions, 641 
vs. parameter X, 525 
vs. parameter X, with hysteresis, 527 
vs. repeller voltage, 528, 529 
power produced by electron stream, 
500 


power vs. relative frequency, 569 
pulling figures for 2K54 and 2K55 
vs. frequency, 645 
pulsed applications, 635-648 
pulsed, exhibiting hysteresis, power 
output vs. repeller voltage, 646 
starting of, 702-705 
repeller characteristic of 1349XQ and 
2K29, 595 
of early model of, 531 
repeller design for eliminating hys- 
teresis, 594 
repeller voltage vs. optimum power 
for W. E. 2K45, 622 
resonator, fundamental considera- 
tions on, 650-657 
having 3 modes of resonance, 
equivalent circuit for, 662 
simplified equivalent circuit of, 654 
slightly lossy, with low loss coup 
ling loop and load impedance, 
equivalent circuit for, 653 
resonator loss, ratio of, to small signal 
electronic admittance vs. relative 
frequency, 568 
Rieke diagram for, under various 
operating conditions, 542, 544, 545, 
550, 551, 552 
susceptance vs. conductance, 496, 614 
thermal tuner, conduction cooling 
of, 707-708 
positiveness of action, 607-611 
speed of, 611 
radiation cooling of, 705—707 
time for temperature rise and fall 
between two given values when 
cooled by radiation alone, 614 
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Reflex Oscillators—Cont. 
thermally-tuned, 605-624 
AFC circuits for, 612-613 
design considerations, 613-620 
ideal deflection-temperature char- 
acteristic, 616 
W. E. 2K45 deflection-temperature 
characteristics, 617 
tuner, W. E. 2K45, anode tempera- 
ture vs. anode power, 618 
tuning, electronic, 512-520 
effect of resonant loads on, 561 
effect of short mismatched lines 
on, 559-565, 564 
to extinction vs. loading param- 
eter, 518 
to half power vs. loading param- 
eter, 518 | 
tuning mechanism, thermal, 606- 
607, 608, 609, 610 
tuning range, electronic, vs. relative 
frequency, 571 
tuning rates, instantaneous, com- 
puted, for W. E. 2K50, 632 
types developed at Bell Labora- 
tories, including frequency ranges, 
chart of, 649 
waveguide output type, 625-631 
Reich, H. J., (ref.), 95, 715, 908 
Reiling, P. A., 269 
Representation of Impedance Func- 
tions in Terms of Resonant Fre- 
quencies, (ref.), 353 
Resonant cavities, back cavity effects, 
931 
coaxial, contour lines of special Q- 
factor for various modes: 
TE 011, 1011 
TE 111, 1012 
TM 011, 1012 
TM 111, 1013 
coaxial, modes, normal, distribu- 
tion of, 1007 
root value plot for lower modes, 
1008, 1009 
couplings, 920-922, 921, 932 
cylindrical, circular, constants used in 
computing resonant frequencies 
of, 913 
elliptic cylinder, the, 998-1006 
end plate contour lines, 938-939 
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Resonant cavities, cylindrical—Cont. 
end plate current distributions, 
940-941 
end plate current distribution for 


Resonant cavities, cylindrical, end 
plate current streamlines—Cont. 
tables of values, 978, 979, 980 

minimum volume of for assigned Q, 


various modes: 
TE 01, 945, 952 
TE 02, 950, 962 
TE 03, 958 
TE 11, 944, 958, 964 
TE 12, 947, 964, 965 
TE 13, 954, 966 
TE 21, 944, 955, 967 
TE 22, 949, 955, 968 
TE 23, 956 
TE 31, 946, 956, 969 
TE 32, 957, 970 
TE 41, 947 
TE 51, 949 
TE 61, 961 
TM 01, 944, 967 
TM 02, 948, 958 
TM 03, 958 
TM 11, 945, 959, 971 
TM 12, 950, 959, 972 
TM 13, 948, 960 
TM 21, 946, 961, 973 
TM 22, 961, 974 
TM 31, 962 
TM 32, 963 
end plate current streamlines, 
939-940 
fin, metallic, thin, effect on E lines 
in TE 11n mode, 1014 
fins, 1013-1017 
frequency range ratio for TE Oin 
mode when limited by mode 
crossings with TE 02n’ and TE 
02 (n’ + 1) modes, maximum, 


frequency ratio, without inter- 
ference from TE 01 (n + 1) 
mode, maximum value of, 997 

H vector at walls of, components 
of, 937 

half cylinder, “TE 01n” mode in, 
1014 

integration of a Bessel function 
divided by its derivative be- 
tween the limits of zero and x, 
975-984 
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988-995 
mode chart showing types of in- 
terference with TE O1n mode, 
996 
mode parameter for TE modes, 943 
mode-shape factors vs. diameter to 
length ratio, TM modes, 915 
mode-shape factors vs. diameter 
to length ratio, TE modes, 916, 
917 
Q for elliptic cylinder resonator, 
004-1006 
Q of TE 01n mode in cylinder with 
longitudinal fin, constants for, 
1016 
relations between a function pro- 
portional to Q and a function 
proportional to volume of, 990 
resonances in, number of, approx- 
mation formula for, 986-988 
side wall current distribution, 
941-943 
side wall current distribution for 
TE modes, diagram facing, 
942 
tunable, limitation on frequency 
range of, as set by ambiguity, 
995-998 
values of Bessel function zero for 
the first 180 modes in, 919 
cylindrical coaxial, full, 1006-1013 
cylindrical, operating in the TE Oln 
modes, design chart for, 925 
cylinder tolerances, 931-932 
dimensions of, finding, 
drive mechanism, 932-933 
formulas, 911-912 
formulas, chart facing 911 
formulas for, fields, resonant ire- 
quencies, and mode shape factors 
for rectangular prism, circular cvl- 
inder, and full coaxial, chart fac- 
ing, 986 
gaps, end plate, 929-931 
mode chart, 912-914, 912 


923-924 
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Resonant cavities, mode chart—Cont. 
expanded, covering operation area 
of a 9-K MC echo box, 925 
selection of operating area on, 924- 
926 
showing meaning of crossing and 
interfering modes and of operat- 
ing area, 918 
mode, extraneous or unwanted, 914— 
918 
operating, choice of, 914 
mode shape (MS) factor, 910-911 
modes, 910 
unwanted, methods of minimizing 
effects of, 918-920 
plating, 932 
Q’s, relative, computed from resis- 
tivity of several metals, 923 
Q required, theoretical, determina- 
tion of, 922-923 
similitude, application of, 933 
principle of, 922 
uniformity control and _ expected 
ringtime, 934 
use of, for radar testing, 933-934 
Resonant Lines in Radio Circuits, 
(ref.), 908 
Resonators, linear array of, 102 
with distributed constants, 98 
with lumped constants losses of, 96 
Q-parameters of, 95 
Resonators Suitable for Klystron Os- 
cillators, On, (ref.), 1017 
Richtmyer, F. K., (ref.), 935 
Richtmyer, R. D., (ref.), 1017 
Rideout, V. C., 353, 756 
Rieke diagram, explanation of, 151 
for pulsed reflex oscillator, effect of 
hysteresis on, 646 
for 2K25 with broad band coupling, 
602 
for 2K54, 642, 643 
for 2K55, 644, 645 
Ring, D. H., 860 
Robinson, A. L., 850 
Ronci, V. L., 237, 708 
Roschke, E. M., 269 
Rothstein, J., (ref.), 256 
Rudin, R., 236 
Ryder, E. J., (ref.), 290 
Ryder, R. M., 508, 708 
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Samuel, A. L., (ref.), 13, 45, 71, 620 

Sarbacher, R. I., (ref.), 95, 751, 935, 
985, 1017 : 

Saw tooth sweep wave, 42 

Schelkunoff, S. A., (ref.), 95, 353, 652, 
656, 768, 789, 908 

SCR-268 Radar, The, (ref.), 256 

Schafer, J. P., 353 

Schumacher, E. E., 269 


Series branching circuits, 316-318, 317, 


319 
Sheperd, 871 
Shockley, W., 258 
Shunt branching circuit, 313-314, $314 
Side sparking tube, 286 
life vs. peak current and gap spacing, 
287 
Signal Corps, 39 
Signal Corps Laboratories at Fort 
Monmouth, 9 
Silicon-crystal point-contact rectifier, 7 
Sintered iron sponge mercury cathode 
unit gap, 268, 289 
Slater, J. C., (ref.), 86, 95, 236, 908 
Slater line, 86 
Smith, P. H., (ref.), 542, 908 
Smith transmission line chart, 341 
Soderstrom, H. W., 237 
Southworth, G. C., (ref.), 715, 909, 935, 
1017 
Spark gap, anode deposits, 288, 286 
cathode loss vs. pulse duration, 286 
dissipation, 298-301 
vs. pulse duration, 300 
calorimetric study of, 299 
erosion problem, 275 . 
corrosion problem, 275 
fixed, dependability, 309 
operating voltage range, 309 
peak current, 308 
peak power output, 308 
pulse duration, 308 
pulse repetition rate, 309 
simplicity of manufacture, 309 
switch voltage, 308 
switching efficiency, 309 
time jitter, 309 
trigger requirements, 309 
ratings, 308 
maximum operating voltage vs. pulse 
repetition rate, 296 
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mercury cathode, 287-290, 288 

operating voltage, 291 

pulse characteristics, 297 

starting and operating charcteristics, 
290-298 

starting switch voltage, 293 
starting voltage, 291 

switching efficiency, 298-301 


3-unit, operating voltage vs. time, 282. 


voltage vs. time for starting and for 
operation at minimum switch volt- 
age, 292 
for normal operating switch volt- 
age and for operation at maxi- 
mum switch voltage, 294 
Spark gaps in series, triggering, 276— 
279 
Spectrum analyzer, 152 
Standing wave detector, use of, 151 
Standing wave introducers, 152 
Steven Point and Minneapolis Linked 
by Coaxial System, (ref.), 740 
Strachey, C., (ref.), 659 
Stratton, 999 
Stratton, J. A., (ref.), 1017, 1018 
Stratton, W. D., 708 
Strieby, M. E., (ref.), 740 
Strutt, M. J. O., (ref.), 751 
Stubner, F. W., 237 
Sutton tube, 311 
Sweep trigger pulse, 42 
Sweep wave, saw tooth, 42 
Switches, rotary spark gap, 271-275 
experimental model, 273 
drawing of, 274 
SWR, definition of, 890 
Synchro data transmitters, use of, 27 


Tables of Functions, (ref.), 1018 
Target angle sensitivity, 38 
Taylor, Dr. A. Hoyt, 3, 10 
Television Transmission Over 
Lines, (ref.), 740 
Terman, F. E., (ref.), 768, 908 
Test equipment, application, gener- 
ality of, 863-865 
attenuators for microwaves, 899-901, 
900 
BC910A oscilloscope, 903, 904 
BC1087A oscilloscope, 903 
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Test equipment— Cont. 
broadbanding, 865 
CWoOAAY oscilloscopy (navy), 903 
computer test sets, 906, 907 
directional coupler, errors in stand- 
ing wave measurements caused by 
directivity of, 897 
for measuring standing 
894-899, 896, 898 
dummy antenna, 899 
early unit for 3,000-MC range, 864 
echo boxes, 883-888, 884, 886, 887, 
889 
Q and ringtime, relation between, 
888 
test on a radar, 928 
test sets, 926-929, 927, 930, 931 
tuned, 886 
environmental influences on, 865-866 
frequency measurement, &75—-881 
frequency meters, 876 
circuits, 880 
hybrid T for measuring standing 
waves, 894 
IE30 test set, 875 
IE57A army test set, 875, 874 
LZ navy test set, 875, 874 
magic T for measuring standing 
waves, 894 
oscilloscopes, 902-905, 904, 996 
packaging, 865 
pads for microwaves, 901-902 
portable units for airborne radar, 866 
power measurement, 881-883 
precision of, 865 
pulse, power measurement of, 881-882 
range calibrators, 905-907, 906 
receiver sensitivity measurement, 870 
requirements for, 862-867 
RF cables and connectors, 902 
RF load, 899, 900 
ring box, 883 
ring time, 884 
patterns on radar indicators, 886, 
929 
ruggedness of, 866-867 
signal generators, 869-875, 872, 874 
design principles, 871-873 
pulsed and FM, 873-875 
simplicity, reliability, and accessi- 
bility requirements, 866 


waves, 
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slotted line for measuring standing 
waves, 891, 892, 893 

spectrum analysis, 888-889, 889 

squeeze section for measuring stand- 
ing waves, 891-894 

standing wave measurements, 889- 
899 

standing wave detectors used on 
coaxial and wave guide trans- 
mission lines, 893 

test signals, types of, 869-870 

thermistor power meters, 882-883 

TS-5/AP range calibrator, 907 

TS-34/AP oscilloscope, 903, 905 

TS-34A/AP oscilloscope, 903, 904, 
905 

TS-35/AP test set, 875 

TS-35A test set, 875, 874 

TS-35A/AP signal generator, 872 

TS-89/AP voltage divider for oscil- 
loscope, 905 

TS-102/AP range calibrator, 906 

TS-102A/AP range calibrator, 906 

TS-158/AP computer test set, 906, 
907 

TS-235/UP RF load, 899, 900 

TS-239/UP oscilloscope, 903, 904 

TS-434/UP computer test set, 906, 
907 

types, 862-863 

water loads, 883 

Test equipment, wavemeter, calibra- 
tion of, 881 

coaxial, 877, 876 

couplings, 879 

cylindrical cavity, 877-878, 876 

detectors for, 879, 880 

drive and scale, 880-881 

effect of temperature and humidity 
on, 881 

frequency coverage, 879 

linearity of, 878 

methods of use, 880 

QL required for different frequencies, 
878 

The Lighthouse Tube, (ref.), 379 


Theoretical Study of Dielectric Cables, 


(ref.), 1017 


Theory of the Electromagnetic Horn, 


(ref.), 908 
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Thermistor, 882 
Thermistors in Electronic Circuits, 
(ref.), 908 
Thompson, B. J., (ref.), 754 
Thompson, J. J., (ref.), 910, 935 
Tizard Mission, 5 
TR boxes, 311 
cavity parameters, relations _ be- 
tween, table of, 358 
copper-disc seal manufacturing and 
testing, 349-352, 360, 351 
copper-to-glass disc seal, setup for, 


crystal gate, 327 
design considerations, 343-345 
direct coupling, 331-332 
equivalent circuit including an ATR 
box, 361 
referred to the TR cavity, 356 
flat leakage power, 329-331 
vs. gap length, 332 
vs. gas pressure, 329 
‘“‘s’? narameters, derived, 357 
“9” parameters of windows, experi- 
mental determination of, 359-360 
gas discharge parameter, 329 
gas discharge power, 340 
vs. low level loss adjustment, 325 
high-level, loss 333 
operation, 356-357 
idealized, analysis of, 383-359 
igniter, the, 326 
input standing wave ratio, 340 
leakage power, 340 
average, vS. average magnetron 
power, 362 
average, vs. pulse duration, 362 
average, vs. repetition rate, 361 
data, analysis of, 363 
measurement, 333 
pulse, shape of, 325 
vs. low level loss adjustment, 324 
vs. water vapor pressure, 331 
low-level loss, 337-340 
transmission, 355-356 
minimum leakage power vs. fre- 
quency, 330 
off-resonance analysis, 357-359 
performance parameters, 323-324 
recovery time, 333-337 
recovery time characteristic, 384, 335 


1040 


TR boxes—Cont. 
recovery time vs. ambient tempera- 
ture, 337 
recovery time vs. life, 388 
recovery time vs. gas content, $338 
spike, the, 325-329, 325 
energy vs. gas pressure, 328 
vs. low level loss adjustment, 


vs. pulse repetition rate, 827 
temperature compensated discs, 347 
tube design, 345-349 
turn on effect, 326 


window width vs. window conduc- 


tance, 360 
TR cavity, 317, 318, 320 
Train indicator, Mark 2-4, 30 
Train meter, zero center type, use of, 
30 
Transducer for adapting 2K23, 2K54 
and 2K55 oscillators to a termi- 
nated wave guide load, 640 
for connecting output lead of 2K29 
to 50-ohm cable, 596 
4-terminal, general, circuit repre- 
senting all properties of, 666 
lossless, 124 
Transmission Line Calculator, (ref.), 
542 
Transmission line, coaxial feed system, 
15 
duplexing, 24 
gas-line system, 16 
uniform, lossless, admittance of, 98 
weatherproofing of, 16 
Transmitter, CXAS, 23 
developments, magnetron, 43 
Mark 3 and 4, 44 
Trigatrons (British), 279 
Tube types, close spaced power tet- 
rode, 4 
doorknob, 13 
Eimac 100-TH, 13 
gas discharge, 6 
gas discharge ‘‘T-R’”’, 4 
GL-466 (lighthouse tube), 46 
GL-2C40, 379, 380, $81 
lighthouse, 7 
magnetrons, 700 megacycle, 5 
resonant-cavity magnetron, 4 
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Tube types—Cont. 
single-cavity reflex oscillator, 7 
vacuum, for ultra-short waves, 14 
700-type magnetron, 43 | 
1449, 649 
1464, 649 
316A (doorknob tube), 46 
350A, 241 
356A, 13 
386A, 740-743, 742 
426XQ, development of, 253-254, 
251 


characteristics of, 252-2538 
table of ratings of, 244 
700A-D, 162 
development of, 160-165 
table of characteristics, 163 
701-A, 44 
development of, 241-244, 2942 
characteristics of, 248 
table of ratings of, 244 
702A-TR, 45 
702A, 311, 318 
706A-C, 184-187 
table of characteristics, 188 
707A, 581-585, 662, 56S, 584, 585, 
649 


709A, 311, $12, 313 
712A, 311 
714A, 184-187 
table of characteristics, 188 
715A, 245 
characteristics of, 246-247 
development of, 244-249 
table of ratings of, 244 
717A, 414, 741, 742, 745 
characteristics of, 408 
720A-E, 155, 167 
cathode, 232 
development of, 191-196, 192, 198 
performance chart of, 196 
table of characteristics, 188 
721A, 313, 314, 321, S47 
723A/B, 586-591 
724B, 313, 314, 322 
725A, 157, 201, 203 
cathode, 232, 234 
development of, 196-206 
table of characteristics, 202 
performance chart of, 206 
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726A, 649 
728A-J, 168 
development of, 165-168 
table of characteristics, 163 
703A, 204 
development of, 196-206 
table of characteristics, 202 
performance chart of, 205 
706A Y-GY, 190, 191 
cathode, 232 
development of, 187-191 
table of characteristics, 188 
714AY, 187-191 
table of characteristics, 188 
718AY-EY, 187-191 
table of characteristics, 188 
707B, 649 
715B, 248 
development of, 249-250 
table of ratings of, 244 
720B-D, 196 
726B, 649 
726C, 649 
1349XQ, 521, 530 
1464XQ, 631-635, 686, 637 
1B22, 291, 292, 294, 296, 297, 300, 
301-303, 302 
table of ratings, 308 
1B23, 313, 314, 319, $20 
1B29, 303, 304 
table of ratings, 308 
1B31, 304-305, 305 
table of ratings, 308 
1B42, 305-307, 306 
table of ratings, 308 
5D21, 249, 265 
development of, 250-253 
current and voltage relations in, 
250 
table of ratings of, 244 
2J21, 197-201 
2J48, 206-207 
2J48-50, table of characteristics, 
202 
2J49, 206-207 
2350, 206-207 
2J51, 208, 209 
characteristics of, 212 
development of, 208-213, 208, 209 
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2J51 magnetron, 156 
2J51, table of characteristics, 202 
2J53/725A, 206-207 
2J55, 207 
2J55-56, table of characteristics, 202 
2J56, 207 
3J21, cathode, 232 
3J21, 227, 228 
development of, 223-231 
characteristics of, 229 
3J21 magnetron, 165 
3J30, 223 
3J31, 223 
4J21-25, performance chart of, 173 
4J21-25, table of characteristics, 163 
4J21-30, 172 
cathode, 282 
development of, 169-174 
magnetron, 165 
426-30, table of characteristics, 163 
4J28, 171 
442, 176, 177 
magnetron, 156 
table of characteristics, 163 
445-47, 196 
table of characteristics, 188 
4J50, 207, 220 
cathode, 232 
development of, 213-221 
table of characteristics, 202 
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